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PREFACE. 


TuIs volume is the second of the three volumes which contain the 
Papers and Discussions presented at meetings of the Institute during 
the year 1913, and to it have been assigned the papers of the Butte 
meeting, August, 1913, which describe the geology and mineral 
resources of the State of Montana and the mining and metallurgical 
practice obtaining in the Butte district. The remaining papers of 
the Butte meeting and the papers of the New York meeting, October, 
1913, are included in Vol. XLVII. The papers herein are classified 
as follows: Geology, Mining, Concentrating, Smelting, Refining, 
Power, and Miscellaneous. Having in view the complete exposition 
of the natural resources and mineral development of the State here 
presented, it has seemed permissible to name the book The Montana 
Volume. 

For the magnificent series of papers bound in this volume we are 
indebted chiefly to the Committee on Precious and Base Metals, and 
especially to its Chairman, Charles W. Goodale. It is a pleasure to 
have an opportunity of recording here our gratitude to Mr. Goodale 
and his associates for this most notable contribution to the literature 


of the Institute. 
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The opening session was held on Saturday evening, Aug. 16, 1913, 
at the Court House, Great Falls, Mont., and was called to order by 
Charles W. Goodale, who, after a short address of welcome, intro- 
duced President Charles F. Rand, who responded to the address of 
Mr. Goodale and presided thereafter at the meeting. 

The following papers were then presented in oral abstract by their 
authors, or authors’ representatives : 

Hydro-Electric Development in Montana, by Max Hebgen. Dis- 
cussed by Frank Scotten, Joseph W. Richards, and another. 

Notes on the Great Falls Electrolytic Plant, by W. T. Burns. Dis- 
cussed by Joseph W. Richards. 

The Great Falls Flue System and Chimney, by C. W. Goodale and 
J. H. Klepinger. Discussed by Joseph W. Richards and J. H. 
Klepinger. 

The Determination of Arsenic and Antimony in Converter and 
Electrolytic Copper, by E. E. Brownson. 

Great Falls Converter Practice, by A. E. Wheeler and M. W. 
Krejci. Discussed by Bradley Stoughton, Joseph W. Richards, 8. 
LeFevre, and M. W. Krejci. 

* The Smelting of Copper Ores in the Electric Furnace, by D. A. 
Lyon and R. M. Keeney. Discussed by M. W. Krejei, ©. D. Wood- 
ward, Joseph W. Richards, Bradley Stoughton, and D. A. Lyon. 

The following papers were read by title: 

* Preparation of Ore Containing Zine for the Recovery of Other 
Metals such as Silver, Gold, Copper, and Lead by the Elimination 
and Subsequent Recovery of the Zinc as a Chemically Pure Zine 
Product, by 8. E. Bretherton. 


Some Recent American Progress in the Assay of Copper-Bullion, 
by Edward Keller. 


The second session was held at the Auditorium in Butte, Mont., on 
Monday, Aug. 18, 1913, at 9.30 a.m. After an address of welcome 
by the Hon. Cornelius F. Kelley, which was responded to by Presi- 
dent Charles F. Rand, the following papers were presented in oral 
abstract by their authors, or authors’ representatives : 

Ore Deposits at Butte, Mont., by Reno H. Sales. Discussed by 
L. C. Graton, W. C. Ralston, Joseph W. Richards, and R. H. Sales. 
lean Associations at Butte, Mont., by D. C. Bard and M. H. 

idel. 

Timbering in the Butte Mines, by B. H. Dunshee. 

Shaft-Sinking Methods of Butte, by Norman P. Braly. 


* Held for publication in vol. xlvii. 
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The Use of Electricity in Mining in the Butte District, by John 
Gillie. 

The last three papers were discussed jointly by G. E. Moulthrop, 
G. A. Packard, and Norman P. Braly. 

The following papers were read by title: : 

* Notes on the Occurrence of Some of the Rarer Metals in Blister 
Copper, by Anton Eilers. 

* Biographical Notice of John Fritz, by H. 8. Drinker and R. W. 
Raymond. 

* Assay for Gold and Silver by the Iron-Nail Method, by E. J. 
Hall and C. W. Drury. 

* An Assay for Corundum by Mechanical Analysis, by W. Spencer 
Hutchinson. 


The third session was held at the Auditorium in Butte, on Monday 
evening, Aug. 18, 1913, at 8 p.m. Mr. Charles W. Goodale pre- 
sided. The following papers were presented in oral abstract by their 
authors, or authors’ representatives: 

Development of the Basic-Lined Converter for Copper Mattes, by 
E. P. Mathewson. Discussed by Josepn W. Richards and ©. D. 
Demond. 

Roasting and Leaching Tailings at Anaconda, Mont., by Frederick 
Laist. Discussed by J. C. Dick and F. Laist. 

* The Use of the Microscope in Mining Engineering, by F. W. 
Apgar. Discussed by L. C. Graton. 

The Evolution of the Round Table for the Treatment of Metallif- 
erous Slimes, by Theodore Simons. 

The following papers were read by title: 

Mining Cost Accounts of the Anaconda Copper Mining Co., by 
H. T. Van Ells. 

The Development of Blast-Furnace Construction at the Boston & 
Montana Smelter, by John A. Church, Jr. 

The Tooele Plant of the International Smelting & Refining Co., by 
N. H. Thomson and L. T. Sicka. 

* Hardinge Mills vs. Chilean Mills, by Robert Franke. 

* The New International Diamond Carat of 200 Milligrams, by 
George F. Kunz. 

* The Laws of Jointing, by Blamey Stevens. 

* Method of Testing Draeger Oxygen Helmets at the Copper 
Queen Mine, by Charles A. Mitke. 


* Held for publication in vol. xlvii. 
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The fourth session was held in the Margaret Theatre, at Anaconda, 
Mont., on Tuesday, Aug. 19, 1913, at 2.30 p.m. An address of wel- 
come by E. P. Mathewson was responded to on behalf of the Institute 
by Prof. Joseph W. Richards. Mr. Mathewson presided at the meeting. 

The following papers were presented in oral abstract by their 
authors, or authors’ representatives : 

Concentration of Slimes at Anaconda, Mont., Ralph Hayden. 

The Great Falls System of Concentration, by Albert E. Wiggin. 

The Anaconda Classifier, by Robert Ammon. 

Application of Hindered Settling to Hydraulic Classifiers, by E. 8. 
Bardwell. 

Determination of Gases in Smelter Flues; and Notes on the Deter- 
mination of Dust Losses at the Washoe Reduction Works, Anaconda, 
Mont., by Edgar M. Dunn. 

Arsenic Trioxide from Flue Dust, by James O. Elton. 

Ore-Dressing Improvements, by Robert H. Richards. 

* Topographic Maps for the Mining Engineer, by E. G. Woodruff. 
Discussed by C. W. Goodale, F. A. Linforth, E. P. Mathewson, E. W. 
Parker, Van. H. Manning, and John Gillie. 


The fifth session was held at the Auditorium, in Butte, Mont., on 
Wednesday, Aug. 20, 1913, at 9.30 am. Prof. Joseph W. Richards 
presided. The following papers were presented by their authors, or 
authors’ representatives: 

The Southern Cross Mine, Georgetown, Mont., by Paul Billingsley. 

* The Reducibility of Metallic Oxides as Affected by Heat Treat- 
ment, by W. McA. Johnson. 

* Rock-Drilling Economics, by William L. Saunders. 

A Note on the Occurrence and Manufacture of Refractories in 
Montana, by W. H. Gunniss. Discussed by Joseph W. Richards 
and E. P. Mathewson. 

Applied Geology in the Butte Mines, by F. A. Linforth. Dis- 
cussed by B. H. Dunshee. 

The following papers were presented by title : 

Thermal Effect of Blast-Furnace Jackets, by Robert P. Roberts. 


* The Discovery and Opening of a New Bese! Field in the 
United States, by C. Coleock Jones. 


The sixth session was held at the Auditorium, in Butte, Mont., on 
Wednesday, Aug. 20, 1918, at 8.30 p.m. First Vice-President Ben 
jamin B. Thayer presided. The following papers were presented in 
oral abstract by their authors, or authors’ representatives : 


* Held for publication in vol. xlvii. 


PROCEEDINGS OF THE BUTTE MEETING. xl 


The Precipitation of Copper from the Mine Waters of the Butte 
District, by John C. Febles. Discussed by Joseph W. Richards. 
Notes on the Electrolytic Refining of Copper Precipitate Anodes, 
by W. T. Burns. 
The Compressed Air System of the Anaconda Copper Mining Oo., 
Butte, Mont., by Bruno V. Nordberg. : 
_- Increasing the Efficiency of MacDougall Roasters at the Great Falls 
Smelter of the Anaconda Copper Mining Co., by F. R. Corwin and 
S. 8S. Rodgers. 
* The Tin Situation in Bolivia, by Howland Bancroft. 
Notes on the Metallography of Refined Copper, by E. S. Bardwell. 
The Coal Fields of Montana, by Eugene Stebinger. 
The following papers were presented by title : 
Monolithic Magnetite Linings for Basic Copper Converters, by 
A. E. Wheeler and M. W. Krejci. 
The Electrification of the Butte, Anaconda & Pacific Railway, by 
R. E. Wade. 
* The Substitution of Air for Water in Diamond Drilling, by 
Ralph Wilcox. 
Lead-Silver Mines of Gilmore, Lemhi County, Idaho, by Ralph 
Nichols, 
The Metaline Plant of the Inland Portland Cement Co., Metaline 
_ Falls, Wash., by Milo W. Krecji. — 
* Valuation of Coal Land, by H. M. Chance. Discussed by G. H. 
Ashley. 
Cement Materials and the Manufacture of Portland Cement in 
Montana, by W. H. Andrews. 


Excursions and Entertainments. 


The members and guests assembled at the Rainbow Hotel, Great 
Falls, Mont., on the morning of Saturday, Aug. 16, where registra- 
tion facilities, badges, booklets, and programs were provided, and 
where they were met by the Local Committees. 

The members were then taken by automobile to visit the hydro- 
electric developments at Great Falls, and Rainbow Falls, on the Mis- 
souri river, with a visit to the Giant Springs on the return trip. 

In the afternoon the party was again taken by automobile to the 
plant of the Boston and Montana Smelter, every department of which 
was offered for inspection, and explained by members of the metal- 
lurgical staff. 


* Held for publication in yol. xlvii. 
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On Sunday, Aug. 17, the members left Great Falls for Helena, 
where luncheon was served at the Placer Hotel through the hospital- 
ity of the Local Committee, after which a sight-seeing trip about the 
city was made by some of the members and guests, while others vis- 
ited the lead-silver smeltery of the American Smelting & Refining Co. 

At 4.20 p.m. the party left Helena, arriving in Butte in the even- 
ing. The headquarters of the Institute at Butte was at the Silver 
Bow Club, which Club, together with the University Club and the 
Butte Country Club, extended its courtesies to the visiting members 
and guests during their stay. 

On the morning of Monday, Aug. 18, the ladies of the party 
were entertained by the wives of the local Institute members on a 
sight-seeing trip about the city of Butte, with a luncheon at the Silver 
Bow Club, and a visit in the evening to the Butte Country Club as 
the guests of Mrs. Dr. F. W. McCrimmon. 

In the afternoon competent guides were provided for visits by 
members and guests to any one of the following points of interest: 

Inspection of electrically-driven air-compressor plants and air hoist 
at the High Ore mine. 

Inspection of the underground workings and pumps at either the 
Original, Leonard, North Butte, or Tramway mines. 

Inspection of the underground workings and of the zine mill of the 
Butte & Superior Copper Co. 

Inspection of the mine and of the copper-leaching plants of the 
Bullwhacker Copper Co., and of the Butte & Duluth Mining Co. 

General surface trip of inspection of the mines and surface geology 
of the Butte district. ° 

On Tuesday morning the party was taken by special train to the 
Washoe Smeltery, at Anaconda, where they were conducted by the 
Local Committee on a trip of inspection through the plant. A spe- 
cial train then took the party to the town of Anaconda, where 
luncheon was served at the Montana Hotel. 

In the afternoon, after the technical session, the special train car- 
ried the members and guests back to Butte. 

On Tuesday evening the party assembled at the Auditorium, where 
some extraordinarily interesting moving pictures by Max Hebgen, 
illustrating the hydro-electric development of Montana, were pre- 
sented. Following this special cars carried the members and guests 
to Columbia Gardens, where a very pleasant social evening was spent 
visiting the gardens, with dancing by those who cared to. 

On Wednesday the ladies were carried by automobile to the Basin 
Reservoir as Suests of the Butte Water Co. Luncheon was served, 


PROCEEDINGS OF THE BUTTE MEETING. Xi 


Mrs. Eugene Carroll acting as hostess, assisted by the wives of the 
local members. The afternoon was spent in boating on the lake, and 
other social recreations. 

In the afternoon the men of the party made visits of inspection to 
the different points of technical interest in Butte, listed above. 

On Thursday, Aug. 21, a special train cénveyed the party to the 
Southern Cross mine, where an exceedingly pleasant day was spent 
socially and in visiting the mine. A very good luncheon was served 
at the mine from dinner buckets. 

The meeting closed with a banquet, which was given at the Silver 
Bow Club at 8.30 p.m. Mr. William L. Saunders acted as Toastmas- 
ter, and the following toasts were responded to: 

Cornelius F. Kelley, “ Butte.” 

Charles F. Rand, “The A. I. M. E.” 

Lee Mantle, “ Montana.” 

J. H. Durston, ‘ The Press.” 

Bradley Stoughton, “ Co-operation for Institute Progress.” 

One hundred and sixty-two members and more than 300 guests 
attended the meeting. The attendance at technical sessions varied 
from 125 to 182 each. 
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INTRODUCTION. 


Tux geology of Butte possesses especial interest on account of the 
magnitude of the ore deposits, their extraordinary richness and per- 
sistence in depth. Since its discovery in the early 60’s the district 
has yielded, in round numbers, 6,000,000,000 lb. of copper, 260,000,000 
oz. of silver, 1,250,000 oz. of gold, more thah*,000,000 lb. of zine. 
This enormous etal production has been derived from an ore ton- 
nage estimated roughly at 65,000,000 tons. At the present day, 
most of the important mine shafts have reached a depth of 2,400 
ft., while several are more than 3,000 ft. deep. At these great 
depths rich bodies of copper ore are being exploited, showing no 
ee in metal content as compared with the ores of the higher 
evels. 

The present (1913) daily rate of production is approximately 14,000 
tons, of which 13,250 tons may be regarded as copper ore, although 
a small percentage of this is minable only because of the presence of 
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notable amounts of silver, and the remaining 750 tons are zinc ores. 
In addition, a small tonnage of straight silver ores is mined, chiefly 
by leasers, from abandoned silver mines. A small amount of copper 
is recovered in the precipitation plants treating the copper-bearing 
waters pumped from the mines. : 

In spite of their great importance as metal producers, the subject 
- of the geology of these ore deposits received but scant attention at 
the hands of investigators until recent years. The Butte Special 
Folio,’ the work of S. F. Emmons, W. H. Weed, and G. W. Tower, 
published by the U. S. Geological Survey in 1897, was the first pub- 
lication to deal with the Butte district in detail. This was followed 
by a more comprehensive study undertaken by W. H. Weed ? during 
the period extending from 1901 to 1905, the results of his work 
appearing in 1912. Other articles treating special features of the 
ore deposits have appeared from time to time. H. V. Winchell’s 
paper * dealing with the artificial production of chalcocite or copper 
glance was timely and of great interest in connection with the prob- 
lem of chaleocite formation. More recently Charles T. Kirk * has 
carefully studied the various phases of granite alteration found in 
association with the copper veins. He endeavored to determine if 
any genetic relation existed between these alteration phases and the 
deposition of certain copper minerals, He concludes from his inves- 
tigations that the chalcocite of the Butte veins is almost entirely a 
product of descending sulphide enrichment, a view expressed also 
by W. H. Weed. 

Weed’s study was concluded in 1905 and since that time much 
development work has been done. New mines have been opened and 
the older ones have been greatly extended both vertically and later- 
ally, bringing to light many new and interesting features concerning 
the vein and fault structure. The persistence of rich ore bodies to 
great depth has aroused a keen interest among geologists regarding 
the manner of formation of the abundant copper mineral chalcocite. 
Much information is available bearing directly upon this important 
question. In the presentation of this new material, together with 
such associated facts as are considered to be necessary and of general 
interest concerning the geology of these ore deposits, the writer hopes 
to find justification for the publication of this paper. 


1 Butte Special Folio (No. 38), Geologic Atlas, U. S. Geological Survey (1897). 

2 Weed, W.H., Professional Paper No. 74, U.S. Geological Survey (1912). 

3 Winchell, H. V., Synthesis of Chalcocite and Its Genesis at Butte, Montana. Bulletin 
of the Geological Society of America, vol. xiv., pp. 272 to 275 (1902). 

¢ Kirk, C. T., Conditions of Mineralization in the Copper Veins at Butte, Montana, 
Economic Geology, vol. vii., No. 1, pp. 35 to 82 (Jan., 1912). 
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GENERAL QuoLoey. 

Butte is situated near the western border of a large granite area, 
called the “ Boulder ” batholith, extending southwesterly from Helena 
to the Big Hole river in Beaverhead county, a distance of 70 miles. 
The general outline of the batholith is oblong, but it is extremely 
irregular in width, averaging about 20 miles. Many smaller isolated 
masses of similar rock occur along its western and northern borders. 
The granites of Marysville, Philipsburg, Clinton, Garnet, and several | 
other mining districts are undoubtedly offshoots from a main parent 
magna. It is not improbable that further study will show a close rela- 
tion between the Boulder granite area and the great granite batholith 
of central Idaho. 

The Boulder batholith made its appearance subsequent to the great 
Rocky Mountain building period, marking the close of Cretaceous 
times. It is more recent than the large mass of andesite forming Bull 
mountain, near Whitehall, which is known to intrude upturned Pale- 
ozoic and Cretaceous rocks. There is an abundance of evidence to 
show that the Boulder batholith did not produce a doming effect on 
the sedimentary rocks now found along its borders; in fact, the orien- 
tation of these intruded rocks does not appear to have been visibly 
disturbed even where they are in direct contact with the granite. In 
nearly every instance where such contacts are open to observation, the 
sedimentaries are found to dip at a steep angle toward the granite; an 
exception, however, may be noted at Elkhorn, where dips away from 
the granite appear to be a coincidence and not an effect produced by 
‘its intrusion. In a broad way the batholith seems to occupy the 
trough of a great synclinal basin in whose dissected sloping sides may 
be seen remnants of the entire series of sedimentary rocks reaching 
from the pre-Cambrian slates and shales upward to the coal-bearing 
sandstones of the late Cretaceous. The manner in which this great 
displaced mass of sedimentaries made its escape is not known. 

While the chemical composition of the granite is fairly uniform over 
the whole area there is a slight variation in physical character or tex- 
ture, indicating the possibility of two or more distinct intrusions. 
The texture is usually granitic, in fact, typically so, but at times it is 
decidedly porphyritic, showing numerous imperfectly formed ortho- 
clase feldspars an inch or more in length. Basie segregations com- 
posed of dark silicates are present in considerable amounts as a notice- 
able feature of the marginal areas of the batholith. These small dark 
masses, which are from 1 to 6 in. in diameter, are possibly more prev- 
alent where the granite has the even texture and the porphyritic char- 
acter is lacking. They are more resistant to weathering than the body 
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of the granite, so that they often stand out in relief over the surfaces 
of the big rounded boulders, giving a“ warty ” appearance to the rock. 

These variations in texture may be seen in the mines of the Butte 
district, but there is little, if any, direct evidence to support the hy- 
pothesis of two or more separate and distinct intrusions. It is more 
probable that these variations in texture were developed during the 
process of cooling and were due to uneven temperature conditions 
within one great granite area. 

An analysis of the typical Boulder granite is given by Weed as 
follows: 


ue AeA sil RS ae ge eer 67.12 
BURG oe Ses aches ie Aes Came ae ee a de OY a 15.00 
UNGAR oc is Sy SES, Oe ee en ee 1.62 
ISO) Aes ol BS PS 9 pope ae anne eC oe 2.23 
GEIR Si a. SoA aaa Ry ta A ne Te ee ee 3.43 
IM GC EnneM er TMS Cet er tre cathe, SO ag 4 che ls 1.74 
AOS gaat a ci a ee ee a ea a a 4.52 
PREUG Pos bik SE INE a Ree ee hy cn re 2.76 
Peay NES Ele hh cana ial 9 gen ns een 0.48 
Deri Omen ers Mer eS AGN fasts a; Prue ta Ns Be ee 0.06 
i OUR CUSSED GAS cunt Sy ce eo ES aid iy Us 0.07 
ahs Co Ne ee ee es ie ee eee ee 0.03 
Chee Met Me eat te Mir or UM irrts, Sins, aq et A Me 0.15 
EPC pelOWPELOos eee ee Ae ee eis Ss a ate mee Ces 0.09 
EPO M0 Ve LOT eat eis Mi shoe ee he PSRs Oe Mahia) £O0-D8 

99.98 


The cooling of the main granite mass was accompanied in later 
stages by the segregation of great quantities of aplite, in the form of 
dikes or often as irregular masses of all sizes from a few yards to a 
mile or more across. These aplite areas are especially abundant near 
Butte, and also west and northwest of Boulder in Jefferson county. 
The texture of the aplite is usually fine grained, though often grading 
into a coarse pegmatitic structure or, in extreme stages, showing a 
development of pure glassy white quartz. The formation of aplite 
seems to have taken place at a very early period; its presence, there- 
fore, does not influence in any manner the occurrence of ore deposits 
throughout the Boulder granite area. 

A large body of dacite-rhyolite, partly intrusive and partly extru- 
sive, covers a goodly portion of the western half of the Boulder 
batholith. Many smaller isolated plugs and dikes of rhyolite occur 
in various parts of the granite area, many of which are associated 
with ore deposits. A notable instance is at Butte, where the ore 
formation, however, is much older than the rhyolite. These rhyolites, 
which at one time probably covered a large portion of the granite 
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batholith, were intruded into the granite long after the latter had en- 
tirely cooled and at a time when the present-day physiographic 
features were strongly developed. 


Rocks oF THE Butte DIstTRICT. 
Granite. 


Granite forms the main body of rock inclosing the Butte ore deposits. 
It is properly a quartz-monzonite, but the term “ granite,” or “ Butte 
granite,” has been so universally employed that it seems advisable to 
adhere to common usage in this paper. The Butte granite, which is in 
fact a local area of the Boulder batholith, is a dark gray-green rock 
of medium coarse granitic texture, but exhibiting at times a more por- 
phyritic phase. This latter variation is especially prevalent in the 
Steward, Gagnon, and Colorado mines in the southwestern part of the 
district. The granite everywhere exhibits well-defined systems of 
joint planes, which, however, do not bear any definite relation to the 
later fracture systems. The jointings are old, and in many instances 
in the Butte mines show evidence of slight faulting movements along 
them, a condition brought about by faults or readjustments taking 
place within broad inter-fault blocks. While the joint planes have 
played no part in the determination of the larger features of the frac- 
ture systems, they have been of the greatest importance in making 
the granite adjacent to the fissures more permeable to ore-bearing 
solutions, and the existence of many of the large “ stock-work” ore 
bodies of the Leonard mine was made possible through the presence 
of joint planes. 

In the veins and intervening country rock in the copper vein area 
the granite has suffered intense alteration, so that often its original 
character is only in part preserved. 


Aplite. 

Small irregular bodies and dikes of aplite are abundant in the 
northwestern portion of the Butte district. This rock has been noted 
in unusually large amonnts in the Green Mountain, Mountain Con, 
and Corra mines. In the main copper belt of Anaconda hill aplite 
is rarely seen. Immediately to the west of Big Butte it covers an 
area of several square miles. This exceptionally large body is sep- 
arated in a general way from the copper zone by the intrusive rhyo- 
lite plug forming Big Butte. Where aplite occurs in the form of 
dikes, which may vary in thickness from a few inches to 50 ft. or 
more, there is no uniformity in dip or strike, although they generally 
lie at a low angle. The texture of the aplite is usually fine grained, 
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though pegmatitic phases are common. In general, it is not often 
seen as a wall rock of the ore bodies, for, by volume, it forms but a 
small percentage of the whole rock mass in which the veins occur. 


Quartz-Porphyry. 
In the copper belt of Butte the granite has been intruded by a 
series of roughly parallel quartz-porphyry dikes which extend in a 
general easterly and westerly direction across the district. These 
dikes are relatively narrow, from 10 to 50 ft. wide, but persistent, 
and they follow closely the general trend of the earliest system of 
copper veins, thus indicating a close genetic relation between the 
oldest veins and the porphyry. The dikes, however, are prior to any 
known vein formation and apparently intruded the granite before the 
latter had entirely cooled. The vein and fault fracture systems inter- 
sect the granite, aplite,and quartz-porphyry dikes alike, and all these 
rocks are similarly affected by the general alteration processes accom- 
panying later vein formation. 
Rhyolite. 

Rhyolite, both intrusive and extrusive, occurs to the west and 
northwest of the district. Big Butte, a prominent topographic fea- 
ture, is formed of intrusive rhyolite, as is the round-topped hill a mile 
to the south. From these two main bodies there are many offshoots 
and dikes having a general north and south course, some of which 
are known to break through silver and copper veins, thus. fixing the 
period of the rhyolite eruptions at a much later date than that of the 
quartz-porphyry. Extrusive rhyolite extends northwesterly from 
Big Butte, covering a large area, and in itself is probably the rem- 
nant of a much larger rhyolite flow which formerly covered a large 
portion of the western half of the Boulder granite batholith. 


Andesite. 

Isolated areas of a porphyritic andesite occur to the northwest of 
the district, the age relations of which have not been definitely deter- 
mined. They are believed to be comparatively old and probably 
prior to the granite, corresponding, therefore, to the early andesites 
of Bull mountain north of Whitehall, Mont., which are known to be 
intruded by the Butte granite. 


Sedimentary Rocks. 

The nearest sedimentary rocks are found in the Highland moun- 
tains, 15 miles south of Butte. Here Algonkian rocks, together with 
Paleozoic quartzites and limestones, are intruded by the Butte 
granite, which in turn intrudes also earlier andesite and a basic 
- diorite. 
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Lake Beds. 

Three miles west of Butte is found the eastern limit of an exten- 
sive area of a geological formation termed Bozeman Lake beds by 
the U. 8. Geological Survey. This formation is made up largely of 
sand, gravel, and water-bedded volcanic ash, and at some former geo- 
logic period it covered large valley areas in south central Montana. 
Near Butte these beds fill a long, narrow, pre-existing drainage valley, 
reaching from the town of Rocker to Melrose, a distance of 30 miles. 
A 700-ft. mine shaft sunk a half a mile northwest of Rocker discloses 
a depth of more than 1,000 ft. of these beds, with the total thickness 
still undetermined. 

Valley Débris. 

The bottom of the level valley to the south of Butte is composed 
of coarse detrital sand formed from rapidly disintegrated granite. 
The greatest depth of this sandy material is unknown. Shafts 
sunk in the valley floor east of Meaderville have shown the former 
erosional surface to be buried to a depth of from 200 to 400 ft. 
in that section, or more than 200 ft. lower in elevation than the 
present bed of Silver Bow creek where it leaves the valley near the 
site of the Colorado Smelter. 

The manner of occurrence of the Bozeman Lake bed formation 
near Rocker and the presence of the débris-filled valley south of 
Butte show conclusively that the former drainage level of the Butte 
district has been considerably disturbed, and it is probable that the 
present conditions were brought about either by faulting, volcanic 
flow coverings, or important crustal movements. These apparent 
drainage level oscillations are believed by some writers to have 
played a tremendously important part in the formation of the bo- 
nanza chalcocite ore bodies of the Butte district. This feature will be 
more fully discussed in connection with the problem of ore formation. 


GENERAL GroLoaic STRUCTURE. 
Regional Faulting. 

It is difficult to recognize lines of faulting in the area of the Boulder 
granite batholith on account of the uniformity of the rock and the 
frequent masking of structural features by surface débris or late vol- 
eanic flow coverings. Numerous faults are known, many of which 
are mineralized, but the necessary evidence is lacking to fix definitely 
the direction of throw and amount of displacement along these fis- 
sures. Unless dikes or veins are intersected, no clue is afforded as 


to their magnitude other than the width, amount of fault clay, crushed 
wall rock, ete. 
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Taking a broad view of the Boulder batholith, it is of interest to 
note that fissuring is a common feature over the whole area. While 
no mapping has been done which permits of an accurate classification 
of these fissures, it is known that in general they may be grouped 
into two main series: (a) those having a general east-west strike, and 
(6) those having a northwest-southeast strike; both groups corre- 
sponding in a broad way with the two most important fracture systems 
of the Butte district. In general, however, these fissures are more or 
less localized, and it is not proper at this time to regard them as 
planes of movement resulting from great regional disturbances. 

Of the recognizable faults of this class the only one known to be 
directly concerned with the geology of the Butte ore deposits is the 
Continental fault, lying in a north and south direction along the base 
of East ridge near the Pittsmont mine. There is but little doubt that 
this fault is of comparatively recent origin, and that it has had an 
important influence in determining the present topography of the 
district. The dip is to the west at a steep angle, Butte being on the 
downthrown, or hanging-wall side. The amount of vertical displace- 
ment is probably in the neighborhood of 1,500 ft., while the direction 
and amount of horizontal displacement have not been determined. 
A more detailed description of this important fault will be found on 
a later page. (See pp. 29-30.) 


STRUCTURE OF THE Butte DistrIcvr. 


Locally, the rocks of the district are intersected by many separate 
and distinct periods of fissuring. These fractures cut alike the granite, 
aplite, and quartz-porphyry, but the rhyolite plug forming Big Butte 
has been found in many instances to be later, often cutting through 
veins belonging to certain fissure systems. These observed facts 
throw considerable light on the relations between the aplite, quartz- 
porphyry and the later rhyolite eruptions, but owing to lack of mine 
development in the western part of the district it is, as yet, impos-. 
sible to correlate definitely the rhyolite intrusion with any particu- 
lar period of fracturing or mineralization in the copper or silver 
veins. The rhyolite is known to be younger than the earliest vein sys- 
tem, but further than this the exact time of the eruption is not known. 

Plate I. has been prepared to illustrate the structural relations of 
the various fissure systems. It is a horizontal section taken approx- 
imately at an elevation of 4,600 ft. above sea level, corresponding to 
an average depth, in the mines, of 1,500 ft. below the surface. 
Owing to the small scale of the map and the complexity of the vein 
and fault structure it has been possible to represent only the larger 
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and more general features. The Anaconda fractures, which are con- 
tinuously mineralized, are denoted by solid black. The vein filling 
other than the crushed granite, in the later fissures is also represented 
by solid black whether it be of commercial grade or not. Indeed, in 
many instances, the indicated vein filling is not of commercial grade. 
The structural features are well developed by mine openings, and 
therefore the map may be regarded as only slightly idealized. 

Piate II., a north and south vertical section through the copper 
district in the vicinity of the Anaconda shaft, indicates the structural 
relations of intersected veins and fissures on dip. Since the plane of 
section meets the Blue and Rarus faults at acute angles the dips indi- 
eated are flatter than the true dips. 


Classification of Fissures. 


Grouped according to their relative ages the fissures of the Butte 
district may be divided into six distinct systems, as follows : 

1. Anaconda or east-west system, comprising the oldest known 
fractures. 

2. Blue system, the earliest fault fissure. 

3. Mountain View breccia faults. 

4. Steward system. 

5. Rarus fault. 

6. Middle faults. 

7. Considered as a local feature the Continental faulting may be 
regarded as a seventh separate period of fissuring. 

This classification is based on information gained through a close 
study of the intersections of the various fissures, aided to some extent 
by strike and dip and their mineralogical and physical characters. 
While the development by actual mine openings generally determines 
definitely the relative ages of intersecting veins or fissures, it is often 
desirable to learn in advance, if possible, the age relations of certain 
veins or fractures before such intersections are reached by mine work- 
ings. In these cases the vein characteristics must be relied upon for 
proper guidance. As a general rule the mineralogical composition 
offers but slight assistance, being a factor depending on geographical lo- 
cation ratherthan on relative geologic age. Where intersections are not 
available, the physical character of the fissure together with the deter- 
mined strike and dip is of importance. As will later appear, the Ana- 
conda fractures are more solidly and continuously mineralized and 
have a more nearly east and west strike than the later systems. The 
Blue system fissures are typical fault fissures, with ore occurring in dis- 
connected shoots, and they have a remarkably uniform strike of about 


Transactions of the American Institute of Mining Engineers.—Vol. XLVI. 


S: 


SCALE 
ee 
100 0 100 200 300400 500 


oe : Quartz-Porphyry Dikes 


Anaconda Vein System 


Blue Vein Fault System 


Fea 


Mt. View Breccia Veins 


Steward Vein Fault System 


Legend 


Rarus Fault 


L 


|_ ie 
Middle Fault 


Continental Fault : ree 


SS 
SJ ufialo 
paPiate = F +B ms j acd 


ane 
ee 4 eS 
a 4 = 
ve 
poulld a | 
=~" 85° i 


Se Vein ; : aw 
SON New. ERS 
Z Ae 
eS ~S 


t-Lawrence 
RSIS SA 


gale’ een > ae eee ae tae 
4 4 2" ae ‘:-. F ae : ite 2 ar are x a 
we et te 1% per! Ka are aS . =i | 


ony 


< == = aged < ae 7 Z . AY ee a o ee ae a (“a 
re ee erin Ho: r or rue Burre Disrrict, 4,600 rr, ABovE SEA Lever (1,500 
a) a — Prare L Horizonrat Section OF 4 Zann, = eee 


a 


sitamA ai to enoitosensiT 


Trans 
actions of the PREM, institute of Mining Encineete vel RLV 


ee 


EY, 


ete 


LLL WH 


ein 


ve 
oe 


oe ae 
eis : 


ie 
Linups 
Larne a 


ZL 


Z 
ce 
c 
n 
ist 
a 
> 
i 
o 
is 
if 
2) 
wm 
q 
g 
& 
=< 
a 
[es] 
a 
< 
a] 
=) 
B 
ion] 
Bg 
iv) 
ict 
ise) 
f & 
o 
A 
E 
} 
(| 
nD 


PLATE IL.—Norra-Sourn VerrricaL SECTION THROUGH THE CoppER District NuaR THE ANACONDA SHAFT, 


a 
ae 


i 


= 
eg 
bead f 
Nw 
2 
cy 
pr ex 
So 
G 
w 
Oo 
2 
nan) 
a 
Dn 
= 
a 
nD 
olen 
oO 
Ja) 


ORE DEPOSITS AT BUTTE, MONT. 13 


N. 60° W. The Steward fissures are characteristic faults, with a 
slightly north of east strike, and contain ore more sparingly than the 
Blue fissures. The Rarus and later fractures are typical fault fissures 
of marked movement and contain no ore other than fragments or 
blocks dragged from older veins. , 

When a typical fault fissure is penetrated by a mine opening and is 
_ found to carry no vein mineral or ore where encountered, the strike 

and dip are the factors used in provisionally assigning it to a recog- 
nized fissure system. 

The Mountain View breccia faults have certain physical character- 
istics by which they are readily distinguished from all other fracture or 
vein systems. 

Difficulties in classification are met with in certain areas, where the 
Anaconda fractures are but slightly mineralized and some secondary 
movement has taken place along them, resulting in a vein which 
closely resembles the later faults. Again, in the Mountain View, 
West Colusa, and Leonard mines, many of the Blue fissures are sol- 
idly mineralized over hundreds of feet, making them identical in phys- 
ical appearance with the older veins. A further complication arises in 
this section owing to the presence of many ore-bearing cross fractures, 
which, though parallel to the Blue fissures, are in fact older and belong 
to the Anaconda system. 

A more general classification or grouping of these fissures may be 
made which is to some extent a genetic one, but largely one having to 
do with the physical nature of the fissures. This reclassification or 
grouping is offered here in an endeavor to set forth more clearly to the 
reader the physical differences between the earliest-formed veins and 
those of later age known as fault veins. A clear understanding of 
these differences will be of material aid in forming a proper conception 
of the main structural features of the faults and ore deposits, which at 
times are bewildering in their complexity. 

From a study of the occurrence and nature of the various fissures 
of the district it is found that they may be arranged in three general 
groups, as follows: 

Group A.—Remarkably continuous complex fractures or fissures of 
but slight displacement, with but little or no crushing of the wall rock ; 
varying greatly in strike and dip, and exhibiting at times a tendency 
to develop highly fissured areas in which there may be found a mul- 
tiplicity of transverse fractures more or less at right angles to the 
general direction or strike of the main fracture planes. The whole 
Anaconda fracture system falls within this group. As mineral veins 
they are in general uniformly and continuously mineralized. 
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Group B.—Persistent well-defined fissures of marked displacement 
and of later age than Group A. The fissures of this group are typi- 
cally fissures of faulting, being invariably accompanied by erushed 
granite, attrition clay or gouge, etc. It is seldom that these evi- 
dences of movement are entirely obscured by later mineralization. 
In marked contrast to the fractures of Group A, these fissures are 
not continuously mineralized, the mineral bodies occurring in discon- 
nected shoots. Included in Group B are the ore-bearing faults of the 
Blue and Steward systems, also the later unmineralized fissures such 
as the Rarus, Bell, Middle, and Continental. 

Group C.—Breccia-filled angular cracks or fractures later in age 
than Group A, but prior to some of the faults of Group B. These 
angular cracks exhibit no displacement. They appear to have been 
formed by the simple drawing apart of the wall rocks. The Mountain 
View breccia faults and the ore breccias of the Gagnon mine are 
the important examples of this group. 


Anaconda Fracture System. 


The Anaconda system includes the earliest-formed fractures of the 
district. It embraces, therefore, all fissures known to be earlier than 
the oldest known faults, which are those comprising the Blue system.. 
It is not absolutely certain that all of the old fractures provisionally 
placed in the Anaconda system are exactly of the same age, but they 
are practically so. Such additional, recognizable fractures which are 
older than the Blue fissures and yet are later than the oldest known 
mineralization are of minor importance and not resolvable into a dis- 
tinct system. Where such early fissuring is observed, cutting older 
fractures, it is believed to have resulted from continued movement or 
slight readjustments along the main fracture lines during the active 
period of mineralization. 

The Anaconda fissures are the oldest geologically and the most 
important commercially in the district. This group has formerly 
been called the “ East-West” or ‘“ Quartz-Pyrite” system of veins, 
both misnomers, strictly speaking, because the fractures exhibit wide 
variations from an east-west strike, and the mineral content of the 
Butte veins is not necessarily an incident of geologic age, but rather 
one of geographic position. This system is represented by a series 
of complex fractures, of a general east-west strike, extending across 
the district. In a broad way, in the copper-producing area they may 
be divided into two groups, one north of the other and separated 
from the latter by a relatively barren area. The northerly group 
embraces the Syndicate, Bell-Speculator and nearby fractures, and 
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the southerly comprises the Anaconda, Moonlight, O'Neill, and 
others. 

North Group.—The most important fracture zone of this group. is 
the Syndicate vein. In adjoining properties it is successively called 
the Yellow Jacket, Poulin, Buffalo, Mountain Con, Wake Up Jim, 
’ Middle vein, Bell-Speculator vein, ete, Westerly from the Mountain 
Con and Green Mountain mines the Syndicate vein is usually a well- 
defined, single, mineralized fissure, rarely branching excepting for 
short distances, forming “ horses,” or included barren granite blocks. 
Toward the east, however, it divides, and its various branches take a 
southeasterly course toward the Mountain View mine and split further 
into smaller veins until the identity of the major fissure is completely 
lost. These smaller branches form in a general way, no doubt, a con- 
necting link with the great Anaconda complex in the Vicinity of the 
Mountain View mine. 

Other important fissures of the north section of the copper-produc- 
ing district belonging to the Anaconda system are the Badger State, 
Berlin, North Wild Bill, Modoc, Mountain Con South, Eastwest Gray 
Rock, and the North vein of the Mountain Con mine. In addition 
to those above named there are numberless small cross fissures and 
cracks, associated with the larger fissures, and of geological interest, 
but not important as ore producers. ; 

The main Syndicate vein in the Mountain Con and Buffalo dips 
88° to the south. It is variable, however, at times dipping slightly 
north. Southeasterly it has a southerly dip of 60°. The North Wild 
Bill is vertical or slightly south dipping. The Badger State dips 
north at the surface, changing to a steep south dip in depth. The 
Eastwest Gray Rock and Modoc fissures dip 65° south, and the North 
vein of the Mountain Com dips 50° to the south. 

South Group.—The south fracture complex known as the Anaconda 
vein in the Never Sweat, Anaconda, and St. Lawrence mines is of 
vastly more commercial importance than the north group. Begin- 
ning on the extreme west in the Gagnon mine, where it forms a com- 
pound fissure zone combined with later faulting, and passing easterly, 
it is known successively as the Gagnon, Original, Parrot, Anaconda, 
and Mountain View South vein, etc. Although intersected and dis- 
placed many times by later faults the identity of the main fissure is 
not lost. Easterly from the St. Lawrence mine this fracture exhibits 
great complexity. Passing through the Mountain View mine there is 
developed a great fissured zone bounded on the north by the Shannon 
vein, the easterly extension of which is the Colusa vein, and on the 
south by the Mountain View South No. 2 vein, the last named being 
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the faulted extremity of the main Anaconda fissure. The Shannon 
or north bounding fissure has a strike of N. 75° E., and a dip of 85° 
north, while the South No. 2 vein strikes 8. 75° E., and dips 65° 
south. In its southeasterly course the latter branches into many fis- 
sures, forming many smaller veins of the Rarus and Berkeley mines; 
the identity of the principal fissure, however, is lost. 

The distance between the limiting Shannon and South No. 2 fis- 
sures at the Mountain View shaft is 400 ft. For several hundred 
feet east of the Mountain View shaft there are a great number of 
connecting cross fractures between the Shannon and South No. 2 
fissure. These cross fractures have a general strike of N. 20° W., 
with a westerly dip of about 75°. In many instances these cross 
veins have proved to be good producers of ore, although they are not 
of great width. The structure here is much complicated by the pres- 
ence of several mineralized fissures belonging to the Blue system, 
being in fact the southerly extensions of the Gray Rock fault veins. 

Owing to the divergence on strike of the Shannon and South No. 2 
veins, the space between these limiting fissures becomes greater toward 
the east. There is an increasing tendency on the part of the Shannon 
vein to throw off north-south fissures in a southerly direction. In the 
West Colusa upper levels enormous stopes were made, using the north 
boundary of the Shannon fissure as the north wall, while the larger 
portion of the material mined out was mineralized granite intersected 
by a multiplicity of closely spaced fissures having a general strike of 
about N. 20° W., or nearly at right angles to the strike of the Shan- 
non iissure. In the Leonard mine the north and south fissuring is 
. not present in the upper levels. (See Fig. 1.) The first tendency 
toward a development of transverse fracturing appeared on the 600-ft. 
level. At greater depths the north-south fissuring became more in- 
tensified, while the east-west fissures became gradually less promi- 
nent, until it was found that below the 1,200-ft. level only the great 
areas of closely spaced north-south fissures remained, bounded on the 
north by the limiting north wall of the Shannon fissure, and forming 
the great “ horse-tail ” ore bodies of the Leonard, Tramway, and West 
Colusa mines. (See Fig. 2.) 

Going northeasterly, the termination of the Shannon-Colusa-Leon- 
ard vein is remarkably abrupt and gives rise to a most peculiar geo- 
logical condition. The throwing-off tendency of the Shannon fissure 
reaches a climax near the Leonard shaft, where the east-west fissuring 
ceases and the identity of the Shannon-Colusa vein is completely lost 
in a perfect maze of north and south fissuring without definite boun- 
daries. (See Plate I.) 


VOL. XLVI. —2 


18 ORE DEPOSITS AT BUTTE, MONT. 


Lying to the south and parallel to the main Anaconda fissure are 
two important veins known as the Moonlight and O’Neill veins. The 
O’Neill fissure is distant about 1,000 ft. from the Anaconda, and it 
forms the general southern boundary of the great zone of alteration. 
The eastern extension of the O’Neill vein is known as the Pennsyl- 
vania No. 1 vein in the Pennsylvania mine, and as the Silver Bow 
vein farther to the southeast. The Moonlight fissure is prominent 
in the Moonlight and Anaconda mines, but dies out in an easterly 
direction before reaching the Pennsylvania shaft. 

Many small unimportant fractures belonging to the Anaconda 
series occur south of the O’Neill vein, notably the Cambers, J. I. C., 
Glengarry, Silver Bow No. 3, and others, but these have been only 
slightly developed, owing to their non-productiveness in depths 
greater than 400 ft. 

Southeasterly from the Rarus, Berkeley, and Silver Bow mines, 
fissures of the Anaconda system pass into the property of the East 
Butte Mining Co., following in a general way the course of the quartz- 
porphyry dikes. These relations may be readily understood by refer- 
ring to Plate I. 

The principal veins of the so-called silver area are believed to be 
mineralized fractures of Anaconda age. Owing to the mining inac- 
tivity for many years past in this area, and through the general lack 
of definite information concerning the geological conditions, it is not 
possible to map with any degree of accuracy the vein structure in 
that section. 

Blue System of Fissures. 

In the Blue system of fissures is included a series of northwest- 
southeast fault fissures which cut and displace the fractures of the — 
Anaconda system, but are themselves older geologically than the 
Steward faults. Their general strike is in the neighborhood of N. 55° 
W., with extreme variations within a range of N. 30° W. to N. 75° 
W. There is a notable uniformity in the arrangement or spacing of 
the important members of this series of faults in a northwest-south- 
east direction, or at right angles to the general line of strike. This 
- feature is well illustrated in Plate I. 

The important fissures of the Blue system, named in order of their 
occurrence, beginning on the southwest, are the No. 2, No. 1, Clear 
Grit, Blue, Diamond South or Dernier, High Ore, South Bell, Skyrme, 
Edith May, Jessie, Gem, and Croesus, all of which are mineralized 
and most of which contain ore bodies of immense value. 

In contrast to the marked uniformity in strike, permitting accurate 
projections over hundreds or even thousands of feet, the dip of the 
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Blue veins tends toward the opposite extreme. The fissures as a rule 
are steep, but the variations in dip along a single fissure may cover a 
wide range. It is not uncommon to note a change from a north dip 
to a south dip, followed by a change again to the north, all taking, 
place within a vertical range of 1,600 ft. The Edith May vein, for 
example, dips 80° north from the surface to the 700-ft. level; it is 
vertical from the 700-ft. to the 1,600-ft. level, and has a south dip 
below the 1,600. The Jessie exhibits tendencies even more erratic. 
In the Modoe mine it is very steep or slightly north, dipping near the 
surface, changes to a 60° south dip at a depth of about 500 ft., retain- 
ing this flatter dip to the 700-ft. level or thereabouts, where it again 
assumes a vertical dip to the deep levels. 

While the general tendency of the fissures of this system is to dip 
south, some of them do not follow this rule. The most southerly ones, 
the Clear Grit, Flat, and Blue, have decided south dips, from 45° to 
65°. Those intermediate, the Skyrme and Edith May, are more nearly 
vertical, while on the extreme north the tendency is to dip steeply 
north in the upper levels, with a change to the south at greater 
depths. The general variations in dip are well illustrated in Plate II. 
The Skyrme vein is of a particularly wavy habit on its descent into 
the earth. 

The fissures of the Blue system are faults of marked displacement. 
Owing to the uniformity of the country rock in which the fissures 
occur it is difficult to determine accurately the direction of movement 
and amount of displacement. Where, however, a fault plane inter- 
sects two or more veins having different strikes and dips, these 
factors may be closely approximated. The amount of movement 
along the more important Blue fissures ranges from 150 to 300 ft. 
The High Ore fault vein displacement has been determined by Paul 
Billingsley to be in the neighborhood of 270 ft., with the line of direc- 
tion of movement making an angle of 35° with the horizontal. In all 
of these fissures the south or hanging wall has apparently moved to 
the southeast and downward relatively to the foot-wall and the direc- 
tion of movement of the hanging-wall has been along a line making 
an angle of 15° to 35° with the horizontal. The Blue faults more 
properly fall under the head of thrust faults, rather than normal 
faults as the latter term is commonly understood. 

In cases where but one vein is cut by the fault plane there is a 
certain feature to be observed which offers a clue to the direction of 
movement. Large grooves, or striations, may be seen in the hard 
ore or the wall rock adjacent to the principal planes of movement. 
These grooves, or waves, measure from a few inches to a foot or 
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more from crest to crest, with depths of an inch or more. The 
writer is led to believe that they are good indications of movement 
because they exhibit a remarkable uniformity in dip or pitch along 
the walls where recognized in widely separated members of the series, 
and they correspond in this respect to the larger fault vein structure 
earlier described. This belief is corroborated by the determination in 
the case of the High Ore fissure above noted. The small scratches and 
parallel lines so commonly seen in the soft fault clay are of no value 
whatever as indications of direction of important movements. Ina 
single slab of clay an inch thick striations or lines may be found ex- 
tending in every conceivable direction. 

Viewed in a broad way the fissures of this system show a strong 
tendency to branch toward the southeast, a feature well marked in 
the Blue, Skyrme, Edith May, and Jessie veins. Toward the west 
and northwest there is a noticeable swerving to a more westerly 
strike and many instances of unions on strike of important fissures 
are noted. A good example of this condition occurs in the Corra 
mine where the High Ore, South Bell, and Skyrme veins unite, 
forming a single fissure. (See Plate I.) This evident tendency to 
unite westerly on strike with a possible greater displacement along 
the large single fissure may have some significance when taken in 
connection with their origin. 


Mountain View Breccia Faults. 


A curious and interesting feature in connection with the copper 
veins is the occurrence of peculiar breccia faults (filled cracks) in cer- 
tain localities within the copper-producing area. They are of frequent 
occurrence in the Mountain View and Leonard mines in the eastern 
part of the district and in the Gagnon mine on the west. 

These breccia faults, or veins, are persistent angular fissures filled 
with fragmental material composed of country rock or with some 
fragments of earliest veins. The size of the fragments ranges from 
pieces a foot or more in diameter down to fine sand. Generally the 
breccia is a mixture of all sizes, although at times it is all fine 
material so arranged in the fissures that it resembles stratified sand- 
stone. Asa rule it has the general appearance of ordinary concrete, 
showing angular rock fragments loosely set in a matrix of finer disin- 
tegrated granite grains. Often the larger pieces are rounded and look 
water-worn like stream pebbles. At or near the contact or intersec- 
tion with older veins the breccia frequently contains many fragments 
of the vein filling, in sufficient quantities at times to constitute ore. 
This feature is especially important in the Original and Gagnon 
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mines, where big stopes have been made in ore breccia associated 
with older veins. In fact, from the surface to the deepest levels this 
has been a characteristic feature of the Gagnon-Original vein. 

The general strike of the Mountain View breccia faults is about N, 
75° EK. They extend from the most westerly workings of the Gagnon 
easterly through the Original and Steward mines, thence northeasterly 
toward the Mountain View mine. At the present time there is not suf- 
ficient mine development to determine whether a general continuity 
exists between the breccia faults of the Mountain View mine and 
those of the Original-Steward mines. In the St. Lawrence mine they 
are found in abundance extending northeasterly into and through the 
Mountain View and West Colusa mines; most of them, however, die 
out in the vicinity of Leonard No. 1 shaft. While the general north- 
easterly course is well defined, locally and in greater detail, the strike 
is extremely irregular. They are angular and zigzag in plan, resem- 
bling streaks of lightning. A fissure from 12 to 18 in. in width may 
be found regular in course for several yards, when it will suddenly 
offset at right angles, following a joint plane or vein wall for a dis- 
tance of several feet, after which it again resumes a normal course. 
These freakish tendencies are well illustrated in the general vein 
map, Plate I. 

The breccia faults vary greatly in width, even within short distances 
along their strike and dip. Widths of from 6 in. to 2 ft. are common 
in the Mountain View mine, while thicknesses of from 10 to 30 ft. are 
prevalent in the Gagnon mine. The north cross-cut of the 1,900-ft. 
level of the St. Lawrence mine develops a body of breccia 135 ft. in 
width. <A cross-cut on the 1,800-ft. level of the Mountain View mine 
has been extended 80 ft. into breccia, disclosing but one wall. 

Age of the Breccia Faults——The formation of these interesting faults 
undoubtedly followed the period of Blue vein formation. Without 
exception the breccia is found to cut through the ore of both the 
Anaconda and the Blue vein systems. Instances have been noted 
where secondary unimportant movements have taken place along 
the Blue vein fissures, intersecting and displacing slightly the Moun- 
tain View breccia. The Rarus fault cuts and displaces the faults, but 
the relation between the Steward faults and the breccia has not been 
satisfactorily ascertained. In the Gagnon mine the breccia is often 
much squeezed and faulted by northeast fault movements appar- 
ently of Steward age. On the whole the evidence indicates that these 
breccia faults were formed subsequent to the Blue fissures and later 
than the ore filling in the Blue vein fissures. They were formed, 
however, prior to the Rarus faulting and probably slightly antedate 
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the Steward faults. There are indications that the breccia veins were 
not all formed at the same time, but that in certain instances in the 
Mountain View some were formed as late as the Middle faults. 


The Steward Fissure System. 


In the Steward system is included a series of northeast-southwest 
fault fissures extending across the district. They cut and displace 
the quartz-porphyry dikes and the veins belonging to the Anaconda 
and Blue systems. The Steward fissures strike slightly more north- 
easterly than the veins of the Anaconda system, though the angle of 
intersection is very acute, often forming strike faults along them. 
Referring to Plate I., it will be noted that these fissures are more or 
less regularly spaced from north to south and that the strike does 
not vary much from a N. 65° E. course. The. dip is uniformly to 
the south, ranging from 50° to 75°, with an average approximat- 
ing 65°. 

The most prominent members of this series, naming them in order 
from south to north, are, the Rob Roy, No. 16, Mollie Murphy, No. 
6, Steward, Modoc, La Plata, and Poser. In addition to those named 
there are many smaller and less important fractures of Steward age, in 
part branches from the larger fissures, and in many instances sympa- 
thetic fractures of apparently limited lateral extent. The Bell fault of 
the Mountain Con and Diamond mines is a prominent northeast fissure 
paralleling the Steward faults, but of doubtful age. It is provisionally 
placed in the Steward system, but later developments may prove it to 
belong to a later period, possibly as late as the Middle faulting. The 
Bell fault dips 65° to the south in the upper 500 ft., 85° to the 
north for the next 700 ft., and 80° southerly again in the deep 
levels. With the general dip to the south, the north or foot-wall 
has moved downward relatively to the hanging-wall. (See Fig. 
3.) The Bell fault is not known to contain ore other than drag from 
older veins. No intersections between the Bell fault and undoubted 
Steward fissures have been developed by mine workings. It is there- 
fore impossible to learn their true relationship, since both exhibit the 
characteristic fault structure. 

The Middle fault of the Mountain View mine was formerly believed 
to be of the same age as the Steward and it was long considered a 
member of that system. More recent developments prove beyond ques- 
tion that the Middle fault islater. It is believed that the Middle fault 
is, in part, a strike fault, along an earlier fissure belonging to the Stew- 
ard system. This feature will be more fully discussed in connection 
with the Middle fault. 
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The Steward faults are characteristically fissures of movement. 
They are narrow zones, or belts, of crushed granite accompanied by 
well-marked seams of attrition clay. The widths vary from a few 
inches up to 10 ft., depending largely on the magnitude of the fault- 
ing. The total displacement along the faults varies from 50 to 150 ft. 
in the important fissures. The Steward fissures are normal faults 
inasmuch as the hanging-wall has moved downward relatively to the 
foot-wall. The movement, however, did not take place downward on a 
line normal to the strike, but along a line within the plane of the fault 
making an angle of approximately 70° with the horizontal. 

With but few exceptions the Steward faults carry no ore; but it 
appears that in certain instances they have exerted an important influ- 
ence on the veins of the earlier Anaconda system. This feature will 
be taken up later in the description of the Steward fissures as ore pro- 
ducers. 

The Rarus Fault. 

Age.—The Rarus fault is a complex fissure of later age than the Ana- 
conda and Blue systems of fissures. It is more recent also than the pecu- 
liar Mountain View breccia veins. It cuts and displaces the principal fis- 
sures of the Steward system, but the true age relationship of the Rarus 
fissure and the Bell and Continental faults is not known. In the St. 
Lawrence, Mountain View, and West Colusa mines the Rarus fault is 
faulted by a series of closely spaced south-dipping fissures called the 
Middle fault, as illustrated in Plate I. Northeasterly in the Leonard 
and to the southwest in the Moonlight mine the displacement along the 
Middle fault is sight and not readily recognized. Other northeast fis- 
sures in the Mountain View mine, parallel to the Middle fault, are also 
known to cut and displace the Rarus fault. It was first believed that 
the displacement of the Rarus was due largely to block readjustments 
locally in the Mountain View mine, where the whole body of the gran- 
ite is intensely altered and there exists a multiplicity of fractures. 
Later evidence seems to indicate that these late movements have been 
more widespread than first realized, and it is not improbable that the 
Middle fault may mark but one of a more extensive series of move- 
ments taking place subsequent to the Rarus fault. 

Geographic Position.—The Rarus fault has been opened up by numer- 
ous mine workings from the East Colusa mine on the northeast to the 
Belmont on the southwest, and on dip from the surface to the 2,800-ft. 
level. The dip is remarkably uniform throughout, varying but. little 
from 45° to the northwest. The strike is variable, ranging from 
N. 30° E. to N. 80° E., the average being roughly N. 50° E. Although 
a well-defined compound fissure, broadly speaking, the Rarus fault in 
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detail is exceedingly complex. In places there are two separate limit- 
ing movement planes detined by heavy dark gray fault gouge from 1 
to 8 in. thick, usually accompanied by from 10 to 380 ft. of finely 
crushed altered country rock, and ore fragments where in the vicinity 
of older veins. The perpendicular distance between the two limiting 
planes varies from 20 to 250 ft. Where the‘distance is less than 50 ft. 
the whole intervening rock mass is thoroughly crushed. With greater 
separation of the two planes the interfault ground becomes less and less 
affected, so that in extreme cases, as exhibited in the Rarus mine, the 
ground between the ultimate boundary fissures shows but little, if any, 
effect of faultmovement. Generally, however, the included country is 
intersected by parallel or sympathetic fractures crossing diagonally 
from wall to wall. In the Rarus mine the limiting fissures are distinct 
and well marked and were early termed the Rarus “ hanging-wall ” 
and Rarus ~‘ foot-wall ” faults. 

Displacement.—The displacement along the Rarus fault is greater in 
the southwestern part of the district than toward the northeast; in 
fact, in the Leonard and Colusa mines the fissure becomes so split up 
that its identity cannot be established northeasterly from the Leonard 
shaft. It does not displace the Colusa vein in the upper levels and is 
believed to die out rather suddenly in this region. The movement 
along the fault plane is not normal to the strike at all points. The 
hanging wall has moved downward, the line of movement within the 
fault plane making an angle of 90° with the horizontal in the Belmont 
and 60° or even less in the Leonard. In the Belmont the displace- 
ment is 350 ft., in the Rarus mine 240 ft., and in the Leonard less 
than 120 ft. 

An interesting feature in connection with the Rarus fault is the 
shifting of the movement from hanging-wall to foot-wall, or vice versa, 
through the medium of diagonal movement planes intersecting the 
interfault granite. This is well illustrated in Fig. 4, which shows 
the faulting effect on certain veins of the Pennsylvania mine. At 
times the whole fault displacement is so evenly distributed between 
the limiting boundaries by means of small movement planes that no 
actual cut-off of the intersected vein occurs. In certain instances the 
movement has been entirely taken up by interior adjustments within 
the granite blocks so that no visible movement planes are developed. 
(See Fig. 4.) The phenomenon of step faulting of veins is a result 
of the frequent shifting of the movement from the wall through the 
_ intervening country rock and veins. ‘The cause seems to be found in 
the fact that the direction of downward movement of the hanging-wall 
was not normal to the strike at every point. 
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Mineralization.—The Rarus fault has not been found to carry ore 
other than fragmental ore dragged from older. formed veins. These 
included blocks or fragments varying in size from small bits, or peb- 
bles, ete., up to large blocks or slices of veins which reach from wall 
to wall of the fault. In thickly veined areas it frequently happens 
that segments of one vein are moved within the fault to a position 
where the ends are brought opposite an entirely different vein lying 
without the fault zone. This phenomenon formerly gave rise to the 
belief by some geologists that no displacement occurred along the 
Rarus fault, for it was found to be possible in rare instances to extend 
a drift entirely through the fault zone on vein, although the faulted 
portions of three separate veins were required. 

Mine developments so far indicate that the only indigenous miner- 
als of the Rarus fault are quartz and pyrite in sparsely disseminated 
amounts. The influence of the Rarus fault on intersected veins will 
be further treated under vein descriptions. 

In the Corra and Gray Rock mines a small fault fissure, known as 
the Corra fault, having a normal displacement of 40 ft., striking N. 
75° E. and dipping 50° to the north, is believed to be of Rarus age. 
It cuts the Anaconda, Blue, and certain fissures of the Steward system. 
The age relation between the Corra and Bell faults has not been 
determined. The Corra fault carries no ore. 


The Middle Fault. 


Formerly it was believed that the Rarus fault was the latest geo- 
logically in the entire district, with the possible exception of the, 
Continental fault at the base of East ridge. Recent mine develop- 
ments, however, have disclosed the fact that the Middle fissures of the 
Mountain View mine represent a period of movement later than the 
Rarus. On account of its strike, dip, and general physical character, 
the Middle fault was early assigned to the Steward fissure system. It 
was thought that the No. 16 vein of the Rarus mine, a Steward fissure, 
was the faulted segment of the Middle fault, lying beneath the Rarus 
fault. It has been abundantly shown, however, by the recent devel- 
opment of many intersections of the Rarus and fissures of Middle fault 
age that the latter are post-Rarus. 

Owing to the extreme complexity of fissuring in the region of the 
Mountain View mine the relation between the numerous fractures has 
not been satisfactorily worked out. The available evidence indicates 
that the Middle fault is coincident with, and, in fact, forms a strike 
fault along the segment of the No. 16 vein lying above the Rarus 


fault. (Fig. 5.) 
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According to the best information available, the Middle fault ex- 
hibits the greatest displacement in the Mountain View mine and 
vicinity, where it approximates 75 ft., with a lessening amount of 
movement both to the northeast and southwest. There is certain 
evidence indicating that the Middle fault is the manifestation of a 
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sagging tendeney within this particular section, caused by unusual 
weakness in the earth’s crust due to extreme alteration and intense 
fissuring. | 

The Middle fault fissure is of the same general character as the 
typical faults of the district. It carries no ore and exhibits no min- 
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eralization whatsoever. The strike is N. 65° E. with a general south- 
erly dip, although in deep levels and to the northeast it dips slightly 
north. The average dip down to the 1,200 Mountain View is 65° to 
the south, below which level it quickly steepens to a vertical or 
slightly north dip, which is maintained to the deepest mine levels. 


The Continental Fault. 


The Continental fault lies almost entirely without the copper-pro- 
ducing district. It is a complex fissure zone from 200 to 1,000 ft. 
wide, having a general north and south strike following close to the 
base of East ridge. It may be seen outcropping in the Great North- 
ern railroad cuts at Horseshoe Bend, from which point it passes 
southerly through the Six o’Clock, Greenleaf, Bullwhacker, Mont- 
gomery, and Amazon-Butte properties. Continuing to the south it 
follows closely the base of East ridge ina direction toward Nine Mile 
canyon. 

The general dip of this fault is to the west at an angle of 75°. 
Within the ultimate boundaries of the main fissured zone, wide varia- 
tions in dip are commonly met. In the Greenleaf mine many of the 
important movement planes are vertical or slightly west dipping. It 
appears that the western or hanging wall has moved south and down- 
ward, the amount of vertical throw being unknown, but possibly in 
the neighborhood of 1,500 ft. The horizontal throw is probably sev- 
eral hundred feet, but the evidence is not sufficient to even approxi- 
mate the amount. The movement of the fault is rarely concentrated 
along a single plane, but is distributed over a series of roughly par- 
allel fissures, accompanied by a variable amount of breaking or crush- 
ing of the intervening country rock. In the Six o’Clock mine a 
thickness of 4 ft. of tough, dry gouge, dipping 67° to the west, marks 
the foot-wall fissure. At this point the fault movement is much more 
concentrated along a single fissure than at points farther south. 

No primary mineralization has been recognized in this fault. The 
intense alteration of the granite, so characteristic of the Blue and 
Steward faults, is absent. The movement planes of the Continental 
fault are marked by a tough gouge composed of finely comminuted, 
unaltered granite. The waters now found within and along the fis- 
sure are no doubt of meteoric origin and have effected but slight 
changes in the crushed country rock. It would seem reasonable to 
infer from these observed facts that the Continental fault is of com- 
paratively recent origin, and that, at great depths, it did not reach a 
source of primary vein-forming waters. 

The age of the Continental fault relative to the various fractures 
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of the district is proved by evidence obtainable in the East Butte 
mines, where two north and south fractures, undoubtedly as a part of 
the Continental complex, cut and displace veins of the Anaconda and 
Blue systems, and in one instance a northeast south-dipping fissure 
probably of Steward age. The relatively recent date of this fault is 
also suggested by Plate IV., a vertical sectign taken along the general 
course of the Anaconda vein showing the probable relation between 
the fault and the oxidized and sooty chalcocite zones. 


Rock ALTERATION. 


Extensive alteration of the rocks has taken place in the Butte dis- 
trict. There are two principal zones or areas associated with the cop- 
per veins in which the rocks are altered to an unusual degree. These 
areas are closely related to the more important developments of the 
earliest-formed veins, or those of the Anaconda system. One of these 
alteration zones follows rather closely the Syndicate and other early 
veins in the Mountain Con, Gray Rock, and Diamond mines. In the 
two last-named properties the zone reaches a maximum development 
where intersected by many fault veins belonging to the Blue system. 
The outline of this zone is so irregular that it cannot be mapped with 
any degree of accuracy. On Plate Il]. an attempt has been made 
to indicate the general conditions. The northerly zone is seen at this 
elevation to be composed of three or more disconnected areas, all of 
which merge into one more or less continuous area at greater depths. 
When referring to the map, Plate II1., it should be kept in mind by 
the reader that only the more important areas of rock alteration are 
shown by the cross hatching; furthermore, there has been a marked 
alteration of the granite along nearly every vein and fissure shown 
on the map, but usually not extending outward for appreciable dis- 
tances from the immediate influence of the fissures, at least not ex- 
tensive enough to be accurately represented on a map of this scale. 

The largest and most important area of altered granite is in the 
vicinity of Anaconda hill. In this part of the district a great altered 
belt extends easterly from the Parrot mine through and including the 
Never Sweat, Anaconda, Mountain View, West Colusa, Berkeley, and 
Silver Bow mines, and within this whole area it is next to impossible 
to find a hand specimen of rock which has not undergone marked 
chemical and physical changes. As in the case of the north belt 
above described, there is an unmistakable close genetic relation ex- 
isting between the widespread rock alteration and the Anaconda vein 
system, a fact more readily understood by reference to Plate III. 

In these two general zones intense alteration has taken place not 
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only within and along the veins and faults, but the entire rock mass, 
whether granite, aplite, or quartz-porphyry, has been invaded by active 
metasomatic processes, resulting ina product differing markedly both 
in chemical and physical character from the original rock. The hard, 
- dark-colored granite has been changed to a whitish or mottled gray, 
less firm rock, usually peppered generously with iron pyrite. The 
" quartz-porphyry has been altered from a grayish green color to a yel- 
lowish white rock studded with glassy quartz phenocrysts. When 
subjected to further action by descending meteoric waters the rocks 
became weaker, more porous, and there is slightly more uniformity 
of structure. In extreme cases in newly opened workings of the upper 
levels the rock breaks in great slab-like pieces, the fracture planes 
extending directly across and without regard to joint planes. 

In the areas between and outside the principal altered zones of the 
district the country rock generally shows but slight change, excepting 
within or adjacent to important veins, fissures, and shear zones, and 
to a less degree along joint planes and cracks. It is not uncommon to 
find, within general areas of unaltered rock, cracked or crushed zones 
in which there has been but slight chemical change in the rock. 
These broken zones, which may vary in width from a few inches up 
to several feet, appear not to have reached a source of active water 
circulation. Observations seem to indicate that the rock alteration is 
becoming more widespread as greater depths are attained. This is 
particularly true.in the region of the Diamond, High Ore, and Leon- 
ard mines. 

Causes of Alteration. 


The alteration in the Butte rocks may be traced to three general 
- causes: (1) vein formation; that is, alteration effected by solutions 
which were primarily responsible for the formation of the ores; (2) 
common hydro-metamorphism, or effects produced by the action of 
descending meteoric waters; and (3) oxidation. 

These processes are, in fact, superimposed in part. The chemical 
and physical changes resulting from vein-forming processes are modi- 
fied in the higher levels by meteoric waters, and a further change 
takes place when such altered rocks are brought by erosion or other 
causes into the zone of oxidation. 

As already stated, the great alteration zones are distinctly associ- 
ated with veins and fractures belonging to the oldest known vein pe- 
riod, or that embracing the Anaconda system. In regions much 
faulted and crushed one might naturally expect to find the greatest 
alteration, because of the apparently greater permeability of the broken 
country rock to solutions traversing the fissures. That such is not 
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necessarily the case is believed to be due to the following condi- 
tions: 

1. The earliest ascending waters and gases were much more active 
chemical agents than later solutions, owing to higher temperature and 
pressure conditions, and to some extent, possibly, to their chemical 
composition. 

2. The earliest fractures were fissures of but slight dislocation, 
therefore they were unaccompanied by impervious crushed granite 
and fault clay. The solutions and gases were thus accorded easy ac- 
cess to the wall rock at all points along the fissures. In later faults 
exhibiting much movement the circulating solutions were often closely 
confined within impervious fault-clay seams, and as a result unaltered 
wall rock is commonly found within a few feet of extensive ore bodies, 

3. The regions traversed by the oldest fractures have been subjected 
to the action of vein-forming processes over a much longer period 
than regions adjacent to later fault veins. 

There can be no question but that chemical agents have been greatly 
aided in their attack upon the granite and other rocks by dynamic pro- 
cesses. The breaking and crushing of the country rock in the Butte 
district has been on a profound scale. Dynamic agencies have not 
only furnished the avenues of travel within the rock for the gases or 
highly heated water, but, through accompanying crushing and mash- 
ing, the rocks are made more susceptible to attack by solutions. The 
true nature of the changes in the rocks, other than crushing, wrought 
by dynamic agencies, has been in a large measure obscured by subse- 
quent metasomatic processes accompanying vein formation. 

Vein- Forming Processes.—The alteration from this cause took place 
along and outward from fractures which acted as channels for the up- 
rising solutions. These waters, of deep-seated origin, traversed not 
only the main trunk channels and associated fractures, but in highly 
fissured areas they followed also the joint planes, and penetrated, by 
slow stages no doubt, the whole mass of the granite in the more 
highly fissured areas. The remarkable activity of these thermal pro- 
cesses is evidenced by the development of the extensive altered zones 
accompanying the oldest fracture systems. 

The initial stage of these changes, which were metasomatic in their 
nature, seems to have been the development of chlorite accompanied 
by the formation of pyrite. The uprising thermal waters or gases at- 
tacked first the iron silicates, augite, hornblende, and biotite, forming 
chlorite, epidote, secondary silica, and iron pyrite. Pyrite was de- 
veloped also from the iron of the magnetite, the sulphur in this case, 
as in the former, being furnished by the attacking thermal waters, in 
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which it existed as hydrogen sulphide or as an alkaline sulphide. 
Plagioclase and orthoelase feldspars give way to continued attack, re- 
sulting in the formation of sericite and secondary silica. The result 
of the continued action of these metasomatic processes upon the 
granite has been the development of “ pyritized” granite. The early- 
formed chlorite and epidote largely disappear; practically all of the 
iron of the original granite is converted into pyrite; and the feldspars 
are broken up into sericite and quartz. ‘Pyritized” granite, there- 
fore, where representing the extreme development of the sericitic 
stage, consists principally of sericite, quartz, and disseminated pyrite. 

Since the abundant fractures of the various systems form the me- 
dium through which thermal waters, or vein-forming solutions, tra- 
verse the body of the rock, the alteration necessarily proceeds, gener- 
ally speaking, outward from these channels. The alteration is 
therefore usually more intense immediately along and within the 
fractures or fracture zones. Vein-forming processes have altered large 
areas of rock within and tributary to the Anaconda fissures; the 
Blue veins show less alteration of the wall rock than the Anaconda 
fissures, and similarly the Steward faults exhibit less alteration of the 
wall rock than the Blue veins, although in every case alteration has 
been intense within the fissures themselves. 

Charles T. Kirk’s® studies indicate that these various alteration 
phases are seldom free from the presence of kaolinite, a mineral of 
uncertain origin. It may be here stated that the relative quantity of 
kaolinite present in the deeper levels is insignificant when compared 
to the amount present near the surface, where it is known to result 
from the action of cold meteoric waters on pyritized or sericitized 
granite. There seem to be excellent reasons, to be later given, for 
believing that a large part of the present-day existing ground-water, 
even to great depths, is of meteoric origin, carrying appreciable quan- 
tities of iron sulphates and sulphuric acid. In the presence of such 
waters a slight development of kaolinite might be reasonably expected, 
while an important actual movement of these waters need not be 
inferred. 

Common Hydro-Metamorphism.—Cold meteoric waters penetrating 
and passing downward through areas of unaltered Butte granite have 
effected but slight changes. The chemical activity of such solutions 
has apparently been slightly increased where preceded by crushing, 
and notably increased where preceded by rock alterations caused by 
vein-forming waters. The action of meteoric waters has, therefore, 


® Kirk, ©. T.; Conditions of Mineralization in the Copper Veins at Butte, Montana, 
Economic Geology, vol. vii., No. 1, p. 60 (Jan., 1912). 
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been most intense in veins and in the great alteration zones associated 
with the Anaconda fractures earlier described. The reasons for this 
increased activity in veins and in regions of altered granite are many. 
The oxidation of the pyrite of the veins and the disseminated pyrite 
of the altered granite results in the formation of iron sulphates and 
free sulphuric acid, which readily attack the already altered granite 
below, converting the sericite largely to kaolin. This process de- 
velops greater porosity in the granite, thus affording a more ready 
passage for the surface waters to greater depths. 

The most noticeable effects upon the pyritized altered granite of 
descending meteoric waters have been kaolinization and chalcocitiza- 
tion, accompanied by greater porosity. In general, the ordinary me- 
teoric waters have had no noticeable chemical effects upon the normal 
Butte granite at depths greater than the vertical thickness of the 
oxidized zone, which is seldom more than a few feet in unaltered 
granite. 

Depth Reached by Meteoric Waters.—The maximum depths reached 
by meteoric waters in the Butte district cannot be definitely deter- 
mined. It is probable that they have descended to greater depths 
than any yet reached by mine workings. A study of the physical 
and chemical changes that have taken place in the veins and country 
rock ‘known to be due to the presence of waters of meteoric origin, 
offers the only criteria for a partial solution of this problem. 

The oxidized zone, resulting from the oxidizing influence of meteoric 
waters, varies in depth from 10 to 500 ft., an exceptional case in the 
Mountain View mine measuring over 900 ft. from the surface. The 
average depth, however, along the Anaconda vein is not more than 
300 ft. That surface waters move downward to depths much greater 
than the lower limit of the oxidized zone is proved by the occurrence 
of an abundance of minerals in the veins and country rock known to 
be of secondary origin. Of these, chaleocite and kaolinite furnish the 
most reliable indicators of meteoric water influence. In veins and 
pyritized granite wall rock below the zone oxidation, the processes of 
chalcocitization and kaolinization go hand in hand, with the important 
difference, however, that while chalcocitization is always accompanied 
by kaolinization, the reverse is not necessarily true. Kaolinite, prob- 
ably resulting from meteoric water action, is found at much greater 
depths than undoubted secondary chaleocite, and from this fact it is 
believed that down-seeping sulphate solutions continue to act on 
altered granite, forming kaolin, long after the last trace of copper has 


precipitated out as chaleocite in the zone of secondary chalcocite at 
higher levels. 
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Since primary chalcocite occurs in great abundance in the Butte 
veins, the mere presence of mineral chaleocite is not indicative of the 
presence of meteoric waters. The presence of the “sooty” chalco- 
cite, however, which is known to be a product of descending meteoric 
waters, may be generally taken as proof of surface water action. 

Asa reliable means of determining more or less accurately the amount 
of vertical descent of meteoric waters, secondary chalcocite loses much 
of its importance when it is considered that the depth of the zone of 
secondary chalcocite is dependent upon many variable factors such 
as topography, mineralogical and physical character of the vein, ete. 
The depth of the zone of secondary chalcocite varies from 50 to 200 
ft. in the fault veins to a maximum of 1,200 ft. in the veins of the 
Anaconda system. With the aid of a reliable method for distin- 
guishing between primary and secondary chalcocite when in the 
massive form, the value of this mineral as a criterion of descending 
sulphide enrichment will be greatly increased. 

If kaolinite is characteristically a product of meteoric water action, 
it is safe to conclude that surface waters have descended to depths 
greater than any yet reached by mine shafts. However, if, as Gregory ° 
holds, kaolinite may also result from hydrothermal action at great 
depths, the small quantities of kaolinite present in the deep Butte 
levels may not be properly regarded as proof of the presence of waters 
of meteoric origin. 

Ozxidation.—Oxidizing processes acting upon veins and altered gran- 
ite tend to transform the sulphides into oxides and native metals. 
The results of these processes acting on Butte ores and rocks are 
briefly described in the chapter following. 


SupPERFICIAL ALTERATION OF THE Butte VEINS. 
Outerops of Copper Veins. 

The mantle of “wash,” or débris from disintegration and weather- 
ing, often masks the intersection of the veins with the surface of the 
bed rock. This condition is especially prevalent in areas of intense 
granite alteration, notably eastward from the Parrot and Moonlight 
and in the vicinity of the Diamond mine. The thickness of the sur- 
face wash varies from 2 to 10 ft., although an exceptional thickness 
of from 200 to 400 ft. occurs in the valley in the vicinity of the Pitts- 
mont smelter. (See Plate IV.) This unusual thickness, however, has 
probably resulted from certain conditions brought about by the Con- 
tinental fault movement, rather than from natural processes of erosion 


and decay. 


6 Gregory, J. W., Criteria of Downward Sulphide Enrichment, Economie Geology, vol. 
v., No. 7, p. 680 (Oct.—-Nov., 1910). 
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A number of copper veins, notably the Anaconda, Syndicate, and 
Colusa, have more prominent outcrops characterized by unusual 
amounts of strong iron-stained quartz and vein matter projecting well 
above the wash. As a general rule, however, the position of the cop- 
per vein outcrops, especially within the alteration zones, cannot be 
accurately determined without the aid of shafts or tests pits, although 
the general location and direction may be known by the presence of 
detached fragments of the veins, or “float.” The degree of promi- 
nence of vein outcrops appears to be governed largely by their miner- 
alogical content and physical character, and also by the nature of the 
inclosing wall rock. 

The outcrop of a typical copper vein of the Anaconda system is 
marked by altered granite, quartz, and oxides of iron. There may 
also be present a small band of oxidized clay or crushed granite within 
or along the vein. The granite included within the vein boundaries 
or adjacent to the vein is irregularly seamed and stained with iron 
oxides. The quartz commonly exhibits the well-kuown honeycomb 
structure. 

The outcrop of a fault vein of the Blue or Steward systems consists 
of a slightly iron-stained mass of soft, crushed and altered granite with 
one or more seams of fault clay of a blue-gray or yellowish color. 
Where a fault-vein ore shoot outcrops, the composition is very similar 
to that of the Anaconda veins, with the possible addition of one or 
more well-defined bands of fault clay. 

Almost without exception the copper veins are practically barren of 
copper at the outcrop and in the zone of oxidation below. There are 
no visible copper minerals, and it rarely happens that an assay of the 
oxidized material yields more than a trace of copper. (Compare Table 
I., following.) Some exceptions, however, may be noted. Small 
quantities of carbonates and oxides of copper were found in the out- 
crop of the Gagnon-Parrot vein, also in the Syndicate vein and others. 
The discovery shaft of the Mountain Chief claim, located on the south- 
easterly extension of the Jessie vein, was sunk in a rich body of red 
oxide of copper, running high in silver. The oxidized zone, how- 
ever, proved to be very shallow in vertical extent, the rich oxide ore 
changing abruptly to chalcopyrite at less than 30 ft. in depth. (See 
Plate V.) 

Taking a broad view of the entire copper producing area, it may be 
said with emphasis that there is but little, if any, evidence of a posi- 
tive character to be found in the outerops or the oxidized zones of the 
Butte veins to indicate the existence of copper in commercial quanti- 
ties at greater depths. 
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The following table gives the analyses of a series of samples taken 
from oxidized portions of producing copper velns: 


TasLE I.— Analyses. 


t | uw. lu.ifav. |v. | ve | vi |vu.| rx. | X. | XI. | XL [xur 
ta Milne, WEE Ore 43.0 | 84.2 | 65.5 | 41.1 | 79.2 | 67.4 | 71.7 | 68.3 | 73.8 | 26.6 | 58.4 | 51.9 | 56.2 
Hes. ‘| 4.6 | 3.3 |°15.0 | 30.6 | 5.9 | 12.3] 8.9 | 10.2 5.4 | 19.8 | 12.5 | 16.5 | 17.6 
Gi vn] BB] 8-9} SE] Bot] 2:9 | ts] Sos] 0:0 tes] 0.05] tm. | 0.05] 0.20 
AerDarnnnnsssenna| ATI] O18] 9.70) 0.62) 0-20) 1-88) 2) ee) ae | te | te, | 
aon per ton... Vital 827 | eb. Sul LOnie eae 3.1 5.7 | 10.9 sa] eos 2.8 | 4.2 | 12.0 
Au, 02. per tON......... 0.05] 0.008) 0.005) 0.005} 0.07| 0.01} 0.015] 0.02) 0.01 0.007; 0.03} 0.01) 0.04 
I. Lloyd tunnel 250 ft. below outcrop of vein. 
II. Well-defined quartz vein 5 ft. wide; sample taken 10 ft. below 
outcrop. 
III. Oxidized quartz vein of Anaconda system; sample taken 16 ft. 
below outcrop. 
IV. Soft dark red oxides along fault clay; sample taken 15 ft. 
below outcrop. 
V. Sample of 4-ft. siliceous vein taken 20 ft. below outcrop. 
VI. Oxidized enargite-chalcocite ore taken 2 ft. above sulphides and 
400 ft. below outcrop. 
VII. Oxidized vein; sample taken 20 ft. above sulphides, St. Law- 
rence mine, and 100 ft. below outcrop. 
VIII. Anaconda vein, Mountain View mine; much enargite in ore 
below; sample taken 500 ft. below outcrop. 
IX. Anaconda system, South vein; taken above secondary chalco- 
cite ore, 260 ft. from outcrop. 
X. Soft oxidized clayey vein, 20 ft. below outcrop. 
XI. Blue vein system; taken above enargite ore, 360 ft. below 
outcrop. 
XII. From fault vein enargite ore, Mountain View mine, 450 ft. 
below outcrop. 
XII. From south vein, Mountain View mine, 600 ft. below outcrop. 


The above samples are from veins lying well within the alteration 
zone in the vicinity of the Rarus mine. The most significant feature 
is the high content of As,O,, indicating that not all of the arsenic is 
extracted from the vein in the process of oxidation. Further investi- 
gations are now under way to determine if possible the relation 
between the arsenic present in the oxidized to the total arsenic in the 
unoxidized vein below. 
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Outcrops of Manganese-Silver Veins. 

In marked contrast to the ill-defined copper-vein outcrops are the 
bold projecting outcrops of the manganese-silver veins, which may be 
traced for hundreds or even thousands of feet over the surface. Many 
of them, like the Rainbow, Silver Lick, Ancient, Emma, and number- 
less others, project in bold relief from 1 to 10 ft. above. the ground 
surface. Where they do not project above the wash, their presence is 
generally indicated by an abundance of characteristic float rock. 

The outcropping portion or the oxidized zone of a typical mangan- 
ese-silver vein consists chiefly of quartz and oxides of manganese and 
iron. As an original mineral of the unoxidized vein, pyrite is not as 
abundant as in the copper veins, nor is it so universally present. 

The Black Rock vein, an important producer of zinc, is a member 
of the manganese-silver vein series belonging, it is thought, to the 
Anaconda fracture system. The developments in the Black Rock vein 
show that many of the great sphalerite ore bodies first appear several 
hundred feet below the surface, and that the upper portion of the vein is 
composed principally of quartz and rhodochrosite. The outcrop is 
mainly quartz_and oxide of manganese. 

In the outcrops and oxidized zone of the zinc-producing veins the 
zine is entirely removed in the processes of oxidation, and not more 
than a trace remains to indicate the presence of zinc at greater depths. 


Oxidation and Disintegration of the Granite. 


In the great zones of altered granite associated with the copper veins 
there are but few, if any, actual outcroppings of solid granite or bed rock, 
the latter being effectually concealed by the covering of disintegrated 
rock. This surface wash, or débris, consists of iron-stained altered 
granite in the form of angular fragments, and finer incoherent grains, 
together with fragmentary oxidized vein quartz, aplite, and quartz-por- 
phyry. The clusters of rounded boulders so characteristic of the weath- 
ering of normal granite are entirely absent. 

The unaltered granite is apparently more resistant to the action of at- 
mospheric agencies than the altered granite, and owing to this fact veins 
or fault outcrops found within normal granite areas are conspicuous as 
belts or zones of finely disintegrated rock, readily traceable over the 
surface. Generally in the manganese-silver vein area and all of that 
portion of the Butte district lying to the north of the Speculator, Tuol- 
umne, and Corra mines, there is but little alteration of the granite, 
excepting within and along the vein or fault fissures. Under these con- 
ditions the positions of the veins and faults are indicated by smooth 
surfaces, while the intervening areas of normal granite are marked by 
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the presence of rounded granite boulders, a feature characteristic of nor- 
mal granite weathering over the whole Boulder granite area. 


Zone of Oxidation. 


By the expression “ zone of oxidation ” is meant those portions of 
the veins and country rock which have been oxidized through the 
action of descending ground-waters. It embraces in vertical extent all 
of the veins and country rock lying above the irregular boundary plane 
marking the upper limit of the sulphides. (See PlateIV.) The depth 
of the zone of oxidation in the Butte district is extremely variable in 
different localities, and in exceptional instances wide variations occur 
within small areas. For example, in the Mountain View mine, No. 4 , 
vein, the first sulphide ore was met at 250-ft. below the surface, or 150 
ft. above the first level, while at a point 400 ft. south of the main shaft 
the South vein is oxidized for a short distance along its strike to a depth 
of over 900 ft. below the surface. Extreme local variations of this 
nature, however, are not the rule. The depth of the zone of oxidation 
in a particular locality is largely dependent upon the character of the 
veins and the inclosing country rock (see Plate I), to a greater extent, 
in fact, than upon the topographic features. The deepést oxidation is 
found in the great zones of altered granite described on pages 30- 
31, inclusive, where it runs from 100 to 400 ft.,averaging in the neigh- 
borhood of 250 ft. (See Plate IV.) Under similar conditions of granite 
alteration the heavily mineralized veins of the Anaconda system show 
deeper oxidation than the fault veins, owing to the greater permeabil- 
ity of the quartz vein to downward-seeping waters and to the 
greater abundance of pyrite, the source of the all-important oxidizers, 
ferric sulphate and sulphuric acid. In regions unaffected by the wide- 
spread hydro-thermal processes accompanying the early vein forma- 
tion, the depth of oxidation along the veins of the Anaconda system 
averages about 75 ft., and that of the fault veins 20 ft., with frequent 
variations in both classes of veins. 

Examined from the surface downward the oxidized portion of a cop- 
per vein will show but little change in physical character and mineral 
composition between the outcrop and the sulphide ore below. The line 
of separation marking the change from oxidized to sulphide ore is ex- 
tremely sharp. Above this contact plane there is no mixture of oxides 
and sulphides, the oxidation is complete. The entire change, as 
shown at any single cross-section of a vein, takes place within a ver- 
tical distance of a few feet. Frequently, near the upper limits of the 
sulphide ore, the proximity of the zone of oxidation is indicated by 
slight changes in the relative abundance of certain secondary minerals, 
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but in the case of the oxidized vein there is seldom any change indi- 
cating nearby sulphides. 

In the quartz-pyrite veins of the Anaconda system within the copper- 
producing area, the appearance of sulphides at the lower limit of the 
zone of oxidation almost always means the beginning of commercial cop- 
per ore. This feature of the heavily mineralized veins isin striking con- 
trast to the fault veins of the Blue and Steward systems, where the ore 
shoots are often separated vertically by hundreds of feet of barren unox- 
idized vein matter which begins at the base of the shallow oxidized zone 
below outcrop. (See Figs. 6 and 6a.) 

Unusual conditions of oxidation are found in the Bullwhacker, 
Butte & Duluth, and adjoining properties, situated along the line of 
the Continental fault outcrop east of the Pittsmont mine. It appears 
that the unoxidized granite of that section carries a small percentage 
of disseminated chalcopyrite. The shearing and crushing along the . 
fault zone caused a rapid disintegration of the granite under the 
action of atmospheric agencies, during which process the copper of 
the chalcopyrite was oxidized and carried downward by surface 
waters and redeposited as chrysocolla, red oxide, or as a carbonate. 
The granite exhibits but slight alteration. The resulting ore is there- 
fore a green-stained granite with the more important accumulations of 


_ copper carbonate along the cracks and joint planes. As mined the 
_ ore runs from 1.5 to 4 per cent. The absence of pyrite in the 


original disintegrating granite explains the formation of ore of this 
character. In the process of oxidation of chalcopyrite, insufficient 
ferric sulphate or sulphuric acid is formed to prevent the formation 
of the insoluble oxides, silicates, and carbonates of copper. Under 
such conditions copper migrates but short distances. 


GROUND-W ATER. 


Extensive mine developments have disclosed many interesting facts 


_ concerning the distribution of the underground waters in the veins and 
rocks of the Butte district. In areas of intense rock alterations there 


is approximate saturation of the rocks and veins, a feature in striking 


contrast to areas of normal granite, where alternate wet and dry 


zones are the rule. In the great zones of rock alteration not only 
are the veins wet, but the intervening country carries water as well. 


The granite in one part of a cross-cut through an area of altered 
granite may be wetter than at other points, but no part of it will be 


7 


absolutely dry. The inclosed veins and faults may or may not be 


wetter than the granite, the more important trunk channels not 
being readily recognized as in the zones of unaltered granite. 
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In this connection it is not implied that in areas of altered granite 
water moves freely through the actual rock. It is believed, however, 
that the water does follow rather freely, comparatively speaking, the 
numerous joint planes, from which it spreads outward into the altered 
solid rock much more readily than in the case of unaltered granite. 
The saturated condition of the altered granite is therefore due to the 
ease with which the water finds its way along every insignificant joint 
plane-or crack. The altered areas are more fractured than the areas 
of normal granite, because they were, in the first place, zones of the 
most intense early fissuring. This early fissuring being followed by 
marked alteration, a weakening of the rock naturally resulted. Be- 
cause of this weakening, the faults of later systems commonly spread 
out over wider zones and were accompanied by greater crushing than 
in areas of normal granite. 

In areas of normal or unaltered granite the ground-water is confined 
to the definite channels or water zones afforded by shear zones, cracks, 
faults, or veins. Generally the unaltered granite between the main 
circulation channels is dry. From these facts it appears that the 
unaltered ‘granite is quite impervious to ordinary underground 
waters under normal conditions of temperature and pressure. 

In the early days of Butte mining the water level was encountered 
in the shafts in the region of the contact between the oxidized and sul- 
phide ores. This was true, however, ouly in areas of altered granite 
or where the opening was made within a vein. A shaft sunk in the 
normal unaltered granite between faults and veins, perchance missing 
a water course, might extend to great depths as a dry shaft. On the 
other hand, a shaft put down in the altered granite areas became a 
wet shaft as soon as the general water level was reached, whether a 
vein was encountered or not, the whole mass of the altered rock 
being practically saturated. 

It has been repeatedly observed that the well-developed fault fissures 
do not serve as the most important channels for the movement of the 
present day ground-waters, although the influence of the fault move- 
ments in determining the distribution of these waters has been very 
marked. For example, the Bell, Rarus, and Middle faults seldom 
contain water in unusual quantities; on the contrary, they are often 
dry. They have broken and cracked older veins, making them quite 
permeable to solutions. Of much greater importance as water car- 
riers are the veins of the Anaconda system, fissures, cracks, and 
shear zones of relatively slight displacement. The Anaconda veins 
are frequently of a porous nature and contain many cavities, vugs, 
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and water courses. They are especially good water carriers where 
cracked or broken by late fault movements. : 

The ore-bearing faults of the Blue and Steward systems are alter- 
nately wet and dry along the strike. It is believed that originally the 
uprising solutions spread out along these fissures throughout the 
entire length, but continued earth movements along the fissure planes 
_ developed zones of impervious clay and crushed granite, and the cir- 
culating solutions were directed along the more open zones now oceu- 
pied by the ore shoots. The dry zones have remained so, and the 
waters now found in association with the fault veins are encountered 
in the more porous ore shoots, or in cracks and broken granite of the 
walls of the fissure. Frequently the ore shoots contain no water, and 
it is probable that they have been dry ever since the close of the period 
of thermal water activity, when the ores were deposited, 

The Mountain View breccia veins are practically impervious to 
water. It appears that they were never connected with active uprising 
waters, although in part, at least, they are older than the ores of the 
Steward fault veins. The breccia filling of these cracks is often hori- 
zontally bedded, showing characteristic water action. It is probable, 
therefore, that during the period of filling, the fissures were tilled with 
water practically stagnant. 


Source of the Ground- Water. 

There are two possible sources of the water now found in the rocks 
and veins of the Butte district: (a) uprising waters of deep-seated 
origin, and (6) meteoric water derived principally from atmospheric 
precipitation in the form of rain or snow. 

Primary or Juvenile Waters.—The primary ores of the district were 
deposited from ascending waters presumably of deep-seated origin. 
The deposition of primary minerals and ores apparently stopped some 
time prior to the Rarus faulting, but it is not known how much longer 
ascending waters continued to traverse the channels of circulation 
after ore deposition ceased. It is reasonable to assume that during 
the period of primary ore formation the ascending waters were very 
active and plentiful and they constituted the bulk of the waters then 
occupying the veins and adjacent granite. A rapid waning in the 
activity of the ascending waters took place, no doubt, at the close of 
the period of primary ore deposition, after which time downward- 
seeping water of meteoric origin more and more predominated, until 
at the present day it is extremely doubtful whether any appreciable 
quantities of the mine waters found above the 3,000-ft. level have been 
derived directly from deep-seated sources. 
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Meteoric Waters.—The annual precipitation in the district varies 
from 12-to 20 in. Of this amount a certain part evaporates, some 
finds its way to the streams as run-off, and the remainder sinks into 
the earth and by means of cracks, veins, porous rocks, ete., reaches to 
considerable depths, forming the ordinary ground-water. On account 
of the extreme porosity of the surface wash covering the district, an 
unusually large proportion of the rainfall sinks to the contact between 
the wash and the solid rock below. This factor is offset in a large 
measure by the steepness of the slopes, permitting a proportionately 
large run-off. 

Underground Circulation.—Actual underground observations of the 
action of water in the veins and rocks as disclosed by mine openings 
are not especially important in determining the immediate source of 
the ground-water. Where an opening such as a cross-cut or drift 
penetrates undrained water-bearing rocks or veins a pervasive dripping 
from the top or roof of the opening, due to gravity, is certain to follow, 
regardless of the original source of supply. Irregular cracks and water 
courses, of which there are many, both in veins and in the hard 
country rock, may appear in the top, side, or bottom of the opening, 
exhibiting either a downward or an upward flow of water according 
to whether the water channel first appears in the bottom or in the back 
of the opening. 

The flow of water encountered in a new bottom level decreases 
rapidly, but does not entirely cease until additional openings are 
made at greater depths in the immediate vicinity. While this observed 
condition indicates a water-soaked condition of the rock and included 
veins or fissures, it does not afford a reliable clue concerning the im- 
mediate source of the water. Whether the source of supply is from 
above or below, the flow from the opening will be maintained until a 
certain rock volume surrounding the opening is drained. The rate 
of flow, however, will vary from a maximum when the opening is first 
made, to a certain minimum after the opening is made, the length of 
time elapsing depending on many factors, such as volume of ground 
to be drained, porosity of the rock, ete. 

The fact that the water flow decreases rapidly from newly opened 
ground indicates that the normal ground-water of the district is ex- 
tremely sluggish, if not practically stagnant, particularly in the deep 
levels. In higher levels incontrovertible proof of a certain amount of 
ground-water activity is afforded by the zone of oxidation and, in 
slightly deeper zones, by the presence of sooty chalcocite, an undoubted 
product of descending water action. After the altered rocks and 
veins of the great altered zones and the veins of the unaltered gran- 
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ite areas become waterladen, it is certain that a small supply only need 
be added to maintain saturation. The fact must be kept clearly in 
mind that the water flow encountered by mine Openings penetrating 
new and undrained country in the Butte district does not represent 
the rate at which water is being supplied, but instead merely the rush 
of water into the opening caused principally by force of gravity. 

Ground- Water Largely of Meteoric Origin.—The facts and conditions 
heretofore outlined seem to indicate a meteoric origin for the greater 
part of the present mine waters of the district. The frequent occur- 
rence of dry ore shoots in deep levels, known to have been saturated 
at a former time with ascending water, indicates that the period of 
intense activity of uprising water has long ago ceased. In certain 
instances, such as in the Tramway deep levels, where unusually high 
water temperatures are noted, one is led to suspect a possible dying 
ember of a former active hot-water circulation. There are no active 
hot springs and no waters have been encountered in the mines to 
which one might ascribe with any degree of certainty a deep-seated 
origin. The series of temperature observations given below, however, 
indicate that the waters encountered in areas of intense granite altera- 
tion are slightly hotter than waters in unaltered areas at correspond- 
ing elevations. The waters of the Tramway mine traverse intensely 
altered granite zones, and they are, furthermore, in close proximity 
to certain of the high-grade primary chalcocite ore shoots of the No. 
16 vein belonging to the Steward system, known to be the most recent 
of the primary copper ore bodies. 


TasLe Il.— Temperature Observations on Butte Mine Waters. 
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The Tramway, St. Lawrence, and Pennsylvania mines are within 
the great altered zones of Anaconda hill. The Gagnon and Original 
are in an area of normal granite, although a prominent altered belt is 
associated with the main Gagnon-Original vein. (See Plate III.) The 
Diamond area shows a less general altered condition than the main 
altered zone. In the Badger mine granite alteration is prominent 
only within and along the veins. 


MINERALOGY OF THE VEINS. 

It is not intended in this chapter to describe in detail all of the 
minerals found in the district, but to note only those of importance 
in connection with the ore deposits. 

The important copper minerals of the Butte ores, named in order 
of their relative abundance, are; chalcocite, enargite, bornite, chalco- 
pyrite, tetrahedrite, tennantite, and covellite. Of the oxidized pro- 
ducts, chrysocolla, malachite, cuprite, and native copper are the most 
common, but taken as a whole they have contributed but little to the 
total copper produced. The gangue minerals are principally quartz 
and pyrite, occurring in about equal amounts. Sphalerite is abundant 
in the border zones of the district, in some instances being the 
predominating constituent of the vein filling, as in the Black Rock 
mine, where zinc ore is the chief product. 

The less common minerals found in the copper veins are hiibnerite, 
galena, barite, rhodochrosite, fluorite, and calcite. Passing from the 
copper to the silver veins, minerals characteristic of the silver vein 
area, rhodochrosite, galena, and barite become more and more abun- 
dant, the quartz and rhodochrosite finally forming the chief constitu- 
ents of the gangue, although pyrite and sphalerite are present in no- 
table amounts. 

The great bulk of waste matter in the ore as mined and sent to the 
reduction works is altered granite, which forms from 50 to 70 per 
cent. by weight of the ore. The occurrence and association of the 
common minerals of the veins will be described in greater detail below. 


Chalcocite. 

Chalcocite is the most important copper mineral of the Butte dis- 
trict. As a common constituent of the copper ores it has been the 
source of not less than 60 per cent. of the total copper produced to 
date. It occurs in ore-producing veins of all ages and is abundant at 
all levels from the upper limit of the sulphides down to the greatest 
depths yet reached, extending, in many instances, more than 3,000 ft. 
below the surface. . 

Broadly speaking, the chaleocite of the Butte veins occurs in three 
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distinct forms : (a) as “sooty” glance, so-called, in which form it ap- 
pears as a dull black coating on iron pyrite or other sulphides, or 
frequently developing a black amorphous powdery substance resem- 
bling “soot,” where it has resulted from the replacement of the pre- 
cipitant sulphide; (6) as massive steel-gray chalcocite ; and (c) in the 
form of crystals. Of the three varieties named, the first two are of 
great economic importance. Chalcocite crystals are of frequent oceur- 
rence but they have no commercial significance. 

Sooty Chalcocite—Sooty chalcocite is widely distributed as an ore- 
forming mineral, but it is confined particularly to those portions of the 
veins lying immediately below the zone of oxidation. (See Plates IT. 
and IV.) This “sooty” glance zone, or belt, is the “ chalcocitization 
zone” of Lindgren at Morenci. In Butte it varies in vertical extent 
between wide limits, depending primarily on the mineralogical and 
physical character of the veins and the depth of the zone of oxidation. 
The veins of the Anaconda system, or the quartz-pyrite series, are 
deeply oxidized as a rule, and in these veins the sooty chalcocite 
reaches its greatest development. 

In the fault veins the zone of oxidation is usually of but slight ver- 
tical extent, and since the primary ores seldom extend upward to 
the surface, the development of sooty chalcocite is of but little impor- 
tance. The barren portions of fault veins consisting of clay and 
crushed granite, occupying long stretches on the strike of the vein 
between ore shoots, do not offer an adequate source for copper to form 
sooty glance ores in quantity below the zone of oxidation. The major- 
ity of the big chalcocite-enargite shoots of the fault veins do not ex- 
tend upward to within 500 ft. of the lower limit of the oxidized zone. 
Where fault-vein ore shoots reach the surface they are found to be 
oxidized, and they are accompanied by the development of sooty chal- 
cocite ores within the boundaries of the primary-ore shoot similar in 
every respect to the corresponding secondary enrichment belt of the 
quartz-pyrite veins. . 

In the veins of the Anaconda system, particularly in the great altered 
granite belts, sooty chaleocite is very important commercially. It is 
found usually as a coating, or as a partial replacement of pyrite, and, 
less commonly, sphalerite, enargite, and chalcopyrite. it replaces, 
completely or in part, the pyrite of the veins, also the stringers, vein- 
lets, and fine disseminations of pyrite in the altered granite, not only 
within and along the veins, but in the intervening altered country rock. 
The chaleocitization of the altered pyritized granite lying between the 
more important veins has resulted in the development of a low-grade 
material similar in general character to the disseminated porphyry 
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ores of the Southwest, although in the Butte district such material is 
seldom rich enough to mine except when adjacent to the well-defined 
veins. ; 

In the veins of the Anaconda, or quartz-pyrite, series (see Plates II. 
and IV.) the sooty chalcocite occupies a zone from 200 to 1,200 ft. in 
vertical extent, measured from the bottom of the zone of oxidation. 
The lower limit of this chalcocitization zone is ill-defined and ex- 
tremely irregular, which is in marked contrast to the sharply defined 
lower-limit of the zone of oxidation. The mineral is most abundant in 
the highest levels of the sulphide zone. As depth is gained it becomes 
less prominent, finally disappearing. On the accompanying maps, 
Plates II. and IV., the lines marking the lower limit of the sooty chal- 
cocite zone are intended to mark approximately the elevation below 
which but little, if any, sooty chaleocite has been observed. 

Massive Chalcocite—Chalcocite in massive form is of wide distri- 
bution in the Butte veins, occurring in veins and masses of great 
purity. In color it is steel gray, exhibiting the usual conchoidal frac- 
ture. In the veins of the Anaconda system it is found in great 
abundance at all levels from the bottom of the oxidized zone to the 
greatest depth reached by underground workings. In the ore shoots 
of the Blue vein system chalcocite ores seldom extend upward to 
within 500 ft. of the surface. In the later Steward fault veins the 
rich chalcocite ore bodies were first encountered at adepth of from 
1,000 to 1,200 ft. 

As an ore mineral chalcocite is found filling fractures in quartz, 
pyrite, or other older vein minerals, and in irregular veinlets, seams, 
and stringers in altered granite within or along the veins. Chalcocite 
plays an important part in the formation of the great stock-work ore 
bodies of the Mountain View, West Colusa, and Leonard mines. In 
these properties the granite has been highly altered and much fissured. 
(See Plate I.) The shattering and alteration was followed by miner- 
alization of the fissures and joint planes, chiefly by pyrite, quartz, 
chaleocite, and enargite, with occasional covellite. In the massive 
quartz-pyrite veins, such as the Anaconda and Syndicate veins, chal- 
cocite is commonly found associated with quartz, pyrite, bornite, and 
enargite filling fractures or vugs in the earlier vein filling. Both in 
the older quartz-pyrite veins and in the later fault veins massive 
chaleocite is found in close association with pyrite, bornite, enargite, 
and quartz, forming an extremely complex mineral aggregate. 

In the ore shoots of the Blue vein and Steward vein series, chalco- 
cite frequently occurs as fine disseminations, seams, and splotchy 
masses mixed with iron pyrite, quartz, enargite, and bornite. It 
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commonly replaces the attrition clay and altered granite of these veins, 
often retaining the grooves, striations, and other markings character- 
istic of the original clay. Bodies of massive chalcocite are found in 
the ore shoots of No. 16 vein in the Rarus and Tramway mines. In 
these high-grade shoots, which are regarded as primary, enargite, 
pyrite, and quartz are also present intimately associated with the 
chaleocite. The massive chalcocite of the Blue and Steward veins. 
and the major part of the chalcocite lying below the zone of sooty 
chalcocite in the Anaconda veins are believed to be of primary origin. 


Enargite. 

Enargite is of wide distribution both vertically and laterally in the 
Butte veins. Ithas been the source of from 25 to 40 per cent. of the 
copper output of the district. It is particularly abundant in the east- 
ern portion of the district in the region of the Pennsylvania, Rarus, 
West Colusa, and Leonard mines. In the deep levels of the Gagnon 
and Original mines enargite is the predominating copper mineral and 
forms wonderfully rich and persistent ore bodies. Enargite is largely 
a product of a comparatively old mineralization period. Itis found in 
copper-producing veins of all ages from the earliest up to and includ- 
ing the No. 16 fault veins of the Rarus and Tramway mines. Enar- 
gite isfound in great abundance in the higher as well as in the lower 
levels of the Anaconda vein and other important veins of the oldest 
vein system, contrary to a former published statement ’ that it did not 
appear in the Anaconda vein higher than the 2,000-ft. level. 

As a mineral of the veins, enargite usually occurs in interlock- 
ing aggregates of imperfectly outlined crystals in size from 0.25 to 1 
in. across forming a solid mass, the individual growths always exhib- 
iting characteristic cleavage surfaces. Beautifully formed crystals are 
Peony found from 4 to 1 in. in length, but the larger sizes are 
usually less perfect than the smaller ones. 

The more massive enargite is found occupying fractures in older 
quartz-pyrite veins, or replacing the altered granite of the vein in 
the form of veins and stringers and as splotchy masses along the 
eracks and joint planes of the granite. Itis often intimately mixed 
with either pyrite, quartz, chalcocite, or bornite, and less commonly 
with covellite. Intimate mixtures of enargite, pyrite, and barite 
crystals contemporaneous in origin are frequently seen lining vein 


cavities. is 
Enargite is chiefly a product otf primary ore deposition. In the 


7 Weed, W. H., Geology and Ore Deposits of the Butte District, Montana, Profes- 
sional Puper No. 74, U. S. Geological Survey, pp. 77 and 107 (1912). 
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Shannon, Windlass, Enargite, South, and other veins of the eastern 
district it is found in great abundance in the upper mine levels, the 
greatest development occurring immediately below the lower limit of 
the oxidized zone and extending downward for from 400 to 600 it. 
Chemical analyses show appreciable amounts of arsenic (see Table I. 
p- 88) in the oxidized portions of these rich enargite veins, but no 
marked development of chalcocite occurs in the sulphide zone imme- 
diately underlying these gossans. It seems not unreasonable under 
such conditions to assume that a part, at least, of the enargite is of sec- 
ondary origin. 
Bornite. 

Bornite is one of the commonest of the copper sulphide minerals, It 
is almost universally present in the copper ores, associated with chal- 
cocite, enargite, chalcopyrite, and other sulphides, but usually in sub- 
ordinate amounts. As a source of copper it is especially important in 
the Steward and Original mines andin the mines of the North Butte 
section. The bornite occurrence in Butte is particularly interesting 
from the fact that while it seldom forms the chief copper mineral of 
the ore, it is rarely absent even in hand specimens. 

In physical character the bornite of the Butte vein exhibits on fresh 
surface the characteristic horse-flesh color, tarnishing rapidly on expos- 
ure to a blue or green color. It is a frequent associate of chalcocite, 
chalcopyrite, enargite, and other sulphides. 

Bornite occurs in copper veins of all ages at all levels from the oxi- 
-dized zone to the greatest depths yet reached. It is largely a product 
of primary ore deposition along with enargite, chalcocite, and other 
associated primary minerals. 

Chalcopyrite. 

Although described in former years as the chief copper mineral of 
the primary ores of the Butte copper veins, chalcopyrite has proved 
to be of comparatively smal] importance as a source of copper. It is 
characteristically a mineral of the border zone of the central copper 
area. Chalcopyrite is practically unknown in the Anaconda, Moun- 
tain View, and other mines of the eastern part of the district. It is 
common in the extreme west end of the Gagnon mine, in the Lexing- 
ton, West Gray Rock and in the veins of the Speculator mine. It is 
of frequent occurrence in the Elm Orlu mine, Alice, and other silver 
properties. Chalcopyrite is commonly a product of late vein-forming 
action, being frequently found in cracks, vugs, and cavities within 
older vein filling or as a thin coating or replacement of older sulphide 
minerals, particularly sphalerite, pyrite, enargite, and covellite. It 
has been noted in the form of small imperfect crystals in rare in- 
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stances, occurring in cracks in older vein filling and finely dissemi- 
nated throughout the unaltered granite, particularly in the Altona 
and Amazon shafts in the eastern part of the district. The unusual 
occurrence in the Jessie vein of chaleopyrite-pyrite vein filling cap- 
ping rich chalcocite-enargite ores at greater depths is of special inter- 
est and will be further described in the discussion of the formation of 
chaleocite. (See p. 100.) 

In vertical distribution chalcopyrite is found at all levels. In 
certain localities, as in the Gagnon and Steward mines, it is more 
abundant in the deep levels than in the upper levels, in marked con- 
trast to the chalcopyrite ores of the Jessie above mentioned. 

Chaleopyrite in the Butte veins is largely a product of primary min- 
eralization, although in certain instances it is believed to be possibly 
of secondary origin. Frequently it is the most recent mineral of the 
veiu in which it is found, occurring as fine crystals in cracks or as a 
replacement of enargite, covellite, or chalcocite. 


Covellite. 


Covellite occurs as massive mineral and more rarely as crystals of 
the characteristic indigo-blue color in certain veins of the northern 
and eastern parts of the district. It was found in abundance in the 
Gray Rock and Edith May veins, particularly at comparatively shal- 
low depths from the 700 to the 1,200 ft. levels. It occurs in consid- 
erable amounts in the Leonard vein from the 1,200 to the 2,000 ft. 
levels. The covellite of the Leonard vein frequently shows a partial 
alteration to chalcopyrite. An interesting occurrence of covellite 
was noted in the Skyrme vein of the High Ore mine, where on the 
2,400-ft. level a large ore boulder broken open was found to be com- 
posed principally of covellite intimately associated with enargite, some 
bornite and large amounts of later chalcocite. This entire mass was 
in large part inclosed by a 0.5-in. covering of pyrite. At several 
points on the surface of the boulder the pyrite, enargite, chalcocite, 
and covellite alike were being altered and replaced by chalcopyrite as 
the latest mineral. 

In the Butte veins covellite is believed to be largely of primary 
origin, if not entirely so. Its occurrence bears no relation to the sur- 
face or to the zone of oxidation, and the intimate association with 
enargite, bornite, and pyrite lends strong support to the primary 
view. 

Tetrahedrite. 

Tetrahedrite is unimportant as an ore of copper, although it has 

been found in small quantities in nearly every mine in Butte. It 
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varies in physical appearance from a dull gray to a bronzy metallic 
luster. The latter form occurs in considerable amounts in the Leon- 
ard mine, where it is remarkable for its high gold content. Lots of 
50 tons have been known to run as high as $20a ton. It is especially 
abundant in the stopes of the Gem vein above the 900-ft. level. The 
common variety has a characteristic cherry-red streak, which imme- 
diately distinguishes it from chalcocite. 


Tennantite. 

Tennantite is of frequent occurrence in the veins of the northeastern 
part of the district in the Badger, Speculator, and Gem mines, but is 
not of great importance as a source of copper. In massive form it is 
of a deep gray-black color, having a faint reddish tint. It is of more 
common occurrence as minute gray glistening crystals of a steel-gray 
color, filling or coating the walls of fractures in older vein filling. 
These crystals are believed to have formed during the alteration of 
enargite to chalcopyrite, marking possibly the regeneration of the 
mineral from the copper and arsenic lost in the transformation of 
enargite into chalcopyrite. 


Sphalerite. 


Sphalerite is a common mineral of the Butte veins. It is of wide 
distribution in all of the veins of the district except in that part of the 
copper-producing area extending easterly from the Never Sweat to the 
Leonard, Berkeley, and Silver Bow mines. (See Fig. 7.) Sphalerite 
is especially abundant in the Colorado, Gagnon, Poulin, Lexington, 
West Gray Rock, and Corra mines, and to the north in the veins of 
the old silver-producing area, Large bodies of sphalerite have been 
developed in the Elm Orlu and Black Rock mines, where it occurs 
chiefly in veins belonging to the Anaconda system. It is here found 
in unusual purity, the principal gangue minerals being quartz, rho- 
donite, and rhodochrosite. In marked contrast to the veins of the 
copper area, pyrite occurs but sparingly in the zine ores of the Black 
Rock mine, running generally less than 2 per cent. 

Sphalerite is found in abundance in veins and faults of the Anaconda, 
Blue, and Steward systems. It occurs at all levels from the oxidized 
zone to the greatest depths yet reached by mine workings. It is a 
primary vein mineral deposited contemporaneously with pyrite, quartz, 
galena, enargite, chalcocite, bornite, and other copper minerals, in 
veins of all ages. As is the habit with other sulphide minerals in the 
Butte veins, it is more abundant in higher levels in certain parts of 
the district, and relatively more abundant in deep levels of other 
localities. The relative proportion of sphalerite to copper content is 
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widely variable in different veins or at different sections within the 
same vein. In some instances veins have been found to contain an 
ore rich in sphalerite and low in copper in the higher levels with 
increasing proportions of copper as depth is gained. On the other 
hand, many veins with much zinc in the upper levels show no marked 
improvement in copper contents down to great depths. 

Sphalerite is frequently found in intimate association with pyrite, 
bornite, chalcocite, galena, and quartz, and but rarely with enargite. 
Like enargite, sphalerite is often corroded or eaten away, the dis- 
solving action being followed in many cases by the deposition of 
chalcopyrite, bornite, or chalcocite. The age relations of the spha- 
lerite have not been worked out. It probably began to deposit at an 
early period of vein formation, and undoubtedly appeared in large 
quantities in certain parts of the Anaconda fissures long before the 
advent of the Blue system of fissures. 


Galena. 


Galena is found sparingly in the intermediate zone surrounding the 
central copper area. It is particularly abundant in the region imme 
diately north of the Mountain Con mine in the Old Glory, Lexington, 
and Gray Rock veins. It has been noted in the Anaconda, Blue, 
and Steward fissures in the intermediate and peripheral zones. Ga- 
lena is a common, but not necessarily plentiful, constituent of the 
manganese-silver veins and generally of the veins of the outer zones. 

Silver. 

Silver is universally present in the Butte veins. In the copper area 
silver is more plentiful in the veins carrying zinc. The enargite 
veins of the Rarus, Berkeley, and Silver Bow mines have the lowest 
silver content of any in the district. Silver increases toward the 
border area, where the proportionate amounts of bornite, chalcocite, 
and sphalerite become greater. The mineralogical nature of the 
silver occurrence has not been definitely determined. It is fre- 
quently seen in native form associated with chalcocite and bornite. 
Argentite has been noted in the veins of the silver area. 


Gangue Minerals. 
Quartz.—Quartz is the most abundant vein mineral of the district. 
It forms the chief constituent of the gangue of the copper and zine 
veins, occurring in both massive and crystal form. Quartz is a product 
of vein-forming activity of all ages from the earliest known veins fol- 
lowing the appearance of the quartz-porphyry dikes up to the close of 
the primary ore-forming period marked by the Steward-vein ores. 
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Several generations of quartz are readily observed in the vein filling 
of Anaconda veins, all of which are of primary origin. Secondary 
quartz as a product of meteoric water circulation has not been observed, 
excepting possibly within or near the lower limit of the zone of oxida- 
tion. Quartz probably forms 70 per cent. by volume of the vein fill- 
ing of the Butte veins. 

; Pyrite. 

Pyrite is the most widely distributed of the sulphide minerals. It 
occurs both massive and crystalline in veins and fissures of the Ana- 
conda, Blue, and Steward systems. Pyrite occurs sparingly as-a pri- 
mary constituent of the Butte granite, and abundantly in a finely dis- 
seminated condition in altered granite resulting from the attack of 
thermal waters upon the dark silicates of the original rock. In the 
veins of the district pyrite is more abundant in the early copper veins 
belonging to the Anaconda system than in later fault veins, and much 
more abundant in the veins of the central copper area than in the 
manganese-silver veins of the border areas. In vertical distribution 
it is doubtful if there has been a measurable change in the total 
pyrite present between the higher and the deep levels of the mines. 
In the regions of sooty chalcocite pyrite has been to some extent 
replaced by secondary chalcocite. Below the zone of sooty chalco- 
cite no marked change has been noted. 


Manganese Minerals. 


Rhodonite and rhodochrosite are found in great quantities in the 
veins of the peripheral zone surrounding the copper-producing area 
of the district, but rarely in the important copper-producing veins. 
These minerals are also abundantly associated with the sphalerite of 
the Black Rock veins. 


Other Minerals. 


Hiibnerite, fluorite, barite, and calcite are of frequent occurrence 
in the copper area. Hiibnerite has been noted in the Steward, 
Leonard, Mountain View, and many other mines, where it appears 
as one of the earliest-formed minerals. It is found in considerable 
quantities in certain veins, 2 miles east of the Pittsmont mine. In 
the Mountain View mine blade-like enargite after hiibnerite has been 
noted from the High Ore vein, a northwest-southeast fault of the Blue 
system. 

Barite in characteristic tabular erystals is occasionally seen projecting 
into cavities in the veins. It is pale brown in color. Excellent crys- 
tals have been found in the Parrot mine. 
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Calcite is rarely seen in the copper veins, but it is commonly formed 
in veinlets along joint planes of the granite in areas of fractured or 
crushed character, where alteration processes have but slightly 
affected the rock. It is unknown in areas or zones of altered 
granite. Where found in copper veins it has always proved to be 
the most recent mineral, often filling cracks through chalcocite, chal- 
_ copyrite, and other copper minerals. 

Fluorite has been found in the Parrot vein, in the Blue and Steward 
veins, and in considerable quantities in the Black Rock vein on the 
1,200-ft. level of the Black Rock mine. In the Parrot mine on the 
1,200-it. level fluorite and enargite were intimately associated and 
apparently contemporaneous. Later chalcopyrite was observed re- 
placing the enargite. 


THE Ore Deposits. 

The ore deposits of Butte are essentially of the fissure-vein type. 
They have resulted from the mineralization of fissures accompanied 
by replacement of the country rock. The fissure systems, as previ- 
ously described, belong to at least six, or possibly seven, distinct 
periods of fracturing, and many examples of extreme complexity are 
presented. The oldest or first-formed fractures, composing the Ana- 
conda system, have been continuously mineralized and are remarkably 
free from sudden changes in vein filling, a feature which presents a 
marked contrast to the later mineralized fault fissures of the Blue and 
Steward systems. In the latter the ore occurs in great lenses, or 
shoots, with intervening stretches of barren vein characterized by 
crushed country rock.and fault gouge. The fissure-vein structure is 
the rule throughout the district. The ore-bodies display rather well- 
detined boundaries, when broadly considered. Important exceptions, 
however, are found in the Leonard, West Colusa, Rarus, and Tram- 
way mines, where the largest ore bodies are more in the nature of 
mineralized highly fissured granite, having boundaries which are often 
commercial rather than geological. The mineralization of the early 
complex fracture systems, followed by later faulting, has resulted in 
a most complicated arrangement of ore bodies. Reference to Plates 
I. and IT. will convey to the reader a more comprehensive under- 
standing of these structural relations than can be conveyed by de- 
tailed description. 

The valuable metal content of the ores is chiefly copper, with sub- 
ordinate but important amounts of silver, gold, and zine. As mined, 
60 to 80 per cent. by weight of the ore is altered granite, which 
usually, though not always, carries sufficient quantities of valuable 
minerals in seams, impregnations, or disseminations to constitute ore. 
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Irregularities in the vein boundaries, horses, pinches, and included 
granite, necessitate stoping widths often in excess of the actual thick- 
ness of ore streaks. The copper ores invariably carry commercially 
important quantities of silver. The typical manganese-silver ores 
contain only traces of copper; and the newly developed zine ores of 
Elm Orlu and Black Rock mines carry considerable silver, but rarely 
appreciable amounts of copper. 


Distribution of Ore Types. 
An interesting geological condition is found in the unmistakable 


concentric zonal arrangement of certain ore types, based on mineral 
composition, around a central copper zone. It was observed in the 
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early days of mining that ores from different mines exhibited consid- 
erable variation in mineralogical composition, but it has been only in 
the more recent years that underground developments have progressed 
to such an extent that the apparent orderly arrangement of the vari- 
ous types can be approximately outlined. From the information now 
available, the writer has formulated certain generalizations concerning 
these features, and on the accompanying map, Fig. 7, an attempt has 
been made to indicate as accurately as possible the zones or belts 
which are typified by characteristic mineral associations. 

In brief, these zones may be grouped as follows: 

1, A main or central copper zone occupying largely the grea area 
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of altered granite in the vicinity of the Mountain View mine, in which 
the ores are characteristically free from sphalerite and manganese 
minerals. This zone is represented by the shaded area in Fig. 7. 

2. An indeterminate zone of irregular width nearly surrounding 
the central copper zone, in which the ores are predominantly copper, 
but are seldom free from the mineral sphalerite, and near the outward 
boundaries, A~A—A and A’—A’, the manganese minerals rhodonite 
and rhodochrosite are of frequent occurrence. 

3. An outer or peripheral zone of undetermined width bordering 
the intermediate zone, in which copper has not been found in eom- 
mercial quantities. The vein filling is chiefly quartz, rhodonite, 
sphalerite, pyrite, and rhodochrosite. In this zone are included the 
manganese-silver veins of the Alice, Moulton, and Magna Charta 
mines on the north and the Emma, Ophir, Travonia, ete., on the 
south. 

It should be kept in mind that the dividing lines between these 
three zones shown on the map are from necessity of an arbitrary 
nature. The passing of one zone into another is gradual, and cannot, 
as a matter of fact, be correctly represented by a mere line. Under- 
ground developments will never be of sufficient extent to permit of 
this extreme refinement. 

The Central Copper Zone.—Within the central zone represented by 
the shaded area in Fig. 7 are found the typical copper ores in which 
the copper minerals are predominantly chalcocite and enargite in a 
gangue of pyrite and quartz. Bornite is also present, but in propor- 
_tionately small amounts, Covellite is uncommon, having been found 
only in the Leonard and Mountain View mines associated with chalco- 
cite, enargite, and later chalcopyrite. Chalcopyrite and sphalerite are 
extremely rare, having been noted in but few instances. The man- 
_ganese minerals rhodonite and rhodochrosite are unknown, as is ga- 
lena. Silver is a universal constituent of the veins of this area, but in 
less quantity than in the ores of the intermediate zone. The ratio 
between the silver and the copper is approximately 4 oz. of silver to 

per cent. of copper. 

It is of special interest to note that the central copper zone coincides 
in part with the great zone of rock alteration, and again a feature of 
interest is found in the fact that within the area there is no essential 
difference in mineralogical composition of the vein filling in veins of 
‘different ages, although there may be great variations in the relative 
amounts present. In oue locality a vein of the Anaconda system may 
contain proportionately more enargite than a nearby vein of the Blue 
system, while in other localities the reverse is true. As a general con- 
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dition, however, it is believed that the later veins of the Blue system 
have more chalcocite and bornite, and less enargite proportionately 
than the veins of the Anaconda system. In the ores of the Steward 
veins the chalcocite ratio is especially high. 

The Intermediate Zone.—In the intermediate zone surrounding the 
central copper area there is a noticeable change in the mineralogical 
composition of the veins. This change consists chiefly in the addition 
of the mineral sphalerite to the general type of vein filling of the 
copper zone above described. Outwardly from the central copper 
area the sphalerite does not appear suddenly in great quantity, but 
it comes in rather gradually. This feature is variable in different lo- 
calities; for example, in the Moonlight mine there is but little spha- 
lerite in the veins of the east end of the mine, but westerly even in the 
same veins, within a distance along the strike of 1,000 ft., the ores 
become very rich in zinc. In the Anaconda vein westerly from the 
Never Sweat mine sphalerite increases in amount slowly and gradu- 
ally, and unusual quantities of zinc are found only at distances of 
3,000 ft or more from the general outside limit of the central copper 
zone. 

In addition to the changes noted in zine content, other mineral va- 
riations take place that are of considerable interest. The manganese 
minerals rhodonite and rhodochrosite begin to appear in small quan- 
tities toward the borders of the intermediate zone, and increase per- 
ceptibly toward its outer limits. Among the copper minerals, as 
compared with the central copper zone, there is less enargite in pro- 
portion to the total copper present, but proportionately greater quan- 
tities of bornite, chalcopyrite, tetrahedrite, and tennantite. Chalcocite 
apparently remains about the same relative to the total copper present 
as in the central copper zone. The silver content increases materially, 
the ratio to copper content being 1 oz. of silver to 1 per cent. of cop- 
per as a general average. It should be remembered that the facts 
above outlined are generalized conditions and that locally extreme 
variations occur. The net result, however, is a decrease in copper 
content with an increase in silver, zinc, lead, and manganese. Quartz 
as a gangue mineral does not vary perceptibly, but pyrite is less abun- 
dant toward the outside limits of the intermediate zone than in the 
central copper zone and certainly much less common in the peripheral 
zone than in the intermediate and central zones. In the intermediate 
zone the veins of different systems carry the same variety of minerals, 
but in widely different proportions. The veins are more zincky in 
some localities than in others. Those of the Anaconda system are 
exceptionally high in pyrite and quartz in certain localities, and at 
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other places sphalerite is unusually abundant. There are certain areas 
in the Mountain Con and Diamond mines where the ores closely resem- 
ble those of the central copper zone, and, curiously enough, these 
areas are closely associated with the earliest vein development which 
had attended intense rock alteration. 

The Peripheral Zone—As with the central and intermediate zones, 
the line of division between the intermediate and the outer zones is 
largely an arbitrary one. It marks the general outside limit of pres- 
ent known commercial copper deposits, and therefore it is in nowise 
intended to be construed as an attempt to mark the possible limit of 
copper ores. Up tothe present time the ores of this zone have been 
valuable principally for silver, gold, and zine. The vein filling is 
characterized by the abundance of the manganese minerals rhodo- 
chrosite and rhodonite. Sphalerite is present in great abundance, 
forming in some instances ore bodies of value. Copper is sparingly 
present, chiefly as chalcopyrite, tetrahedrite, tennantite, and rarely 
chalcocite and bornite. Pyrite is common, but in relatively much 
less quantities than in the two zones above described. Quartz is the 
most abundant gangue mineral. Galena is also present in consider- 
able quantities intimately associated with sphalerite and of the same 
age. The width of this zone is indefinite and irregular and there is 
a noticeable change in the mineralogical character of the vein filling 
at greater distances from the central copper zone. Extending out- 
ward from the peripheral zone the fissures appear to become less min- 
eralized; the manganese, pyrite, zinc, and other sulphides largely 
disappear, the vein filling consisting principally of quartz with scat- 
tered pyrite; and, curiously enough, arsenopyrite is noted at extreme 
distances, 2 miles or more from the central copper zone. 

The zonal arrangement of ore types above described is repeated 
on a smaller scale in certain ore shoots of the Blue veins in the north- 
eastern part of the district. In the shoots of the Jessie and Edith 
May veins, for example, the mineral composition differs in the cen- 
tral part of the shoot from that at the ends and along its walls. High- 
grade chalcocite-enargite-bornite ores form the central part of the ore 
shoot with but little sphalerite and chalcopyrite and shade almost im- 
perceptibly into zincky ore with chalcopyrite toward the ends of the 
shoots. 


VEIN SYSTEMS. 
Of the seven distinct periods of fissuring in the district only three 


are known to be ore producing: namely, the Anaconda system, the 
Blue system, and the Steward system. The Anaconda system is the 
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most extensively mineralized, the Blue system is less so, but is ex- 
tremely important as an ore producer, while the Steward fissures 
seldom contain workable ore bodies, although in many instances they 
appear to have exerted an important influence on older veins. ‘The 
mineral composition of the ores of the various vein systems is of 
marked similarity. A suite of hand specimens typilying the ores of 
the Anaconda veins does not differ materially from a similar suite 
collected from the later fault veins. The distinctions where recogniz- 
able are in the relative quantities of minerals present, or in matters 
pertaining to physical character. The variation in mineral composi- 
tion of the veins is a matter of geographic position, rather than of 
geologic age as above outlined. 


The Anaconda Vein System. 


The Anaconda system of veins is the oldest geologically and the 
most important commercially of any in the district. It comprises a 
great series of veins having a general east and west strike, which 
have resulted from the mineralization of the Anaconda system of 
fractures previously described. The largest and most important 
of these veins is the Anaconda, variously called the Gagnon, Original, 
Parrot, Anaconda, Mountain View South, ete., named from the many 
adjoining shafts through which it has been worked. Another im- 
portant member of this system is the Syndicate vein, or lode, of the 
Mountain Con mine, one of the big producers. Other highly produc- 
tive veins belonging to the Anaconda system are the O’Neill, Moon- 
light, Berkeley, Windlass, Shannon-Colusa, Modoc, Bell-Speculator, 
Middle, West Gray Rock, Chief Joseph, Badger, and many others 
of less importance, but having the same general geological charac- 
teristics. It is believed that the silver veins of the Alice, Moulton, 
Lexington, and other mines of the north district are also mineralized 
fractures belonging primarily to the Anaconda system. In mineralogi- 
cal character, however, they differ materially from the copper veins 
above named. 

Structure.—The veins of the Anaconda system are remarkably con- 
tinuous. The ore seldom shows sudden changes in width or general 
mineralogical character. Many of the important members of this 
system have been stoped continuously on strike for thousands of feet. 
As a replacement of relatively firm rock the ore is usually hard and 
massive, at times exhibiting imperfect banding due to replacement 
of sheared granite, or deposition of mineral along closely spaced 
fractures. 


The veins often split or branch, both on strike and dip. Where 
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continuously stoped they are frequently composed of two or more 
closely spaced ore streaks, called the “foot-wall streak” and the 
“‘hanging-wall streak.” It is not unusual to find a stope face showing 
four or five roughly parallel ore streaks varying in width from an 
inch up to several feet. The included granite and wall rock are 
highly altered and commonly netted with smaller seams of mineral 
similar in a general way to the large ore streaks. The variable min- 
eralogical nature of the many ore seams, veinlets, ete., is a notable 
feature not only of the veins of the Anaconda system, but of all of 
the veins in the district. For example, a drift face may show a well- 
defined foot-wall streak 2 ft. wide composed almost entirely of quartz 
and pyrite assaying less than 2 per cent. of copper. The hanging- 
wall vein, separated from the foot-wall streak by perhaps 2 ft. of 
highly altered granite, may be very rich, consisting largely of chalco- 
cite, enargite, bornite, and pyrite, assaying 25 per cent. of copper. 
However, as stopes are made above the drift, the rich streak may 
show only enargite and pyrite or only chalcocite, while the lean foot- 
wall vein in the stopes may become richer by the appearance of en- 
argite, chaleocite, or bornite. These extreme local variations in 
veinlets and ore streaks are extraordinarily common to veins of all 
systems, although the general average valuable metal content of the 
ore as mined in a particular locality may not show much general 
longitudinal or vertical variation over hundreds of feet. It isa nota- 
ble fact that while the variety of minerals present in a given vein 
seldom suffers marked changes within short distances, the relative 
proportions of minerals reach extremes. 

The component ore or vein streaks may or may not be included 
within fairly well-defined boundaries. Usually one of the ore bands 
is wider, more prominent, and more persistent than the rest, the 
smaller streaks maintaining a rough parallelism separated by vein 
granite from the main fissure. The most important variation from 
the common type of vein above described is found in the Shannon- 
Colusa vein. The stoping width of the Anaconda veins varies from 
5 up to 100 ft., with a general average of 20 ft. The Anaconda and 
Syndicate veins average 30 ft. or more. The stopes of the Leonard 
‘mine within the big stock-work ore bodies often run as high as 400 
ft. from north to south. Within this extreme width, however, there 
are many bands or ribs of waste, and as a rule the actual stope is not 
solid ore, from 10 to 30 per cent. of the ground broken being sorted 
out and rejected. Among the less important veins 10 ft. is a common 
stoping width. In most cases the actual vein filling represents only 
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a fractional width of the stoped material, the remainder being min- 
eral-bearing altered granite. 

Minerals of the Anaconda Veins.—The veins of the Anaconda system 
' carry more quartz and pyrite than the later veins, though the term 
“‘ quartz-pyrite,’ formerly much used to designate the veins of this 
system, is, in the strict sense, a misnomer. Quartz and pyrite are 
present in great quantities in the Blue veins and form the chief gangue 
minerals, but in less quantities in proportion to the copper minerals 
present than in the earlier veins. The greater continuity and uni- 
formity of the hard vein filling, its freedom from fault clay and crushed 
granite, together with the proportionately greater amounts of quartz 
and pyrite, gave rise to the early usage of the name “ quartz-pyrite ” 
veins as distinguished from the typical fault fissure not known to 
contain ore bodies. That “ quartz-pyrite vein system ” is not, strictly 
speaking, a proper designation, but often misleading, may also be 
readily understood by a casual inspection of representative ores from 
the different veins of the district. 

The general mineralogical character may be best illustrated by a 
more detailed description of some of the more prominent veins be- 
longing to the Anaconda system. Of those described below the Ana- 
conda is typical of the important well-defined continuous compound 
fissures. The Shannon-Colusa illustrates fissuring of remarkable 
complexity and ore bodies of an unusual type. The Syndicate vein 
illustrates certain structural features of interest, while the Gray Rock 
vein is of interest as a copper vein well toward the border of the cop- 
per-producing area. 

The Anaconda Vein.—Beginning in the Gagnon mine on the ex- 
treme west, the principal copper minerals are chalcocite, enargite, 
bornite, and chalcopyrite, named in order of their abundance. The 
gangue minerals are quartz, sphalerite, and pyrite, with occasional 
occurrences of rhodochrosite and hiibnerite. In vertical arrange- 
ment there is possibly more chalcocite and less enargite and bornite 
in the upper levels than in the lower levels of the Gagnon mine. 
The sphalerite is only slightly variable as between the higher and 
lower levels, probably less in the latter. The most notable change in 
depth is the remarkable development of enargite in the bottom levels, 
accompanied by unusual quantities of later chalcopyrite, largely a re- 
placement of enargite. In the Gagnon mine the silver tenor of the 
ore has decreased in depth. The oxidized zone here js from 100 to 
200 ft. deep, accompanied by a considerable development of sooty or 


secondary chalcocite whose vertical extent is in the neighborhood of 
400 ft. 
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Easterly from the Gagnon mine, in the Original and Steward, the 
oxidized zone with the accompanying zone of sooty chalcocite shows 
no marked change from that just described. Of the copper minerals, 
enargite and chalcopyrite decrease, while chalcocite and bornite in- 
crease in amount. Quartz and pyrite increase, especially the latter, 
but sphalerite shows a marked decrease. ‘ The silver content is 
. slightly lower than further west. Rhodochrosite and fluorite have 
been noted in the Steward and Parrot mines. - 

Taking the next step eastward into the Never Sweat, Anaconda, 
and St. Lawrence mines, the enargite and bornite have continued to 
increase slightly, chaleocite increases, silver content becomes lower, 
sphalerite and chalcopyrite disappear completely, while on the whole, 
the vein becomes much more massive. The gangue, instead of being 
granitic, is hard, composed chiefly of quartz and pyrite. Hiibnerite is 
noted occasionally; rhodochrosite and fluorite are unknown. In the 
Never Sweat-St. Lawrence section the oxidized zone is of unusual 
depth, averaging 300 ft. Below, the secondary chalcocite zone shows 
extensive development, having a vertical extent of from 600 to 800 ft. 

Easterly from the St. Lawrence the Anaconda is faulted north by 
the High Ore vein into the Mountain View mine, where the mineral- 
ogical character does not differ materially from that shown in the 
Never Sweat-St. Lawrence region. The copper minerals are en- 
argite and chalcocite, with unusually small amounts of bornite in a 
quartz-pyrite gangue. Southeasterly, where the main Anaconda vein 
apparently forks and in a large measure loses its identity, there is no 
noticeable change in mineral content, except as to relative quantities 
present, until the region of the Pittsmont or Kast Butte property. is 
reached, where the only change is in the reappearance of sphalerite 
in considerable quantities. Chaleopyrite does not again appear-ex- 
cept in rare cases, chalcocite and enargite forming the chief source of 
the copper. The silver content decreases slightly southeasterly from 
the Mountain View. The rarer minerals noted are fluorite in the 
Parrot mine, barite occasionally at different points in the vein, and 
hiibnerite in the Mountain View mine. 

On the whole, the veins of the Mountain View, Rarus, and Penn- 
sylvania mines have more enargite but very much less bornite in 
proportion to the total copper present, than those of the Steward, 
Anaconda, Moonlight, and St. Lawrence mines. 

The Shannon-Colusa Vein —The Shannon-Colusa vein is a strongly 
mineralized fissure forming the north boundary of the complex 
Anaconda fracture zone previously described. In the Mountain 
View mine it has been developed as a compound fissure striking 
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slightly north of east, composed usually of a single vein in the upper 
levels, but of two or more branches at greater depths. The vein dips 
from 80° to 85° north. There are, occasionally, nearly north and 
south veins branching toward the south, but the north wall is gen- 
erally clean cut and well defined. This comparatively simple vein 
structure is maintained eastward into the West Colusa mine, where it 
suddenly becomes exceedingly complex. Great mineralized fissure 
zones. forming remarkable ore bodies break suddenly to the south 
nearly at right angles to the main foot-wall fissure. The granite be- 
tween and forming the country rock of the complex fissure aggregates 
is richly mineralized with chalcocite and enargite as disseminations 
or veinlets following the joint planes of the granite. 

In the Leonard mine the development of the north-south vein 
structure does not appear higher than the 600-ft. level. Figs. 1 and 
2 illustrate the relation between the veins of the Leonard 300-ft. level 
and the fracture complex of the 1,200-ft. level. On the 300 there are 
four well-defined veins having approximate east-west strikes. The 
Colusa, the most northerly one, is a large well-defined vein, averag- 
ing 40 ft. in width, having an 85° dip to the south. At a depth of 
600 ft. it experiences a sudden change to a flatter dip, due in part to 
faulting by the Rarus fault, causing it to appear on the 700-ft. level, 
320 ft. south of its position on the 600-ft. level. From the 700-ft. 
level downward it meets the vertically dipping Gambetta veins, and 
it is below this level that the development of the north-south fissuring 
begins. The north-south veins are often well defined and carry won- 
derfully rich bodies of chalcocite-enargite ore, with occasional admix- 
ture of covellite associated with later chalcopyrite. 

The Gambetta veins are intersected between the 300-ft. and 500-ft. 
levels and are displaced northward by the Rarus fault. Above the 
fault they carry but little commercial ore except near the Gambetta 
shaft. Below they are notably rich in enargite, often showing from 2 
to 5 it. of nearly pure enargite, with numerous veinlets of coarse 
enargite penetrating the vein walls. Where intersected by a cross- 
cut on the 800-ft. level the Gambetta vein showed more than 6 ft. of 
solid, coarsely crystalline enargite, with little or no chalecocite, quartz, 
or pyrite. The oxidized zone of the Gambetta veins is slight, being 
not more than 60 ft. and usually much less. There is but a slight 
development of sooty chalcocite below; in fact, not enough to make 
the vein filling of commercial grade. The zone of oxidation in the 
Colusa vein, which varies from 100 to 150 ft. in depth, is accompanied 
by a marked enrichment of the veins below by sooty chalcocite. This 
enrichment zone, however, barely reaches the 600-ft. level. Inthe big 
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flat stopes connecting the 700-ft. and 600-ft. levels and in the big ore 
zones of deeper levels, the valuable copper minerals are chaleocite and 
enargite, with occasional bunches of covellite associated with chalco- 
pyrite. 

The Syndicate Vein—The Syndicate vein: of the Mountain Con 
group of mines is a massive quartz-pyrite vein with a curving strike 
from N. 70° E. in the Buffalo mine to a more easterly and south- 
easterly strike eastward from the Mountain Con mine. (See Plate I.) 
In general habit it does not differ materially from the main Anaconda 
vein above described. There are the common splits, or branches, on 
strike and dip, including horses of granite. The granite of the walls 
is highly altered and contains the usual minor mineralized fissures 
roughly parallel to the main vein. The Syndicate is cut and dis- 
placed by the Nappa, Dernier, Midnight, and other fault veins be- 
longing to the Blue system. The Bell, a strong northeast fault, 
crosses the Syndicate vein at an acute angle, at times following it as 
a strike fault for several hundred feet. 

In mineralogical character there is a notable difference between 
the Syndicate and the main Anaconda vein. The former is more 
massive, with a larger proportion of pyrite as a gangue mineral. 
There is more bornite and less enargite in proportion to total copper 
_ present than in the Anaconda. Chalcocite is abundant. There is 
- the usual oxidized zone of from 150 to 250 ft. thick, accompanied by 
important secondary enrichment below. There is less chalcopyrite 
than in the Gagnon mine, but more than in the neighborhood of the 
Mountain View mine. The Syndicate vein contains large amounts 
of sphalerite in the Poulin, slightly less in the Buffalo, Mountain 
Con, and eastward. In the immediate vicinity of the Mountain Con 
_ shaft for a short distance on strike sphalerite is almost entirely ab- 
sent. There is a tendency on the west to develop minerals charac- 
teristic of the manganese-silver vein area to the north. Barite, 
_ galena, tetrahedrite, and tennantite are frequently seen in the ores of 
the Poulin mine. The Old Glory vein of the Buffalo carries unusual 

amounts of galena, 
West Gray Rock Vein.—The West Gray Rock vein has been worked 
only in the Gray Rock mine. It is a well-defined vein of the Ana- 
 conda system, exhibiting the usual characteristics as to general strike, 
continuity of mineralization, etc. It appears to split into several 
branches, dying out quickly both east and west, It is a typical hard 
" quartz-pyrite vein having more quartz and less pyrite than the Syndi- 
cate. Sphalerite is always present. Galena, chalcopyrite, and barite 
"are occasionally noted. Chalcocite and bornite are the chief copper 
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minerals, Engarite is less important that in most of the copper 
velns. 

It is faulted by the High Ore, the South Bell of the Blue system, 
and the La Plata of the Steward system, and the Corra fault, a north- 
dipping fissure possibly of the same age as the Rarus. 

Physical Changes Effected in Anaconda Veins by Faults—Where in 
contact with the intersecting fissures of the Blue vein system the 
Anaconda veins are usually shattered and broken, often exhibiting 
step faulting with a disturbance of orientation of the vein as the fault 
is approached. There is frequent strike faulting locally along the in- 
tersected vein, due to the general disturbance of the hanging- and 
foot-wall country-rock near the fault. Blue vein fault fissures often 
split where passing through older veins and develop the phenomena 
of step faulting. 

The physical changes caused by faults meeting the Anaconda veins 
at acute angles or strike faults is more marked than that caused by 
faults like the Blue and Rarus crossing at obtuse angles. With 
strike faults along other veins, of which the Gagnon, Moonlight, and 
Bell-Speculator are notable examples, the movement may take place 
along the foot or the hanging wall of the vein or both. If the move- 
ment is extensive the older vein filling becomes more or less broken. 
If ore-bearing solutions are introduced by the later faulting, or if ore- 
forming waters are traversing the older vein, the new fractures and 
cracks in the old vein filling may become filled with mineral again 
forming in solid veins. This process of breaking and re-cementing 
of older veins by new primary ores is a common feature of the Butte 
veins, and where the process is many times repeated the chronologi- 
cal sequence of mineral formation cannot be satisfactorily determined. 

Often where a strike fault crosses older vein filling diagonally from 
hanging-wall to foot-wall, the displacement along the fault causes the 
two segments of the vein to become separated on strike by a barren 
stretch of the fault fissure, giving the general effect of separate ore 
shoots, a feature early described by R. G. Brown. 

Mineralogical Changes Due to Appearance of Faulis——The changes 
in mineral composition of the Anaconda veins effected by later fault 
influence cannot be fully determined. It is certain that the Anaconda 

_veins were well formed and existed as solid quartz-pyrite veins con- 
taining unknown quantities of copper minerals at the time the Blue 
fault fissures appeared, as shown by included blocks of drag ore found 

at intersections with Blue veins. The extensive mineralization of the 


§ Brown, R. G., The Ore-Deposits of Butte City, Trans., xxiv., 555 (1894). 


ORE DEPOSITS AT BUTTE, MONT. 69 


Blue fissures, identical in character with that of the Anaconda veins, 
indicates that there was no substantial period of quiescence separating 
the two vein series. With an overlapping of these periods, marked 
possibly by a slight change only in the character of minerals depos- 
ited, the problem, concerning the influence of the Blue veins on earlier- 
formed veins becomes a complex one and difficult of solution. 
Certain facts have been observed which tend to throw some light 
on this question. It is found that the crossing of older veins by fault 
veins of the Blue and Steward is not always accompanied by un- 
doubted enrichment of the former. In fact, the stope and assay rec- 
ords show that as a general rule there has been no marked local en- 
richment at these intersections. There are many exceptions, however, 
where, at certain elevations along the line of intersection, between 
veins of the Anaconda system and later fault veins, both the old vein 
and the later fault fissure contain unusually rich ores. Careful obser- 
vations of a number of such examples of enrichment show that they 
mark not merely the intersection of the two fissures, but the intersec- 
tion of the older vein and an ore shoot lying within the plane of the 
fault fissure. The enrichment, therefore, bears no relation to the 
surface or secondary influence, but it oceurs where the ore shoot hap- 
pens to cross the older vein segments. A good example is found in 
the Parrot mine where a Blue vein ore shoot meets the Parrot vein 
between the 1,200-ft. and the 1,500-ft. levels. 

It has been suggested that the Blue veins have been prominent zine 
ore channels and that the Black Rock and other sphalerite veins prob- 
ably of Anaconda age, of the north district, owe their unusual zinc 
content to the Blue vein fissures. The Black Rock vein appears to be 
of Anaconda vein age, as it is cut and displaced by northwest fissures 
of the Blue system, and no doubt its mineral content has been influ- 
enced by these intersecting veins. But it might be said with just 
as good reason that since these same northwest faults of the Blue 
system contain copper ore farther south, they were responsible for the 
copper in the earliest copper veins. The fact is, the Blue veins in the 
zine regions contain sphalerite, quartz, and manganese minerals just 
the same as the other veins of that particular section. In the cen- 
tral copper area, however, the Blue veins carry no sphalerite, neither 
do the Anaconda or Steward veins; they all contain the ore and 
gangue minerals common to that locality. Intermediate between the 
copper and zine areas, the Blue veins, which extend directly and con- 
tinuously from one area to the other, contain ores of intermediate 
mineralogical composition, getting more zincky with less copper 
toward the zine area, and less zincky with more copper toward the 
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copper area. Finally toward the north the copper minerals fail with 
increased sphalerite, manganese, and quartz, and less pyrite, while 
toward the copper area, sphalerite and the manganese minerals drop 
out completely, while pyrite and the copper minerals, chalcocite, en- 
argite, and bornite, increase. 

The above general statements apply with equal force to the fault- 
veins of the Steward system or any faults or fissures which have 
served as channels for uprising primary ore solutions. The Steward 
veins, like the Blue, exhibit the same variations in mineralogical 
composition which are believed to be functions of geographical posi- 
tion. (See pp. 58-61, inclusive, Distribution of Ore Types.) The 
direct effect of the Steward faults on the mineral composition of the 
Anaconda veins is a more obscure problem than in the case of the 
Blue veins, because the Steward fissures are so scantily mineralized 
that, even where in direct contact with older veins for long distances 
on strike, there are logical reasons for doubting that any primary 
enrichment whatsoever has resulted directly from these faults. In 
certain instances, however, it is believed that older veins have been 
enormously enriched by faults of the Steward system. Important 
examples may be cited, such as the Moonlight vein in the Anaconda 
mine, the Gagnon vein in the Original and Gagnon mines, the Bell- 
Speculator, and others. The No. 16 vein in the Rarus and Tramway 
mines contains remarkably rich primary chalcocite ore where it pos- 
sibly acted in part as a feeder, exercising a marked influence on the 
mineral content of the big ore bodies of the Leonard, Tramway, and 
Rarus mines. 

Since fault-vein ore occurs in separated shoots along the strike of 
the fissures, it is not improbable in the case of strike faulting that the 
crackled and reopened older vein filling has supplied important new 
channels connecting the widely separated ore channels of the fault 
veins, in which case the enriching influence upon the old vein filling 
might be very great. 

Influence of Faults on Secondary Enrichment.—The influence of fault- 
ing on the secondary enrichment processes which have been active in 
the Anaconda veins is not easily determined. The breaking and 
shattering, by faults, of the old massive vein filling has undoubtedly 
permitted a more rapid and extensive oxidation of the vein and a cor- 
respondingly greater enrichment below. As in the case of primary 
minerals, the strike faults have exerted more influence on the older 
veins than the cross faults; that is, where the coincidence of the old 
vein and the strike fault occurs in levels relatively near the surface. 
In the St. Lawrence and Mountain View mines secondary enrichment 
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has reached unusual depths, owing to intense fissuring and a highly 
altered and mineralizing condition of the granite, and to faulting of 
Anaconda veins. 

Weed’s statement® that the early quartz-pyrite veins belonging to 
the Anaconda system were too low grade and unworkable except 
_ where fractured and enriched through the action of descending sul- 
phate waters, has not been corroborated by the writer’s own observa- 
~ tions. The assertion that workable ores in the veins of the Ana- 
conda system are localized and occur only at or near intersections 
with later fissures is entirely disproved by mining operations. 

The Rarus fault has not influenced the mineral content of the ores 
of older veins, either in regions near the surface or at greater depths. 
The segments or blocks of ore included within the walls of the Rarus 
fault are no richer than the original vein. There has been no primary 
enrichment traceable to Rarus fault influence and it is believed that 
this fault has exerted but slight influence even in the case of the 
sooty chalcocite enrichment. 

Vertical Distribution of Ore Minerals in Veins of the Anaconda Sys- 
tem.—The upper parts of the Anaconda veins are oxidized to depths 
varying from 50 to 400 ft. The mineralogical composition of the 
oxidized portions of the veins is fully described under the subject of 
superficial vein alteration on preceding pages of this paper. Without 
exception in the copper district there is a development of sooty chal- 
cocite immediately below the zone of oxidation in the Anaconda 
veins, which is found to be of variable vertical extent, depending pri- 
marily upon many factors, such as depth of the zone of oxidation, 
physical character of the vein, copper content of the primary ore, etc. 
Since the Anaconda veins were, in many instances, rich with primary 
copper minerals such as enargite, bornite, and chalcocite, apparently 
before being subjected to secondary influences of importance, the 
addition of a large amount of copper in the form of secondary chal- 
cocite resulted in marvelously rich ores extending many hundreds of 
feet below the zone of oxidation. In the large quartz-pyrite veins, 
such as the Anaconda, Colusa, and Syndicate, the wonderful bonanzas 
of the upper levels were examples of the secondary enrichment of 
already rich primary vein filling. Below the zone of secondary en- 
richment there are no great variations in the mineralogical composi- 
tion of the veins on the dip at any particular vertical section taken 
through the vein, but no general rule holds good for all veins. For 
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example, in certain veins, such as the Johnstown, Shannon, Enargite, 
Windlass, and many others of the Mountain View mine, the predomi- 
nant copper mineral in the higher levels is enargite, while in the 
Gagnon and possibly numerous other veins enargite is much more 
abundant in the deep levels than near the surface. Analogous con- 
ditions hold in the case of primary chalcocite, bornite, and sphalerite. 
In the “stock-work” ore bodies of the Leonard mine primary chal- 
cocite is vastly more abundant at great depths than above the 800-ft. 
level. The same is true of the Moonlight, Original, and other 
veins. 

Concerning the presence of the gangue minerals, quartz and pyrite, 
much difficulty is encountered in an endeavor to arrive at definite 
conclusions as to increase or decrease with depths. As indicated by 
the uneven distribution of these minerals along the veins, it is not 
improbable that they are principally deposited in irregular zones or 
shoots within the plane of the vein, so that observation on a single 
vertical cross-section through a vein does not accurately determine 
the general vertical distribution of either mineral. As a general ob- 
servation on this point, however, it is believed by the writer that 
proportionately to the total gangue present, there is more quartz and 
less pyrite in the higher levels in the Anaconda veins than at great 
depths. Not enough data have been collected, however, from which 
reliable deductions can be made. 

In the manganese-silver veins belonging to the Anaconda system 
but little information can be had on the matter of vertical distribution 
of minerals, owing to the inaccessibility of the mine workings. 


Blue Vein System. 


The veins belonging to this system have resulted from the minerali- 
zation of the Blue fissure system previously described. (See pp. 18- 
20.) The veins known to be of greater or less importance as ore 
producers are the No. 1, Clear Grit, Blue, Diamond South, High Ore, 
South Bell, Skyrme, Adirondack, Edith May, Jessie, Gem, and 
Croesus. In the earlier days of copper mining in Butte the presence 
of these well-defined copper-bearing fault veins was not recognized. 
Even for a long time after they were: known as: faults, their impor- 
tance as ore carriers was not known. Their tardy development was 
due to two facts, later determined: (a) the ore bodies rarely reach 
the surface so as to come within the observation of the prospector, 
and (0) the early copper vein developments were along quartz-pyrite 
veins of the Anaconda system, little attention being paid to cross 
fissures, known to the miners as breaks, pinches, ete., which, as a 
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matter of fact, were usually barren where in contact with the older 
veins. (See Plate I.) But little encouragement was therefore offered 
by these veins, either to the surface prospector or to the miner under- 
ground. Many valuable mining claims of the district covering cer- 
tain veins of this system remained idle and were considered as having 
-but little value until they were cross-cut at deep levels from adjoining 
properties. 

Structure of the Veins.—The Blue veins are typical fault fissures of 
marked displacement, with variable dips, but fairly uniform strike. 
(See Plates I. and II.) There is frequent splitting, or branching, on 
strike, the branches commonly re-uniting along the course of the vein 
after inclosing horses of granite. (See High Ore vein, Plate I.) In 
certain localities the branches are diverging and remain separate, as 
far as known from present developments. In closer detail the fault 
zone, which may be entirely included within a width of from 5 to 25 
ft., is often composed of two or more well-defined movement planes 
characterized by seams of fault clay from 0.25 to 2 in. thick. The 
clay seams are usually accompanied by crushed granite of variable 
thickness, often oceupying the entire width of the fault zone. The 
so-called crushed granite does not as a rule represent a cracked con- 
dition of granite adjacent to the movement planes, but more pre- 
cisely, it is a distinct zone of finely comminuted granite, sharply 
separated from the fairly solid country rock by a wall or a clay seam 
marking a plane of movement. 

Mineralogy of the Blue Veins.—The principal copper minerals are 
chaleocite, enargite, and bornite, together with small amounts of 
- chaleopyrite, covellite, tetrahedrite, and tennantite, named in order 
of their importance. The gangue minerals are quartz and pyrite, 
with widely variable amounts of sphalerite and rhodochrosite, the 
latter minerals being present in certain localities only. Variations in 
the mineralogical composition of the ores of the Blue veins are com- 
mon; in fact, are the rule. In certain ore shoots chalcocite predomi- 
nates, in others enargite is the chief source of copper. Both are 
usually present, and bornite always but in less important quantities. 
Covellite is of small importance in the Gray Rock and Skyrme veins, 
but generally absent from the other veins of the Blue system. Chal- 
 copyrite is of widespread occurrence, but in insignificant amounts, 
excepting in the Jessie vein, where it formed the chief ore mineral in 
_ the upper levels of the Jessie and Mountain Chief mines. Tetrahe- 

drite and tennantite have been of little commercial importance, 
g although of frequent occurrence, particularly in the northeast sec- 
tion. The gangue minerals are chiefly quartz and pyrite, with large 
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amounts of sphalerite in certain localities and minor amounts of 
galena, rhodochrosite, fluorite, ete. 

Like the Anaconda veins, the mineral variations are matters per- 
taining largely to locality. As far as the primary copper minerals 
are concerned there is no possible mineralogical distinction between 
the ores of the Blue veins and those of the Anaconda system. The 
Blue veins lack the zone of sooty chalcocite, so common to the older 
veins. The minerals composing the ore bodies are believed to be 
almost universally of primary origin. Where shoots of primary ore 
reach the surface they are oxidized and secondarily enriched below 
the zone of oxidation in a manner similar to the Anaconda veins. 

Ore Bodies.—The ore occurs in irregular shoots, either along the 
main fissure or along the various branches comprising the fault zone. 


On the strike of the fissure the ore shoots are separated by barren 


stretches of typical fault material consisting of crushed granite in- 
tensely altered and one or more clay seams. The altered granite 
usually carries abundant disseminated pyrite and frequently small 
wavy quartz-pyrite veinlets of small lateral extent. 

The general distribution of the ore shoots is shown in plan on the 
accompanying map. (See Plate I.) It will be seen that they are ir- 
regularly spaced along the fissures, and, at this particular elevation at 
least, they appear to be arranged wholly without regard to Anaconda 
or other vein intersections. Typical examples of ore shoot occur- 
rences are shown in Plates V. and VI., longitudinal projections of the 
Jessie and High Ore veins, respectively, upon which have been out- 
lined the ore shoots (shaded areas) as far as known from present 
developments. The pitch of the ore shoots is usually to the south- 
east, but not uniformly so. The stope length of the shoots varies 
from 100 to 2,000 ft. The width of the ore runs from nothing up to 
30 ft. or more. Stoping widths of from 10 to 20 ft. are common. 

Structure of the Ore-—As a rule the vein filling of the Blue vein 
ore shoots is less massive than that of the Anaconda veins. A cer- 
tain amount, however, of mineralization and replacement of firm 
wall rock has taken place along the Blue vein fissures, as well as in 
the older veins, resulting in hard, massive, complex aggregates of ore 
and gangue minerals similar to the typical « quartz-pyrite” ore of 
the Anaconda veins. Where, as is commonly the case, the ore is a 
complete or partial replacement of crushed granite, by quartz, pyrite, 
and copper minerals, it may be readily distinguished from ore formed 
by replacement of hard granite by reason of retaining the brecciated 
structure. Blue vein ore frequently consists of crushed and altered 
granite netted by stringers, bands, and tiny seams of the copper 
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minerals, chalcocite, enargite, bornite, and chalcopyrite. In such 
cases quartz and pyrite may be present in limited amounts, inti- 
mately associated with the copper minerals forming the ore seams. 
Crushed highly altered granite carrying disseminated chalecocite and 
bornite, are common features of Blue vein ore shoots. 

‘The structural details of the ores are perhaps not as simple as 
might appear from the above general description. The order of de- 
* position of the minerals has been much obscured by faulting, which 
took place along the fissures during the period of mineralization. 
The ore shoots often show rude banding due, in the main, to replace- 
ments along closely spaced fissures or planes of movement, or to 
shearing of the early-formed ore masses. 

Influence of Vein or Fault Intersections upon Mineralogical Character of 
Blue Veins.—The intersection of a vein of the Anaconda system by a 
vein of the Blue system, or the faulting of a Blue vein by later 
fissures, has not resulted in marked changes in the mineralogical 
character of the Blue vein ore shoots. There is a possibility that at 
great depths the uprising solutions followed east-west fractures and at 
times found their way into the intersecting Blue fissures, through 
which they continued to ascend along the more open zones eventually 
forming the ore shoots. Developments are not of sufficient extent to 
determine this point conclusively. 

The ore bodies of the Blue veins do not occur at intersections with 
older veins with any more frequency than in the wide stretches of 
barren country rock separating ths older veins. There is no evidence 
whatsoever that secondary ores have been formed in Blue veins 
through the action of descending meteoric waters in adjacent older 
vein segments, through which process the surface waters are supposed 
by Weed” to have taken up copper and, on their descent into the 
earth, spread out along the older vein and into intersecting Blue 
fissures, forming notable bodies of chalcocite. Plate VI., a longi- 
tudinal section of the High Ore vein typical of the Blue system, 
shows beyond question that the ore shoots bear no genetic relation 
to the positions of the intersected segment of the Anaconda vein. 


Steward Vein System. 


The mineralization of the Steward fissures has not been of such 
great economic importance as that of the older vein systems just de- 
scribed. The ore bodies of the No. 16 vein of the Rarus and Leonard 
_ mines are the largest yet found in this system of fissures. The La 
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Plata vein north of the Syndicate vein in the Mountain Con mine 
yielded a small amount of silver ore from shallow workings. In 
depth two small shoots in the Buffalo mine were worked for copper; 
however, they have thus far proved to be of little commercial impor- 
tance. In the Gagnon mine the Gagnon South vein, apparently be- 
longing to the Steward system, has yielded a considerable tonnage of 
copper-silver ore. This vein may possibly be the western extension 
of the No. 6 fault of the Parrot mine. 

Occurrence of the Ore Bodies.—The ore of the Steward fault veins 
occurs in shoots similar in form and general character to those of the 
Blue vein system. There are many instances where Steward fissures 
are strike faults along veins of the Anaconda system, forming what 
might be properly termed compound veins. In examples of this class 
it is next to impossible to determine with any degree of certainty the 
influence of the fault fissure on the mineralogy of the older veins. 
Usually the fault fissure follows along the vein for a time on one wall, 
then crosses diagonally to the opposite wall. If the vein filling of the 
old vein is wide there may be but little breaking or crushing. As a 
general rule, the old vein itself is stronger than the adjoining altered 
wall rock, so that the strike fault occupies the plane of least resistance, 
which is usually the contact between the vein filling and wall rock. 
Further movement crushes the weaker altered granite, forming a zone 
of fault material following the solid ore. Where a small ore vein is 
overtaken by a strong strike fault both walls of the older vein may 
form planes of movement. The older vein filling thus inclosed within 
fault zones has the appearance of the usual fault vein ore and it is 
generally impossible to correctly classify such mineral masses without 
additional corroborative evidence. Even where the evidence proves 
conclusively that the major part of the vein filling belongs to a geo- 
logically older vein system, the influence of the strike fault on the 
mineral composition may be determined with difficulty, if at all. The 
mineral mass may exhibit later-filled fractures in primary vein filling, 
or replacements of the first-formed minerals, etc., but the phenomena 
of successive periods of mineral deposition are so frequently met with 
in veins of all ages that such evidence cannot be given great weight. 
The existence of minerals indigenous to the fault fissure itself in the 
vicinity of the mineral mass in question, identical with that found 
filling fractures in the older vein filling, offers satisfactory evidence of 
the fault influence. 

The most important ore shoots found in fissures of Steward age and 
known positively to be indigenous are those of the No. 16 vein in the 
Rarusand Leonard mines. Although existing as a single well-defined 
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ore-bearing fault fissure in the Rarus mine, in the Leonard mine the 
No. 16 vein fissure splits into two or more branches, both of which 
contain important ore bodies. The ore is especially high grade, often 
showing from 1 to 4 ft. of reasonably clean chaleocite ore, containing 
also enargite, quartz, and pyrite, with little or no sphalerite, etfalco- 
pyrite, or Sate 

Depth of Ore Shoots—No ore was found in the No. 16 vein higher 
than the 1,000-ft. level of the Rarus mine, or more than 1,100 ft. from 
the surface. In the Leonard mine the first ore was encountered at 
more than 1,200 ft. below the surface. These ore shoots have per- 
sisted to the greatest depths yet reached by mine workings. 

Influence of Later Faults —There is no evidence that the quality 
or mineralogical character of the Steward ores has been influenced 
by later Piscine, The high-grade chalcocite-enargite shoot of the 
No. 16 vein in the Rarus mine is cut sharply by the Rarus fault un- 
accompanied by enrichment. (See Fig: 5.) Where the ores occur at 
great depth, as in No. 16 vein below the oxidized zone, it is doubtful 
if any appreciable amount of secondary enrichment has taken place. 
The chalcocite and other copper minerals of these deep ore bodies 
are believed to be universally of primary origin. 

Minerals of Steward Vein Ores.—The mineral composition of the 
Steward ore bodies corresponds to that of the Anaconda and Blue 
veins, but depends on the particular locality in question. In the 
Rarus and Tramway mines the copper mineral comes principally from 
chalcocite, which occurs in great purity. There are usually present 
in small quantities enargite and bornite, but no sphalerite. There 
are also Jess quartz and pyrite than in the older veins. In the Gagnon 
district the ore shoots contain a large amount of sphalerite similar to 
older vein ores. The same is true of the La Plata ore shoots, where 
the ore contains sphalerite and rhodochrosite, both characteristic of 
the border zones. 

In structural appearance the Steward ore shoots are similar to the 
previously described Blue vein shoots. They are, however, less com- 
plex both mineralogically and structurally, and it does not appear 
that the faulting movement continued to any great extent during the 
period of ore deposition. 


ConTRASTING FEATURES OF VEIN SYSTEMS. 


General Summary. 


Forms of Ore Bodies.—The Anaconda fissures are solidly and con- 
tinuously mineralized, forming ore bodies which may be continuously 
stoped over thousands of feet without showing any great variations © 
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in valuable metal content. Anaconda veins seldom exhibit evidences 
of extensive fault movement so characteristic of the Blue and Steward 
veins. 

The ore of the Blue and Steward fissures occurs in the form of 
‘shoots ” which vary greatly in size and extent. These ore shoots 
are irregular in outline and are separated on the strike of the fissure 
by hundreds or even thousands of feet of barren crushed granite and 
fault clay composing the fissure zone. The walls of the ore are seldom 
free from fault gouge or other evidences of extensive movement. 

Oxidation and Enrichment.—The vein filling of the Anaconda fissures 
within the copper area extends with great strength upward to the 
oxidized zone. It is deeply oxidized and invariably shows a marked 
development of secondary chalcocite below the zone of oxidation, 
which has proved in most instances to be of immense commercial 
importance. (See Fig. 64.) 

In the Blue and Steward fissures the ore shoots seldom extend 
upward to within 500 ft. or more of the zone of oxidation. Except 
in the zones of highly altered granite the zone of oxidation in fault 
veins is shallow, the vertical extent being not more than from 20 to 
40 ft., and often as low as 10 ft. The disseminated pyrite so univer- 
sally present in the crushed granite of the fault fissure may show 
slight secondary chalcocite enrichment immediately below the zone of 
oxidation, but it is of no commercial importance. (See Fig. 6.) 

Physical Character of the Ores—As regards physical character, the 
ore of the Anaconda veins is usually harder, more massive, and it 
seldom exhibits the breccia structure so often characteristic of replace- 
ment of fault breccia of the fault veins. The solid ore streaks of the 
Anaconda veins are wider, and the metasomatic action has been 
sharper and more complete than in fault veins where vein-forming 
processes were often disturbed by fault movements. 

Mineralogical Differences—There are no notable differences in the 
mineralogy of the veins of the three systems in any given area. As 
noted on a previous page, the veins of a certain limited area contain 
minerals characteristic of that particular area, regardless of geological 
age. The Blue veins are later than the Anaconda veins and they 
have less pyrite but more quartz in proportion to the total vein filling 
present. There is also the same general order of sequence in min- 
eral deposition in the various veins. The earliest minerals are quartz 
and pyrite, followed by enargite, bornite, and chalcocite in the cen- 
tral zone. In the intermediate zone the order is quartz and pyrite, 
enargite, sphalerite, bornite, and chalcocite, with chalcopyrite prob- 
ably forming contemporaneously but under different conditions in 
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border zones. In the peripheral zone, the order among quartz, py- 
rite, galena, and sphalerite has not been worked out owing to inac- 
eessibility of mine workings. 


GENESIS OF THE OrzE Deposits. 
Source of the Ores. * 


The evidence points directly to the conclusion that the ores have 
been derived primarily from rocks of igneous origin. The veins are 
found entirely within igneous rocks, with no sedimentary rocks in 
quantity within 15 miles of the district. Formerly sedimentaries 
may have covered the granite of the Boulder batholith, but there is 
no evidence indicating that such rocks played any part whatever in 
the formation of the Butte ores. The ore deposits of the district are 
so centered or concentrated within a relatively small area that causes 
which led to their formation must be sought within, or in close prox- 
imity to, the area in which the ores are found. 

Compared with other mining districts situated within the borders 
of the Boulder granite batholith, the chief point of difference in the 
geologic structure is the presence in Butte of the quartz-porphyry 
dikes in close association with the veins. In the Corbin, Wickes, 
Rimini, Basin, Clancy, and Alhambra mining districts no quartz- 
porphyry has been found, although rhyolite intrusions are common, 
corresponding, no doubt, to the rhyolite intrusion forming Big Butte 
at Butte. The districts above named, however, have developed no 
important copper deposits, and it is believed, therefore, that the many 
rhyolite eruptions occurring at a comparatively recent’ date within 
the Boulder granite area, played a minor part in the deposition of the 
copper ores at Butte and elsewhere. The rhyolite at Butte is not di- 
rectly associated with the ores in any way. The copper veins become 
poor going westerly, and the earlier vein systems are known to be 
older than the rhyolite. 

There are three or more well-defined quartz-porphyry dikes travers- 
ing the Butte district in close association with the copper ores of the 
main central zone. Those dikes extend in an easterly and westerly 
direction, coinciding in a significant manner with the general habit 


of the veins of the Anaconda system. (See Plate I.) It will be ob- 


served that in going easterly from the Anaconda mine the Anaconda 
veins bend to the southeast toward the Silver Bow mine, while a 
similar bend may be noted in the quartz-porphyry dikes. Farther to 
the east a change in strike from southeast to northeast in the dikes is 
accompanied by a similar variation in the course of the Anaconda 


veins. These last changes in strike in both the dikes and the veins 
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are accompanied by corresponding changes in dips from south to 
north. 

Another feature of interest in this connection is found in the fact 
that the areal extent of the quartz-porphyry appears to be increasing 
in depth. Where the upper levels of the Mountain View mine show but 
one small dike of an average width of 30 ift., the 2,200-ft. level dis- 
closes three dikes, having a combined width of 150 ft. The main 
St. Lawrence dike, feund no farther west than the Nipper shaft on 
the surface, has been cut in the Gagnon, 1,900 ft. level, 2,500 ft. west 
of the Nipper. Again, in the Mountain View, West Colusa, and 
Leonard mines, areas of the most intense fissuring of Anaconda age 
are associated with quartz-porphyry dikes, and dikes wholly unsus- 
pected at the surface are appearing in deep levels. 

A certain significance might also be attached to the marked zonal 
arrangements of ore types about the central copper zone in which the 
more important quartz-porphyry dikes occur. This fact tends to sup- 
port the belief that the Butte ores were derived from a demonstrable 
centralized source. 

Notwithstanding these apparent close genetic relations between the 
copper veins of the central zone and the quartz-porphyry, it does not 
follow necessarily that the quartz-porphyry magma was the immediate 
and direct source of the ore minerals now found in the veins. The 
association of the quartz-porphyry dikes and the Anaconda veins 
seems to have greater significance when considered in connection 
with the origin of these early fissures than when referred to the 
source of the vein-forming waters. There is no evidence indicating 
a direct transfer of vein-forming waters from the quartz-porphyry 
dikes into the adjacent granite, nor does it appear that any notable 
alteration of the granite took place prior to the appearance of the 
Anaconda system of fractures. The dikes are altered only in areas 
where the granite is altered in connection with the veins. The 
Modoe dike extends northwesterly from the East Colusa mine 
through a long stretch of unaltered granite, in which the dike itself 
shows no alteration whatever. Other similar instances have been 
noted. 

It is a reasonable assumption that the quartz-porphyry was derived 
primarily from the parent granite magma; and also that the ultimate 
source of the ore minerals was the granite magma. The principal 
part played by the quartz-porphyry has apparently been the opening 
of the way for vein-forming waters of deep-seated origin to reach the 
higher regions where the ore deposits are now found. While the 
ultimate source of the metals of the ores was probably the original 
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granite magma, the direct source may have been the same magma 
locally which furnished the quartz-porphyry, the latter rock follow- 
ing the earliest fracturing and at the same time stimulating an up- 
ward movement of the ore-bearing waters. 


Ore Deposition. , 
Ore-Forming Agents.—There is little doubt that the chief transport- 
‘ing agent at work in the formation of the primary Butte ores was 

water. Vein-forming waters are believed to have been derived from 
the same fluid magma which earlier produced the quartz-porphyry 
dikes, and possibly also, at a much later period, the rhyolites. Such 
waters, of deep-seated origin, either contained primarily the elements 
which now go to make up the minerals forming the ores, or they 
gathered them from the wall rocks in the course of their upward 
journey. In regions open to observation the almost entire absence 
from the normal granite of many of the most abundant elements of 
the ore-forming minerals, such as copper, arsenic, sulphur, zine, ete., 
points to the conclusion that these elements could not have been 
derived from the rocks adjacent to the avenues of travel, but that 
they were probably constituent parts of the solution when the upward 
journey began. 

Composition of Vein-Forming Waters.—Certain general conclusions 
may be drawn as to the probable composition of these uprising waters 
when they reached the regions in which the ore deposits are now found, 
through a study of the character of the vein minerals known to be of 
primary origin, and the altered condition of the rocks directly asso- 
ciated with the veins. In the Butte district enormous quantities of 
copper, sulphur, arsenic, zinc, and manganese have been added, 
together with notable quantities of lead, antimony, silver, tungsten, 
barium, fluorine, etc.; most of which are very minor constituents of 
the normal granite rock and some of them have not been detected in 
the original granite by chemical analyses of fresh rock. In addition, 
the abundance of pyrite and quartz in the veins indicates the presence 
in the solutions of large quantities of iron and silica, both of which, 
however, are essential constituents of the original granite. Although 
purely a matter of speculation, it seems unnecessary to assume that 
the uprising solutions originally contained notable quantities of either 
iron or silica, both of which could have been readily derived from the 
granite wall rock at great depths through chemical processes. 

The variable mineralogical nature of the ores of different veins 
presumes, apparently, many changes in the composition of the vein- 
forming waters from time to time. However, such a statement re: _ 
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quires some modification. It is conceivable that from uprising waters 
carrying constant proportions of ore-forming elements, varying quan- 
tities of certain minerals might deposit at different localities within 
the same vein, or at different periods in the same locality, due to 
changes in temperature, pressure, or other controlling factors. Anal- 
yses of the altered granite in association with the veins show that 
large amounts of sodium and calcium have been extracted from the 
granite. These elements were undoubtedly present in the vein-form- 
ing waters in varying quantities along with the metallic elements 
which were later deposited as minerals in the vein. 

The probable high temperature and vigorous chemical activity of 
the earliest solutions passing upward through the fissures of the Ana- 
conda system is indicated by the intensely altered condition of the 
wall rock in the region of such fissuring. The composition of these 
solutions can be judged in a general way only from a study of their 
effects. The widespread development of pyrite both in veins and as 
disseminated pyrite in granite, in the absence of sulphur as a con- 
stituent of the original granite, requires the addition of sulphur in 
large quantities. The extraction of the sodium and calcium in this 
process with addition of sulphur, forming pyrite, may be accounted 
for by the presence originally of an abundance of H,S. Since this 
activity was probably more intense at great depths, it is reasonable 
to assume that the ascending waters in the upper regions now open 
to observation carried not only hydrogen sulphide but alkaline sul- 
phides as well. 

Processes Involved—The ore-forming minerals gathered at great 
depths, were transported upward and deposited largely through 
metasomatic replacement of the country rock along fissures so as 
to yield the ores now being mined. The factors which influenced 
mineral deposition at certain horizons are believed to be mainly 
those of temperature and pressure. However, another important 
factor entered into the vein-forming processes which is believed to 
account in no small way for the variable nature of the ore minerals 
in different localities and at different points in the same vein. The 
association of the great areas of altered and pyritized granite witl 
the massive quartz-pyrite veins belonging to the oldest vein system 
indicates that the early solutions were extremely active chemically, 
and it is not improbable that the first processes were in certain 
measure solfataric in their action. These solutions or gases readily 
attacked the granite wall rock to which there was free access along 
the fissures, and they also found passage by means of cracks, joint 
planes, etc., outward for considerable distances from the main chan- 
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nels into the granite. While the alteration was in progress the oldest 
vein filling, largely quartz and pyrite, was being deposited along the 
fractures. In these early processes of granite alteration the attacking 
solution carried sulphur in some form. It is believed that at great 
depths it was, in part at least, in the form of hydrogen sulphide. 
Analyses of normal and altered pyritized ‘granite show that, as a 
result of vein-forming action, the normal granite has lost sodium and 
calcium, but that in regions open to observation in the Butte mines, 
iron, although readily attacked, has remained fairly constant in quan- 
tity. The formation of pyrite in the process, accompanied by the 
extraction of sodium and calcium, would seem to indicate the pres- 
ence of hydrogen sulphide. The action of the attacking vein-forming 
waters finally resulted in the formation of pyrite, largely in situ, from 
the iron of the original granite, and the soluble alkaline sulphide, 
Na,S, which was not again deposited in the fissures, but migrated far 
beyond the zone of ore deposition, probably reaching the surface 
through hot springs. The presence of soluble alkaline sulphides in 
the vein-forming waters is believed to have exerted a marked influ- 
ence in the deposition of the Butte ores, as will be later seen. 

The above line of reasoning suggests the possibility that a large 
part of the pyrite, and possibly the quartz of the Butte veins, were not 
primary constituents of the vein-forming waters as they began their 
ascent from great depths. The presence of veinlets of pyrite in the 
altered granite in connection with the Anaconda veins indicates that 
some of the pyrite formed through the action of deep-seated waters on 
the iron of the granite, migrated for short distances at least, to be re- 
deposited as vein pyrite. It is doubtful, however, whether appreciable 
amounts of the pyrite of the veins originated in this manner from 
nearby wall rock. Since, however, it is evident that the vein-forming 
solutions did attack the iron of the granite, it is not unreasonable 
to suppose that at greater depths conditions were such that the iron 
thus attacked did not immediately combine with sulphur to form 
pyrite in situ, but that the iron was taken into solution and remained 
so until more favorable conditions for deposition as pyrite were found. 
Such favorable conditions may have been encountered in the fissures 
at higher regions, now occupied by the ore deposits. The same 
method of reasoning may also be employed to account for the quartz 
of the Butte veins. The possible origin of the pyrite in the above 
manner has much significance when considered in connection with 
the variable mineralogical nature of the ores, as will be later set forth. 

Further consideration of the possible chemical action between the 
uprising waters and the granite wall rock is of interest when viewed 
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in connection with the variations in mineralogical character of the 
ores deposited during different periods in the same locality, and also 
variations in ore types zonally arranged around the central copper 
zone previously described. 

As already stated, it is believed that the earliest ascending waters 
vigorously attacked the wall rocks on their upward journey through 
the newly formed Anaconda fractures. Sodium and calcium were 
extracted from the normal granite, and since they were not again de- 
posited, the attacking solution necessarily became more and more al- 
kaline toward the surface. The chemical activity in the early stages 
was more intense because (1) the solutions were probably at a higher 
temperature than during later periods, and (2) when the fissures were 
first formed the solutions had direct access not only to the unaltered 
wall rocks of the fissures, but to much sheared and easily attackable, 
crushed, unaltered granite within and along the fissures. Under these 
conditions, if it be assumed that the original solutions contained cer- 
tain proportions of hydrogen sulphide and alkaline sulphides, or alka- 
line carbonates, it is evident that the solutions would become more 
alkaline with a less preponderance of H,S as they moved upward 
toward the surface. 

From the state of maximum alkalinity, which is believed to have 
occurred when the early high-temperature waters had only unaltered 
granite to work upon, there was probably a gradual return to condi- 
tions wherein a higher ratio of hydrogen sulphide was established. 
‘Observed facts show that the alteration of the granite took place out- 
ward from the fissures, cracks, and joint planes through which the 
solutions passed. It is reasonable to infer that after a certain length 
of time the solutions no longer reacted chemically with the already 
altered granite adjacent to the avenues of travel; in other words, a 
partial chemical equilibrium was established between solution and the 
fringe of altered granite contiguous to the fissure, as far as the process 
concerned the extraction of alkalies or the attack of the iron of the 
granite. Metasomatic replacement of altered rock adjacent to the 
fissures by vein minerals, principally quartz and pyrite, was probably 
taking place during this time as a part of the general process. In the 
later stages, therefore, the ascending waters were unable to take into 
solution such large proportions of sodium, calcium, iron, and silica 
per unit volume of solution passing, owing to the presence of the pro- 
tecting layer of already altered granite bordering the fissures, upon 
which the solutions had but a slight effect. Assuming then a fairly 
constant H,S content of the original deep-seated solutions, there must 
have been at first an increase in the proportion of the alkalies and a 
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corresponding decrease in H,S as the solutions moved upward, until 
a certain maximum degree of alkalinity was reached, after which time 
there was a gradual decrease in alkalinity, due to the protective effect 
exerted upon the normal granite by the altered granite barrier from 
which the available sodium and calcium had been extracted. A 
further decrease in the alkalinity of the solutions would be effected at 
later periods because of the development of solid veins, for subsequent 
fracturing of the vein filling (a common phenomenon) would permit 
a ready passage for the vein-forming waters along and in contact with 
vein minerals. The H,S solution would thus be afforded a double 
protection against the influence of normal granite (1) by the vein 
filling, and (2) by the altered granite belt forming the vein wall rock. 

If, as has been already suggested, the vein pyrite was derived from 
the granite through the action of uprising alkaline sulphide or HS 
solutions on the iron of the normal granite, the decrease in alkalinity 
would be accompanied by a corresponding decrease in the pyrite con- 
tent of the later vein-forming waters, for the same reasons as above 
outlined. The latest vein filling in a given vein should contain less 
pyrite than the earliest concentrations of vein minerals. 

Regarding the above discussion of the probable effect of the chemi- 
cal action between the uprising vein-forming waters and the granite, 
as affecting the deposition of certain ore types, the writer does not 
assume that such reactions have been the sole influence in the de- 
termination of the vertical and lateral distribution of the minerals 
and ore types in the Butte deposits. In fact, this discussion has been 
undertaken largely for the purpose of bringing out more forcibly the 
possible genetic relations between certain ore types and the more 
important areas of altered granite. The elements Na, Ca, and Fe 
were chosen for discussion because comparative chemical analyses of 
normal and altered granite show clearly that these elements have en- 
tered prominently into the reactions between the vein-forming waters 
and the granite, and therefore, if such reactions were to any degree 
influential in the formation of ores, the above-named elements were, 
no doubt, the most directly concerned. To the variations in tempera- 
ture and pressure, to changes in the composition of the original solu- 
tions from time to time, and to the mingling of unlike solutions must 
also be assigned important réles in the distribution of the primary 
ores throughout the veins of the district. 

Concerning the possible influence of these various factors as afiect- 
ing the distribution of ore types, many facts have been observed that 
are of particular interest. For example, primary chalcocite and en- 
argite occur-only in association with the intensely altered granite of 
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the district. In the central copper zone, or in veins where alteration 
has reached an advanced stage, these two minerals are commonly 
found in intimate association with other vein minerals forming the 
ores, and, in addition, small veins or stringers, largely chalcocite and 
enargite, may be found extending outward into and replacing the 
wall rock, the granite being in actual contact with the copper min- 
erals. In areas of unaltered granite, chalcocite and enargite are con- 
fined to highly altered zones within or along the veins, and never as 
stringers or disseminations inclosed by unaltered granite. It is im- 
probable that solutions bearing these minerals did not find passage 
outward into the normal granite during the active vein-forming 
period, when chalcocite, bornite, and enargite were being deposited 
in abundance in the veins. The frequent occurrence of stringers of 
pyrite, quartz and sphalerite extending into wall rock of normal 
granite in the intermediate zone, with addition of manganese min- 
erals in the peripheral zone, indicates that the mineral-bearing waters 
did to some extent find their way into the wall rock, but only where 
alteration was marked were chalcocite and enargite deposited con- 
temporaneously in the veins proper and in the altered granite wall 
rock. 

Applying a similar method of reasoning to the remaining important 
minerals of the veins, it is observed that quartz and pyrite are found 
abundantly in association with all stages of rock alteration and with 
all periods of primary ore deposition, although there is a noticeable 
decrease in the proportionate amount of pyrite in the intermediate 
and peripheral zones as compared to the central zone. It is true also 
that there is proportionately less pyrite in the Blue vein ores than in 
the Anaconda veins, and markedly less in the Steward ore shoots 
than in the Blue veins, an indication that the later vein-forming 
waters either contained less pyrite or that conditions were less favor- 
able for deposition. These later ores are quite certainly less rich in 
pyrite for reasons previously stated. Quartz and pyrite are thus 
found to have been deposited under widely varying conditions of the 
solutions, such as composition, temperature, and pressure. Sphalerite 
is rarely found in zones of most intense alteration. It is sparingly 
developed in the slightly less altered areas of the Mountain Con and 
Diamond mines, and is very abundant in veins occurring in regions 
of relatively unaltered rock. It is believed to have been deposited 
under conditions of alkalinity similar to those under which enargite 
was formed, but generally at lower temperatures. Being more solu- 
ble, it would tend to migrate in solution before deposition through 
greater distances than would enargite. 
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Galena is a relatively uncommon mineral, associated usually with 
sphalerite. It is not found in the central copper zone. The man- 
ganese mineral, rhodochrosite, is an abundant constituent of the veins 
of the peripheral zone, and is not uncommon toward the outward 
limiting boundaries of the intermediate zone. It is entirely unkuuwn 
in the central zone. Chalcopyrite is not an.uncommon mineral asso- 
ciated with sphalerite, quartz, and galena in the manganese-silver 
veins. 

In an endeavor to explain these general relationships between the 
various vein minerals and altered granite areas, certain assumptions 
must be made in order to form a working hypothesis. It is believed 
by the writer that the ores of Butte in their entirety have been de- 
rived from one general centralized source at great depths. There is 
no evidence in support of, and much evidence contradicting, the hy- 
pothesis that the so-called manganese-silver or zine veins belong to a 
vein-forming epoch separate and distinct from that in which the 
copper veins were formed. Going outward from the central area 
(see Fig. 7) of typical zinc-free copper ores, there are no instances of 
early copper veins being cut by later veins of different mineralogical 
character, which would naturally be the case if, for example, the Blue 
fissures were of a distinctly later period than the copper veins of the 
east-west system. It has been suggested also that the manganese- 
silver ores represent an invasion of an older copper area, or vice versa ; 
this is also untenable, for the reason that it is an unlikely assumption 
that a later mineralization period could almost completely surround 
a central core, depositing new mineral in fissures identically the same 
age as those of the central area, without some of the later ore types 
appearing within the inclosed zone. It has been shown that the 
mineral composition of the different vein systems is not a result of 
separate periods of mineralization, but rather of geographic position. 
The structural relations point strongly to the conclusion that the 
east-west fractures of the manganese-silver area are of the same age 
as the Anaconda fractures of the copper area, and that they were 
well mineralized by quartz, pyrite, rhodochrosite, and sphalerite at 
the time they were cut by fissures of the Blue series. The Blue 
veins, furthermore, with their typical silver mineralization of the 
peripheral zone, continue southward into the copper area, cutting 
the oldest copper veins, and there contain valuable copper ores and 
are characteristic copper veins. Fissures of the Steward system are 
also found in both the copper and the silver areas, cutting copper 
ores in the former case and zinc ores in the latter. Therefore, while 
some copper ore bodies are found in these fissures, and zinc mineral- 
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ization is also found in them, the bulk of the vein filling in both areas 
is prior to this system of fissures. These structural relations between 
mineral deposition and the faulting periods point to the conclusion 
that the primary ores of the whole district are products of one great 
vein-forming period beginning immediately after the appearance of 
the Anaconda fractures, and ending with the completion of the ore 
bodies of the Steward vein system. It is not improbable that during 
this period there were some interruptions and possibly at times ore 
deposition practically ceased, or that vein-forming action was more 
vigorous in some portions of the district than in others. The frac- 
turing of early-formed ore with subsequent filling of such fractures 
with new minerals is not believed to mark distinet periods of vein- 
forming action, but rather to indicate faulting movement during the 
active deposition processes. It is reasonable also to infer that the 
older fissures became partly or wholly plugged or sealed by minerals, 
at certain places. The result of subsequent fracturing by faulting 
might merely divert ore-bearing waters from localities where they 
were yet active into new fractures in the formerly plugged portion of 
the veins. 

Proceeding on the assumption that the primary vein minerals were 
derived from a common source at relatively great depths below where 
they are now found, it is believed that the broad, general, orderly ar- 
rangement of the ore types both vertically and laterally is due in a 
large measure to the variable temperature and pressure conditions 
encountered by the vein-forming waters along the lines of travel 
toward the surface, and to changes effected in the chemical composi- 
tion of these transporting waters through their action on the granite 
wall rock. Moreover, there were, no doubt, wide variations in the 
metal content of the vein-forming waters from time to time. It is 
believed that the minerals of the veins were more soluble in strongly 
alkaline sulphide solutions than in hydrogen sulphide solutions under 
conditions of constant temperature and pressure, but in either alkaline 
sulphide or hydrogen sulphide solutions they were more soluble in 
hot than in cold waters. ‘ 

The areal distribution of the mineral types found in the oldest vein 
system (the Anaconda) is believed to be due, in part, to the relative 
solubility of these various minerals in the’ original uprising waters 
from which they were deposited. It has been previously pointed out 
that these early solutions were carriers of alkaline sulphides due in 
part to the extraction of sodium and calcium from the granite. Under 
conditions of high alkalinity and elevated temperature, quartz and 
pyrite were deposited in abundance, forming the massive quartz- 
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pyrite veins of the central and intermediate zones. Under high tem- 
perature conditions, the minerals, sphalerite, rhodochrosite, galena, 
and chalcopyrite were more readily soluble and migrated outward to 
the intermediate and peripheral zones, where they were deposited 
along with quartz and pyrite, forming the primary vein filling of the 
so-called manganese-silver veins. During the period of migration of 
these solutions from the hotter zones the solutions lost none of their 
alkalinity, but the temperature was greatly reduced. These conclu- 
sions are drawn from the fact that there is no evidence to indicate 
that calcium and sodium were precipitated; in fact, slight alteration 
of the normal granite along the veins indicates a further addition of 
these elements to the vein-forming waters; and furthermore, the 
probable occurrence of alkaline carbonates is shown by the abundance 
of rhodochrosite in the border zones. The lower temperature condi- 
tions and comparative inactivity of the solutions toward the granite 
in the outer regions are well shown by the slight alteration of the wall 
rock adjacent to the fissures. In great veins a hundred feet or more 
in width in the manganese-silver district, alteration of the granite ex- 
tends for only a few feet outward from the general vein boundaries. 
These early solutions contained some copper, as shown by its almost 
universal presence in the oldest known quartz-pyrite vein material 
and in the disseminated pyrite of the altered granite. Apparently no 
copper minerals were deposited in quantity in the earliest stages of 
vein formation, except possibly the chalcopyrite of the manganese- 
silver veins, but enargite is known to have formed in considerable 
abundance in the Anaconda veins prior to the appearance of the Blue 
fracture system, not, however, until the old veins were well formed. 
Enargite is therefore regarded as a relatively high-temperature mineral, 
but it probably formed under less alkaline conditions than existed in 
the early stages of the process, when quartz and pyrite were first de- 
posited. The absence of notable quantities of other minerals contain- 
ing copper or arsenic associated with this early enargite vein filling 
implies that these two elements were present approximately in the nec- 
essary proportions to form enargite. Copper was probably in excess, 
otherwise arsenopyrite would have been formed in cooler regions. 
Chaleocite did not form from the copper excess owing to the alkalin- 
ity of the solutions. It is probable that some bornite was formed at 
this early period, as was chalcopyrite in the outer zones of lower 
temperatures. 
During the later stages when the Blue and Steward fault vein ores 
were formed, enargite, bornite, and chalcocite were deposited in large 
quantities in veins of all ages within the central and intermedi- 
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ate zones. In all of these veins the same order of deposition is noted ; 
that is, pyrite and quartz are the oldest minerals, followed by enar- 
gite, sphalerite, bornite, and chalcocite, in the order named, chalcocite 
being associated with the older vein minerals only where the granite 
is intensely altered. 

The general relationships above noted between the various ore types 
and conditions of granite alteration tend to show that under conditions 
of high alkalinity and high temperature and pressure, the vein minerals 
first deposited were principally pyrite and quartz. That this condi- 
tion prevailed in the early stages of mineralization in fractures of all 
ages, except where the later fractures passed through areas of granite 
previously altered, is shown by the universal priority of a portion of 
the quartz and pyrite. As previously stated, the solutions became 
less alkaline, with a corresponding increase in the proportion of hy- 
drogen sulphide present. It is known that the metals common to 
Butte, such as iron, copper, zinc, and manganese, are soluble in sodic 
sulphide solutions, but less so in hydrogen sulphide solutions; in fact, 
when present in sufficient proportions, hydrogen sulphide acts as a pre- — 
cipitant for these metals. The change of solution from a highly alka- 
line condition to one in which hydrogen sulphide predominates is 
brought about through conditions approaching chemical equilibrium 
between the uprising solutions and the granite wall rock. That 
chalcocite is a late mineral in the ores is well known. The explana- 
tion may be found in the suggestion here offered that it was deposited 
in the Butte veins only when the amount of hydrogen sulphide present 
in the vein-forming waters was large in proportion to the alkaline sul- 
phides present. Observed conditions in the veins tend to support this 
view. Regardless of the geologic age of the fissure, quartz and pyrite 
are found to be the first minerals to form, chaleocite was one of the 
latest, and enargite, sphalerite, and bornite were found in intermediate 
stages. Quartz and pyrite, however, are formed under all conditions 
and, therefore, are intimately associated with minerals of the later 
stages, including chalcocite. 

The deposition of chaleocite, the cuprous sulphide of copper (Cu,S), 
directly from ascending waters, seems well within the range of possi- 
bility, considering that it is well known, or at least it has been 
frequently stated," that the minerals enargite® and bornite, ad- 
mittedly primary", contain the cuprous sulphide molecule Cu,S. 


a Dana’s System of Mineralogy, pp. 76 and 147 (6th ed., 1892). 
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' With an excess of copper present in the cuprous form, over and above 
that required to satisfy the enargite molecule, it would seem reasona- 
ble to look for the deposition of chaleocite or bornite under favorable 
conditions. 

Many minerals have undergone alteration, particularly the copper 
minerals, enargite and chaleocite. These altetations have been effected 
by primary processes. Enargite frequently alters to or is replaced by 
chaleopyrite and bornite, and chaleocite commonly exhibits slight al- 
terations to bornite and rarely to chalcopyrite. Such alterations are 
believed to be due to the iustability of the minerals under changing 

_ conditions in the solutions. 


Summary of Ore Genesis. 


The original source of the ores at Butte was the granite magma. 
Quartz-porphyry dikes formed a local closing phase of the igneous 
activity connected with the intrusion of the parent rock, and these 
dikes structurally and areally are in such close association with the 
ore deposits that they appear to be a direct factor in the localization 
of the ores. Heated waters and gases escaping from the cooling 
magma were the carriers of the metals to their place of deposition. 
The elements thus transported and deposited in the veins were sili- 
con and oxygen as SiO,, sulphur, iron, copper, zine, manganese, 
arsenic, lead, calcium, tungsten, antimony, silver, gold, tellurium, 
bismuth, and potassium. Small quantities of potassium are believed 
to be added to the granite in the sericitization process.“ Other ele- 
ments, as sodium, calcium, and manganese, were undoubtedly carried 
by these solutions, but, as shown by analyses, they were extracted 
from the granite in the alteration process instead of being added as 
in the case of the first-named elements. 

The chemical composition of these ascending waters varied in sig- 
nificant particulars as the process progressed. The granite wall rock 
was decomposed, furnishing much sodium, calcium, and _ possibly 
magnesium to the solution. Iron was also freed from the iron min- 
erals of the granite to form pyrite with the sulphur of the invading 
waters. These interchanges affected the solvent capacity and charac- 
ter of the ore-bearing waters by the subtraction of the acid radical 
sulphur and the addition of alkaline radicals. While hydrogen sul- 
phide and acidic conditions may have prevailed at the initial stages 
of ascent, the waters would tend to become alkaline through inter- 
action with the wall rock. Along circulation channels, however, this 
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action would gradually become less pronounced after a barrier built 
of sericitized granite had been formed bordering the fissures, thus 
protecting the solutions from further reaction with the fresh granite, 
and permitting the acidic conditions to ascend to higher horizons. 
Also, the earliest vein minerals, chiefly quartz and pyrite, would tend 
to insulate the solution from the granite. And finally, increasing 
alkalinity of the solutions and lower temperature would lessen action 
on the granite at points further removed from the central source. 

Applying the above’ reasoning to the facts of ore occurrence, it is 
found that chalcocite as a primary mineral is the latest important 
copper sulphide of the ores; it is, moreover, found only in association 
with the highly altered phases of the granite. From these facts the 
conclusion may be drawn that under the geologic conditions existing 
in Butte, the more acidic conditions were necessary for the deposition 
of this minerai. Similarly, enargite is associated with highly serici- 
tized granite, and is therefore believed to have been deposited only 
under certain conditions pertaining to the temperature and relative 
alkalinity of the solution. 

Sphalerite, rhodochrosite, and galena are increasingly abundant 
toward the intermediate and peripheral zones, suggesting their forma- 
tion under lower temperature conditions with relative high alkalinity. 
Quartz and pyrite are everywhere present, and evidently are formed 
under all conditions. Pyrite is more abundant in the central and 
intermediate zones than in the peripheral zone. Quartz is more 
prominent as a gangue mineral in the peripheral zone than else- 
where. 

Structurally there is no good evidence for distinct periods of min- 
eralization in the Butte veins. It is here held that there was but 
one period of mineralization, varying in intensity, possibly, from time 
to time, with important changes in chemical character of solutions. 
But the mineralogical difference in vein material of the central, inter- 
mediate, and peripheral zones can be adequately explained, it is 
believed, by the reasoning herein set forth, which assumes that the 
copper mineralization indicates high temperature and acidic condi- 
tions versus lower temperature and alkaline conditions as the solu- 
tions migrated toward the peripheral fractures now represented by 
the manganese-silver veins. 

Concerning the formation of chaleocite there is much geologic evi- 
dence, mainly structural, to support the theory above outlined, which 
assigns to this mineral a primary origin from deep-seated waters. 
The subject of chaleocite formation is of exceptional interest and well 
deserves special treatment in connection with the geology of the Butte 
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copper deposits. The evidence which tends to support the primary 


chalcocite theory held by the writer is briefly outlined in the chapter 
which follows. 


Origin of the Butte Chalcocite, 

Owing to the persistence to great depths of the mineral chalcocite 
in the Butte copper veins much interest has been aroused among geol- 
ogists concerning the manner in which it was formed. In recent 
years the opinion has been quite generally held that chalcocite is 
largely, if not wholly, a product of descending sulphide enrichment. 
This view arose naturally through the discovery of the so-called 
“black sulphurets” (later proved to be sooty chaleocite) of Duck- 
town, Bisbee, and similar pyritic ore bodies. These belts of black 
amorphous chalcocite were found separating the oxidized zone from 
the lean pyritic ore below and they were early believed to have re- 
sulted from the reaction between the descending copper sulphate 
waters and the unchanged primary ores below. That this view was 
the correct one for the sooty chalcocite of this class of deposits has 
been abundantly proved by recent investigations. 

The discovery of similar chalcocite ores in the early mining opera- 
tions at Butte led many observers to the opinion that these remarkably 
rich ores were likewise of secondary origin and of limited vertical ex- 
tent. When the zone of sooty chaleocite was penetrated, however, 
the predicted lean cupriferous pyrite ore was not found, but chalco- 
cite-bornite-enargite ores were encountered, which have persisted to 
great depths. The chalcocite of the deeper levels does not occur in 
the sooty form, but instead, it is the gray massive mineral more or 
less intimately mixed or intergrown with bornite, enargite or other 
ore minerals replacing directly altered granite. It is not necessarily 
a replacement of pyrite or any other sulphide mineral, being deposited 
directly from solution as chalcocite in veins along with bornite and 
other copper sulphides. 

The problem of the formation of the chalcocite in the Butte veins 
was studied recently by C. T. Kirk,’* who endeavored to work out a 
definite relation between the chalcocite deposition and certain stages 
of granite alteration. He concludes that such a relation exists, and 
that the chalcocite formation is, in the main, associated with a certain 
phase of granite alteration which has developed through the action of 
descending meteoric waters. Weed," in his recent report on Butte, 
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likewise declares that most of the chalcocite has resulted from descend- 
ing waters, although primary chalcocite also occurs, but just how and 
where he fails to state. Many other writers familiar with these ore 
deposits, notably H. V. Winchell and the late S. F. Emmons, regarded 
the chalcocite as chiefly of secondary origin, at the same time holding 
the view that some of it might be primary. Recently, however, Win- 
chell!’ has expressed the view that the deep chalcocite is largely pri- 
mary. 

An intimate acquaintance with these ore deposits extending over a 
period of years has led the writer to the conclusion that most of the 
massive chaleocite is of primary origin, in the sense that it was depos- 
ited in its present position directly from deep-seated ascending solu- 
tions. Secondary chalcocite exists in large quantities also, but it is 
believed to be of limited vertical extent, being confined principally to 
the well-known sooty chalcocite zone extending from the bottom of 
the oxidized zone to depths ranging from 100 to 1,200 ft. It should 
be clearly understood, as previously stated, that the sooty glance 
zone has no well-marked lower limit, and futhermore, in the genera- 
tion of sooty glance by descending waters, massive chalcocite is fre- 
quently developed, especially where the replacement of pyrite or other 
sulphide has reached an advanced stage. It is impossible to differen- 
tiate in hand specimens between primary and secondary chalcocite 
when both appear in massive form. There is of necessity in many 
cases an overlapping of primary and secondary chalcocite in the veins, 
inasmuch as primary chalcocite is believed to have originally extended 
to an elevation higher than the present ground surface. It follows, 
therefore, that to some extent primary chalcocite has been subjected 
to the action of atmospheric agencies along with the associated pri- 
mary vein minerals. The result has been a sooty glance enrichment 
of the primary minerals of the ore, among which there existed mas- 
sive chalcocite. 

formation of Primary Chalcocite—The observed facts which have led 
the writer to the conclusion that primary chalcocite exists in large 
quantities in the Butte veins may be briefly stated as follows: 

1. The occurrence of chalcocite in great abundance at levels 3,000 
ft. or more from the surface. 

2. The intimate association of chalcocite with bornite, pyrite, and 
enargite in such a manner that all must be regarded as having been 
Beroaiten at the same time and under similar conditions. 

8. Chalcocite is found at all depths without regard to surface to- 
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pography, which fact tends to show that no relation exists between 
the occurrence of chalcocite and present-day downward-seeping 
waters. 

4, Chalcocite occurs in absolutely dry veins and ore-shoots at deep 
levels, and in many instances large bodies are cut by older faults, a 
fact further tending to show that this copper mineral is an old one 
and in no way genetically related to the present-day or a former similar 
underground water circulation. 

5. Chaleocite directly replaces altered granite at deep levels. The 
power of cold meteoric waters to effect direct replacement of granite 
in quantity is seriously questioned by the writer. 

6. No evidence is available tending to show that chalcocite is now 
being deposited in the veins, except within the sooty chaleocite zone. 
On the other hand, where positive evidence on this point is obtainable, 
it indicates a tendency of the massive chalcocite to alter to bornite 
and chalcopyrite under present ground-water conditions. 

As outlined in the discussion of the formation of sooty chalcocite, 
the facts plainly show that secondary chalcocite has resulted from 
downward-seeping sulphate waters, and there can be no doubt that 
this mineral was in the active process of formation at the time the 
first mine openings were made in the copper veins. Concerning 
massive chalcocite of the deeper levels, however, there are important 
reasons for believing that it is in no way related genetically to the 
present existing meteoric ground-water circulation, or with any water 
circulation system of meteoric origin, but that, whatever the source, 
its time of formation must be referred to a relatively old mineraliza- 
tion period. Reference to Plate II. will assist in making this point 
clear. It will be seen that the Rarus fault sharply cuts all the impor- 
tant ore veins, displacing them hundreds of feet, so that in the inter- 
sected veins the possibility of surface waters effecting an enrichment 
of the truncated portion of the veins lying beneath the fault is ex- 
tremely remote. The upper displaced segment of the O’Neill vein, 
for example, is no richer in chalcocite than the sub-fault segment, ex- 
cepting within the chalcocitization zone directly beneath the oxidized 
zone. It is evident that the descending sulphate waters moving down 
the upper segment could not possibly reach the lower segment, and 
there is no indication of an enrichment of the upper segment where 
it meets the Rarus fault. The moving waters did not enrich the fault, 
as it carries no ore, neither did these solutions spread out to other 
veins cut by the fault. What is said here regarding the O’Neill vein 
is equally true of all the veins intersected by the Rarus fault. In ex- 
amples of this character where the possible source of the supply of 
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the sulphate waters has been effectually cut off from the lower parts 
of the veins by intervening faults, it becomes evident that the chalco- 
cite of the lower segments either had its source in uprising solutions 
or else it was deposited from a descendiug water circulation existing 
long prior to the appearance of the fault, and possibly far removed 
from the conditions as we now know them. 

Following this line of reasoning, it is possible, as will be later 
shown, to prove that chalcocite, other than the sooty variety, is a 
comparatively old mineral, and that it was deposited in great quanti- 
ties prior even to the faults of the Steward system, which in them- 
selves carry important bodies of ore composed of enargite, bornite, 
sphalerite, barite, galena, and other well-known primary minerals. 

In the No. 16 vein, a mineralized fault of the Steward system of 
the Rarus and Tramway mines, extensive bodies of chalcocite-enargite 
ore are sharply cut by the Rarus fault. (See Fig. 5.) These ore bodies 
are in the form of the characteristic fault-vein ore shoots and actual 
development proves that they do not extend upward to within 1,100 
ft. of the surface, the higher portions of the fissure being absolutely 
barren of ore or gangue minerals. Like the chalcocite ores of the 
O’Neill vein above noted, the No. 16 vein ore shoots were formed 
long prior to the Rarus fault. The altered condition of the crushed 
zone of the Rarus fault, the presence of much disseminated pyrite and 
quartz, together with the fact that a later fault (Middle) cuts and dis- 
places the Rarus fissures, tend to show that geologically the Rarus is 
not a recent fissure, therefore the water circulation responsible for 
the chalcocite older than the Rarus fault must be far removed from 
the meteoric ground-waters of to-day. 

Going further into the history of chalcocite, certain facts seem to 
indicate, if not definitely prove, that chaleocite existed as a vein min- 
eral prior to the Steward fault period. In the ore breccia of the 
Gagnon mine fragments of older vein matter containing chaleocite 
are of common occurrence. The Steward fault fissure is of later 
origin than the breecia and the breccia is much squeezed and faulted 
where they come in contact. These angular ore fragments are within 
and form a part of the original breccia and they are plainly not of 
secondary origin. They are not breccias resulting from Steward 
faulting or any other fault movements, but they were formed in the 
same manner as the Mountain View breccias and probably at the 
same time. These ore fragments represent a period of mineralization 
of an earlier date, and they are not drag ore, but pieces of older vein 
which have fallen into open cracks. 

In tracing the formation of earlier chalcocite, attention must be 
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given to the remarkable ore shoots of the Blue vein fissures, of which 
the great ore bodies of the Jessie, Edith May, High Ore, Skyrme, and 
Blue veins are examples. It is a significant fact that many of the 
largest and most important rich chalcocite-enargite ore shoots in these 
veins do not extend upward to within from 500 to 800 ft. of the sur- 
face. (See Plate VI.) Not only do the copper minerals fail, but the 
common gangue minerals, quartz and pyrite, drop out, so that the ore 
shoots are capped by hundreds of feet of barren crushed granite and 
fault clay marking the plane of movement. In two instances, nota- 
bly in the Jessie and Blue veins, ore shoots reach the surface, but in 
these cases the upper 500 ft. of the shoots differ materially in mineral- 
ogical composition from the richer ores at greater depths. 

A study of the composition and structure of these remarkable ore 
shoots indicates that the minerals forming them have had a common 
origin. They are not connected or related in any manner with cross- 
fissuring or later faulting. A glance at Plate I. will be convincing 
on this point, that the Blue vein ore shoots do not occur at the inter- 
sections with older quartz-pyrite veins, but on the contrary, curiously 
enough, they are almost universally found in the intervals between 
the important older veins. A marked uniformity in alignment may 
be noted in the shoots in a northeast-southwest direction. No appa- 
rent relation exists between the Blue vein shoots and the later Steward 
faults; in fact, repeated observations of such intersections show beyond 
question that the ore shoots were in existence prior to the appearance 
of the Steward faults. It is next to impossible, however, if not entirely 
so, to determine what amounts, if any, of the minerals composing the 
Blue vein ore shoots were added at a period immediately following 
the appearance of the Steward fissures. Ore-bearing solutions tra- 
versing the Blue fissures, after the Steward faulting began, did not 
necessarily originate through the later fractures, nor did solutions 
passing along Steward fractures necessarily find their way into the 
Blue veins. In both cases the circulation was confined largely to 
irregular zones within the fissures themselves, which are now marked 
by the positions of the ore shoots. The intersections of Blue vein 
ore shoots rich in chalcocite by Steward fissures are numerous, and, 
from the evident lack of influence on the mineralogical character of 
the ore, the writer is led directly to the conclusion that chaleocite did 
exist in large quantites in the Blue vein prior to the Steward faults. 

Assuming for the moment that the above inference is the correct 
one, the difficulties met with in an attempt to ascribe a secondary 
origin to this early chalcocite are numerous and of vita] import. At 
the close of the Blue vein period (which period is assumed to be the 


VoL. XLVI.—7 


98 ORE DEPOSITS AT BUTTE, MONT. 


time elapsing between the beginning of Blue vein movements and the 
beginning of Steward faulting), it is fair to assume that the ground 
surface was much higher than at present, necessitating, therefore, a 
former extremely deep meteoric ground-water circulation to reach 
chaleocite ore bodies of the Blue veins now found more than 3,000 ft. 
from the surface. When one considers the rate of the downward 
invasion of the oxidized zone, it is almost inconceivable that down- 
seeping sulphate waters could have formed the extensive chalcocite 
ore bedies found at these depths. The time required would be enor- 
mous, and, furthermore, the fact must not be lost sight of that under 
conditions favorable for sooty chalcocite formations, as we know them, 
a very large part indeed, if not all, of the copper of the descending 
sulphate waters is deposited as secondary chaleocite before a maximum 
depth of 1,200 ft. below the zone of oxidation is reached. 

There is another important point inviting attention, relative to the 
probable condition of the underground circulation existing during the 
time of formation of the Blue vein ores and during subsequent periods 
extending to the present time. It is a self-evident fact that meteoric 
waters could not have descended to great depths along veins, faults, 
or fissures at a time when appreciable quantities of waters, pre- 
sumably deep-seated, were ascending through such channels. It is” 
a reasonable assumption, then, that no important downward moye- 
ment of meteoric waters took place in the Butte fissures until after 
the cessation of movement of the uprising solutions from which were 
deposited the primary ores. It is not unreasonable to believe that 
some surface waters did reach these channels of uprising waters at 
comparatively shallow depths, not, however, by direct descent along 
fissures through which deep-seated waters were ascending, but by a 
downward-lateral movement through neighboring fissures adjacent to 
the main trunk channels. As has been formerly pointed out, how- 
ever, the movement of cold surface waters through normal granite is 
scarcely appreciable, and it is therefore extremely improbable that 
such waters could have influenced chemically, physically or in any 
way whatsoever the action of the deep-seated waters as they moved 
upward through the fissures depositing minerals undoubtedly derived 
from deep-seated sources. The occurrence of undoubted primary 
ores, or quartz, pyrite, sphalerite, galena, and rhodocrosite, together 
with enargite, bornite, and chaleocite, in faults of the Steward system 
which are known to cut and displace chalcocite ore bodies in the 
Blue and older vein systems, is conclusive proof that ascending solu- 
tions depositing primary ore continued in action long after the forma- 
tion of the Blue vein chalcocite. It is probable that ascending waters 
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continued to traverse the Steward and older fissures for a considerable 
length of time after the primary Steward ores had formed ; in fact, it 
is not at all improbable that the alteration of the granite and deposi- 
tion of pyrite in the Rarus fault resulted from ascending waters. 

If an early circulatory system existed similar to that above assumed, 
it is difficult to understand how meteoric waters could have been active 
_enough to transport large quantities of mineral from the oxidized zone 
to great depths at any period prior to the complete cessation of the up- 
ward movement of the primary ore solution. The time of cessation 
must have been as late as the end of the ore-forming period of the 
Steward fault veins, and possibly as late as the Rarus fault, both of 
which are known to be later than much of the chaleocite of the Blue 
and Anaconda veins. 

The chalcocite of the deeper levels, or in a general way the massive 
_ chaleocite of all the veins, bears no definite relation to the present 
surface topography. This is in marked contrast to the occurrence of 
sooty chalcocite known to be of secondary origin. The tops or apices 
of many rich, massive, chaleocite ore bodies or shoots are found at 
depths ranging from 100 to 1,500 ft. from the surface. The size and 
richness of the ore body are in no way indicated by the depth of the 
zone of oxidation; in fact, many of the largest ore shoots of the fault 
veins are capped by from 500 to 800 ft. of barren crushed granite and 
fault clay having an oxidized zone of less than 25 ft. in vertical extent. 
_ In the quartz-pyrite veins of the Anaconda system where the develop- 
ment of secondary glance is greatest, there is an apparent close relation 
_ between the depth of oxidation and the quantity of sooty chalcocite 
found below. A deep zone of secondary chalcocite is certain to be 
found below a deep zone of oxidation, while a shallow zone of oxida- 
tion is accompanied by an unimportant development of sooty chalco- 
cite below. If a secondary origin is assumed for the chalcocite ore 
bodies whose tops or apices are separated from an extremely shallow 
oxidized zone by hundreds of feet of barren crushed granite, the 
question as to the source of the copper to form the chalcocite be- 
comes of vital interest. 

Where the ore shoots do not extend upward to the oxidized zone 
it does not appear possible that the source of the chalcocite could 
have been at a point higher than the top of the ore shoot, for there 
is no evidence, direct or otherwise, that copper-bearing mineral of 
any character ever existed in the eroded and oxidized portions of the 
vein. The marked absence, in the upper portions of many veins, of an 
adequate source of supply for the copper found at great depths in the 
form of chaleocite is a common feature of these ore deposits. This 
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is true not only of the fault veins, but in many of the veins of the 
Anaconda system. In the Tramway and Leonard mines, for example, 
immense chalcocite-enargite ore bodies from 50 to 200 ft. in thick- 
ness, belonging to the Anaconda vein system, have been developed 
between the 1,200 ft. and 2,000-ft. levels. From the 1,200-ft. level to 
the surface these ore bodies are represented only by small veins from 
2 to 6 ft. in thickness, carrying but small amounts of copper. Indeed, 
in many instances the identity of the vein is entirely lost as the higher 
levels are approached. In nearly every case the oxidized zone cap- 
ping the big ore bodies of this section is shallow, and even if it be 
assumed that hundreds of feet of vein have been eroded, such eroded 
portions represent a source entirely inadequate to account for the 
chaleocite found below. 

In the Shannon vein (belonging to the Anaconda system) of the 
West Colusa mine, the ore bodies of the upper levels were of tre- 
mendous size, particularly in the region immediately underlying the 
oxidized zone, where there occurred a big development of sooty 
chalcocite. It is significant that although the vein continued big and 
‘strong in depth, with every condition favorable for secondary enrich- 
ment, the vein became poor rapidly in depth, portions of it at the 
900-ft. level being too low grade to mine. Many other examples 
might be mentioned where old quartz-pyrite veins have been broken 
by later faults, and all conditions seem ideal for the formation of 
chalcocite ores in depth, but, other than the sooty glance enrichment, 
no notable addition of chaleocite has taken place. 

An interesting occurrence of chalcocite is found in the Mountain 
Chief ore shoot of the Jessie vein, belonging to the Blue fault system. 
Plate V., a longitudinal projection of the vein, has been prepared to 
show the forms and positions of the various ore shoots. As will be 
noted, the oxidized zone is extremely shallow, being not more than 
25 ft. deep at any point in the vein. The ore shoots have been opened 
by continuous workings from the surface to the 2,200-ft. level. 

There is a marked difference in mineralogical composition of these 
ore shoots between their upper and lower portions. The change is 
found to take place at a depth of from 500 to 800 ft. from the sur- 
face. Some of the shoots do not extend entirely to the oxidized 
zones. The line A—B is drawn to mark approximately the elevation 
at which the change takes place. Above A—B the ore is an intimate 
mixture of quartz, pyrite, and chalcopyrite, the latter mineral occur- 
ring in abundance. Sphalerite and rhodochrosite are also present 
in considerable amounts. In the Mountain Chief mine one shoot 
extends entirely to the surface, where it is oxidized to a rich ore com- 
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posed of cuprite and iron oxides, Immediately below these rich 
oxides there is but a slight development of secondary chalcocite, oc- 
curring as thin films coating the chalcopyrite and pyrite. At about 
- the line A—B, within a vertical distance of from 50 to 75 ft., there is 
almost a complete transitional change from chalcopyrite ore to an 
ore consisting of chalcocite, bornite, enargite,’pyrite, and quartz, with 
only small amounts of chalcopyrite. This character of mineralization 
has continued to the deepest levels yet opened, although there are 
some variations in the relative amounts of the minerals present. The 
development of chalcopyrite seems to take place only in the high 
levels or at the waning ends of the ore shoots, indicating possibly 
that under certain conditions it is a lower-temperature mineral than 
either enargite or chaleocite, assuming for the moment that all three 
are here of primary origin. 

In this particular example it is impossible to conceive of a surface 
water origin for the chalcocite lying below the chalcopyrite capping. 
There certainly is no apparent adequate source for the copper. Where 
the chalcopyrite ore suffers oxidation the larger part of the copper is 
held in the oxidized zone as an oxide or carbonate, and, even assum- 
ing that a part of the copper was carried downward, it is quite impos- 
sible for the writer to believe that it could have remained in solution 
while passing downward over the chaleopyrite-pyrite ore, to be later 
deposited as chalcocite from 800 to 2,200 ft. below the surface. 

As already stated, many of the Butte veins have but slight oxidized 
zones, accompanied by sooty chalcocite zones of small vertical extent 
separated by hundreds of feet of barren vein from the chalcocite ores 
below. In such instances it is impossible to trace any genetic relation 
between the meteoric water circulation and the chalcocite commonly 
occurring at depths greater than 1,000 ft. Where, however, as in the 
case of most of the quartz-pyrite veins of the Anaconda system, an 
important chalcocitization zone exists associated with massive chalco- 
cite ores, and is underlain at greater depths by large quantities of chal- 
ecocite not associated with sooty chalcocite, it is, perhaps, reasonable 
upon first thought to suppose that all the chalcocite of both higher 
and lower levels has had a common origin. The early prominence of 
the copper veins of this class has been largely responsible for the 
former general belief in a secondary origin for the chalcocite in the 
Butte veins. 

The changes which occur in the oxidized zone of the old copper- 
bearing quartz-pyrite veins in Butte are due to processes which act 
slowly. The invasion of the oxidized zone downward into the sul- 
phides took place at an extremely slow rate, and in view of this fact it 
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must be admitted that the sulphate solutions originating at the sharp 
contact between the oxides and sulphides were extremely dilute. The 
chemicals added to these downward-seeping surface waters through 
the oxidation of the sulphides are chiefly copper and iron sulphates, 
and possibly small amounts of free sulphuric acid. These cold surface 
waters, after taking up their burden at the oxide-sulphide contact, 
pass immediately downward along the vein, or partly through country 
rock, moving more or less constantly in direct contact with the pyrite 
and other vein sulphides. As is well known, the reaction between 
the sulphides and sulphate waters results in the formation of sooty 
chalcocite as a direct replacement of the sulphide attacked. These 
sulphate waters also attack the altered granite, resulting in greater 
porosity and in the formation of abundant kaolin. There is also a 
chalcocitization of the disseminated pyrite so common in the altered 
granite. In meeting already existing ground-waters below, a large 
proportion of which, although of meteoric origin, did not take copper 
into solution on their downward journey, the descending waters along 
the veins must become more and more dilute and certainly less active 
chemically as greater depths are reached. As a matter of fact, actual 
comparisons of the veins and granite of the upper and lower mine 
levels show conclusively that the downward-seeping waters actually 
become weak and inactive at not great depths below the surface, and 
it was due to this fact, in part at least, that C. T. Kirk was able to 
differentiate so clearly between the chloritic, sericitic, and kaolinitic 
alteration phases in the Butte granite. 

It is extremely important to understand clearly this feature, be- 
cause, apparently much more vigorous chemical processes have been 
active in the formation of the massive chalcocite of the deeper levels 
than were necessary for the formation of the secondary chalcocite of 
the higher levels. In the sooty chalcocite zone only sulphides are 
attacked and replaced by the chaleocite, while at greater depths mas- 
sive chalcocite alone, or intimate mixtures of chalcocite, pyrite, born- 
ite, and enargite, directly replace altered granite in quantities within 
and along the fault veins and veins of the oldest system. The writer 
believes that such replacements could not have been effected by dilute 
meteoric waters, which, in the act of reaching great depths, not only 
became extremely dilute and of doubtful activity, but they have been 
deprived wholly or in part of their copper in the regions of sooty 
chalcocite formation. 

The observed facts which have led primarily to the belief that the 
chalcocite of the Butte copper deposit is of secondary origin may be 
briefly stated as follows: 
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1. The chalcocite is often of a later age than the vein minerals with 
which it is associated. 

2. In some instances the proportionate amounts of chalcocite in the 
veins have decreased rapidly with depth. 

3. It has been abundantly proved at Ducktown, Morenci, Bingham, 
and in many other instances, that under cértain conditions chaleocite 
is a product of descending sulphate waters. 

4. The depth of the chalcocite enrichment in many of the Butte 
veins bears a definite relation to the depth of the zone of oxidation in 
the respective veins. 

In an endeavor to solve the problem of the chalcocite formation, 
some investigations have been made. H. V. Winchell succeeded in 
producing artificially, under normal conditions of temperature and 
pressure, chalcocite identical in chemical composition and physical 
character with the sooty chalcocite of the Butte veins. His experi- 
ments seem to prove conclusively that the formation of secondary 
chalcocite is easily possible under the conditions of temperature and 
pressure found in the upper levels of the Butte mines. Similar 
conclusions have been reached by Stokes and others in the laborato- 
ries of the U. 8. Geological Survey. 

Perhaps the most elaborate investigation of this subject was under- 
taken by Charles T. Kirk’® who made careful chemical and petro- 
graphic analyses of the altered granite occurring in and along the 
Butte copper veins. He found that during the vein-forming processes 
the granite suffered great changes in chemical and physical character. 
These changes took place more or less gradually. He separated them 
into three general alteration phases, namely: (1) the chloritic phase, 
which marks the earliest stage of alteration ; (2) the sericitic phase, 
marked by the development of great quantities of sericite through the 
further action of heated waters in (1); and (8) the kaolinitic phase, a 
change from the sericitic phase brought about through the action of 
descending sulphate waters or sericitized granite. 

Phases (1) and (2), therefore, result from the action of deep-seated 
ascending waters; (3) is effected by the action of descending cold me- 
teoric waters on phases (1) and (2). With these three alteration 
phases Kirk links certain generalized groups of minerals. He believes 
the early quartz-pyrite ores began to form with the early chloritic 
phases; that the copper mineralization during this and the succeeding 
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sericitic stage was principally enargite, bornite, and chalcopyrite ; and 
lastly, that the chalcocite formation belongs entirely to the third or 
kaolinitic phase. He holds that kaolinite is wholly a product of cold 
meteoric water action and therefore the presence of it in deep levels in- 
dicates the presence of waters of meteoric origin. Many geologists, 
notably Gregory, dissent from this view and hold to the opinion that 
kaolinite may also be a product of ascending water alteration. 

It is to be regretted that Kirk did not give a series of direct com- 
parisons between samples of altered granite taken both from the sooty 
chalcocite zone and the deep levels. Certainly there is much yet to 
be learned concerning the relation between the altered granite and 
chalcocite formation. Even assuming for the moment that mete- 
oric waters have sunk to great depth in the Butte veins, accompanied 
by the formation of kaolinite at all levels, it does not necessarily fol- 
low that the chalcocite was deposited from such descending waters. 
It cannot be doubted that the sulphate waters descended to depths 
greater than the lower limit of the sooty chalcocite zone, but it is evi- 
dent that while the chemical effect of these waters upon the granite 
at greater depths may have been of the same general nature as in 
higher levels, that is, kaolinization, the chemical action toward cop- 
per mineralization was entirely different. The chalcocite of deeper 
levels is not necessarily a replacement of a sulphide mineral as in the 
upper levels. Since the replacement of the pyrite by chalcocite in the 
higher zones is accompanied by the formation of ferrous sulphate, 
the descending waters passing below the sooty chalcocite zone still 
retain an abundance of dissolved iron sulphates and possibly sul- 
phuric acid to act on the seriticized granite, forming kaolin, as 
in the higher levels, butit is more than probable that the descending 
waters were entirely robbed of copper in the secondary chalcocite 
zone. The small amount of kaolinite present in the deeper levels 
as compared with the great abundance in the oxidized and sooty 
chalcocite zones indicates less activity, due either to dilution or to 
change in chemical composition of the solution. 

From these considerations it is readily seen that the association of 
chalcocite with minor amounts of kaolin below the chaleocitization 
zone does not necessarily imply that both have resulted from the 
same solutions. The descending sulphate waters may still continue 
to form kaolin in regions of primary chalcocite after having deposited 
all of the copper burden in the region immediately below the zone of 
oxidation. It may not be difficult to understand meteoric waters 
reaching to unusual depths in the Butte veins, but the writer seri- 
_ ously doubts that such waters could retain copper in appreciable 
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quantities after moving downward for hundreds of feet in direct 
contact with newly formed chalcocite and an abundance of pyrite. 
It is unfortunate that most of the granite samples used by Kirk in 
his investigations were collected from the Pittsmont vein, for the 
reason that this property is peculiarly situated with respect to the 
general topography of the district, and it is also in close proximity to 
_the Continental fault, a fracture of comparatively recent occurrence. 
The effect of this fault upon the water level and oxidized zone may 
be readily understood by reference to Plate IV. It will be seen that 
the immediate effect has been to drop the former erosional surface 
and oxidized zone to a depth considerably below their former posi- 
tions. The collar of the Pittsmont shaft at the present ground sur- 
face is about 400 ft. above the old erosional surface. In the mine 
workings the oxidized zone is from 250 to 800 ft. thick, measured 
downward from the former surface, and the sooty chalcocite belt is 
known to extend at least 500 ft. deeper. Summing up these figures, 
the result is reached that the deepest general working level of this 
mine (the 1,200 ft.) is not more than 600 ft. below the zone of oxida- 
tion, or, as a matter of fact, scarcely below the zone of sooty chalco- 
cite. When it is remembered that in the Mountain View mine the 
sooty chalcocite zone is from 800 to 1,200 ft. thick, one is forced to 
the conclusion that Kirk’s samples do not represent conditions far 
removed from the direct influence of copper-bearing surface waters. 
The results of his work are extremely interesting and of value, espe- 
cially his investigations concerning the alteration of the granite, but 
_ in the opinion of the writer he has erred in attempting to apply his 
method of reasoning to the chalcocite of deep ore bodies of the Butte 
veins with which he is evidently unfamiliar. His results are valuable 
inasmuch as they further corroborate and establish, from a new point 
of attack, the conclusions already reached by others that the sooty 
chalcocite, and massive chalcocite to a limited extent, of the Butte 
deposits, have resulted from the work of downward-seeping sulphate 
waters whose copper was derived from the oxidized zone. 

W. H. Weed” has set forth some facts which, in his opinion, tend 
to prove the secondary origin of the Butte chalcocite. He observes 
generally that the old quartz-pyrite veins were originally of very low 
grade and they became commercially valuable through the later addi- 
tion of enargite, bornite, chalcocite, and other copper minerals. He 
believes that this copper mineralization followed various periods of 
faulting, the enargite and bornite being the first to appear, probably 
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contemporaneous in a general way with the Blue and Steward fault 
system. Chalcocite, which forms the bonanza ores of the district, 1s 
thought by him to have been almost entirely a product of descending 
sulphide enrichment processes, acting at great depths, however, only 
where the older quartz-pyrite veins were crackled and broken by 
faults, thus permitting a ready passage for the downward-seeping 
waters. He cites many examples of such intersections of faults and 
older veins in support of this view, and maintains that the old quartz- 
pyrite veins are workable only where thus fractured. 

The writer’s own observations do not confirm Weed’s conclusions 
as above outlined. Actual examination of a great many intersec- 
tions of old quartz-pyrite veins by later faults has shown conclu- 
sively that as a general proposition the east-west veins are no richer 
at or near intersections with Blue vein faults than at other points 
along the vein except in cases where the fault vein ore shoots cross 
the older vein. It is extremely difficult to form even an approximate 
idea as to the extent of primary enrichment in the older veins due to 
the late faults of the Steward system. Mineralization processes were 
active in the early veins prior and subsequent to the Blue vein period, 
so that it is impossible to determine, in the absence of any charac- 
teristic minerals, what influence was exerted by the later faults upon 
the older veins. As might be expected, the fault vein intersections 
are usually accompanied by a breaking and shattering of both the 
older vein and the country rock in the immediate vicinity, thus de- 
veloping favorable factors tending to greatly influence ore deposition 
at such points. In any case, where a chalcocite enrichment of a vein 
of the Anaconda system is shown to have resulted from the influence 
of an intersecting fissure of the Blue or Steward system there remains 
the strong probability that such enrichment is due to primary waters, 
if, as believed by the writer, the primary chalcocite was deposited in 
great quantities, after the appearance of these faults, not only within 
the faults themselves, but in the fractured older veins. 


Discussion. 

L, OC. Graton, Cambridge, Mass.:—It has been my privilege to 
read with some care Mr. Sales’s paper, and I feel it a sense of duty 
and a pleasure to discuss it briefly. After two months spent under- 
ground in the Butte mines by my associates—Messrs. Augustus 
Locke, A. M. Bateman, and E, H. Perry—and myself, it seems only 
fair to record our appreciation of the almost baffling structural com- 
plexity of the Butte veins, of the remarkable accuracy with which 
their mechanical details have been worked out, and of the unusually 
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effective and intelligent use of geologic conceptions in interpreting 
their subtler characters and significance. During this period, under 
the courteous and helpful guidance of either Mr. Sales, the members 
of his staff, or the geologists of other companies, we have been 
afforded opportunity to test many of the conclusions embodied in the 
present paper, and it is but just to state that as our observations have 
accumulated sufficiently the great majority of these conclusions have 
received unquestioned confirmation in our minds. 

The pleasure consists in realization that the science of mining 
geology, to which so many of us have devoted ourselves, actually 
embraces the possibilities that this paper exhibits. The science of 
geology has been favored by many brilliant contributions of general 
nature, and by a smaller number of studies remarkable because of 
their detail and precision. I know, however, of no other piece of 
work like this, which, including Mr. Winchell’s administration, vir- 
tually represents the combined results of over 15 years of work by a 
staff of trained geologists in a district which measures not much 
more from end to end than it now does from top to bottom. That 
this concentration of effort and observation has been required, and 
that it has been repaid by the results attained, are plentifully 
evident in Mr. Sales’s paper. If one were inclined to doubt this after 
perusal of the text, surely he would be convinced by the maps and 
sections, several of which, I venture to say, are unapproached in de- 
tail and accuracy by anything attempted before. 

Among the features of more general geologic significance men- 
tioned by Mr. Sales that we have had opportunity to confirm to our 
own satisfaction may be noted the peculiar character of the Mountain 
View fault breccia; the essential unity of the period of primary 
mineralization in the district, regardless of the trend or age of the 
fractures; and the rudely concentric zoning exhibited both by in- 
tensity of alteration and by character of ore minerals deposited. 

The subject upon which Mr. Sales places most emphasis, viz., the 
origin of the deep-level chalcocite, is one that possesses far more than 
ordinary interest for the four of us who are beginning here a country- 
wide study of secondary enrichment of copper deposits. I may say 
that Mr. Sales and I are not wholly in accord regarding some fea- 
tures of chalcocite occurrence and significance at Butte, but as my 
own views are not fully shared by my associates, it would seem the 
better part of valor to postpone any statement upon this subject until 
more thorough study can be given to it. That this problem is @X- 
tremely complex will probably be admitted by all acquainted with it. 
In any event, after microscopic study of nearly a thousand specimens 
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of Butte ores, we are fully agreed with Mr. Sales that there are great 
quantities of original or primary chalcocite in these ores, and that 
several other rich copper minerals so plentiful here, notably enargite 
and bornite, are predominantly primary and not due in any important 
degree to influences active at or near the surface. 

It appears, therefore, as pointed out elsewhere,” that the history of 
this greatest of the world’s copper camps is not soon to be ingloriously 
terminated by a giving out of downward enrichment, but instead that, 
regardless of whatever alterations may have affected the deeper ores 
now known, profitable mining will probably be able to continue as 
far as the physical limitations of depth and vagaries of primary ore 
deposition will permit. ; 

One might have wished that Mr. Sales-had not confined himself so 
strictly to Butte. Comparisons in various respects with other mining 
districts might serve as tying-in points to those not fortunate enough 
to see this camp for themselves; and it would seem that the state- 
ment regarding genesis, particularly the nature of the depositing solu- 
tions, might have been strengthened if citations had been made to 
other mining regions for which similar ideas have been held. It is, 
however, a sufficient task to record the geology of a single district so 
complex as Butte, and those who would combat Mr. Sales’s hypo- 
theses should remember that these have been devised to accord with 
an enormous store of hard facts gathered through 13 years of close 
personal observation. I feel greatly indebted to Mr. Sales for his 
contribution. 


W. C. Rauston, San Francisco, Cal.:— When you speak of 
the acidity of the inclosing granite—that is, the primary granite— 
what is meant? Do you refer to the per cent. of acid present, and 
also how does the acidity of the altered granite adjoining the veins 
compare with the normal unaltered granite? To me the line of de- 
marcation would be rather indefinite, and this dividing line does not 
appear to be clearly defined. 


Mr, Saes :—* Acidity” when applied to rocks is a comparative 
term only and it refers to the relative amounts of silica present. The 
quartz-porphyry of Butte is more “acid ” than the granite because it 
contains 4 or 5 per cent. more silica. The silica content of the altered 
granite associated with the vein is a widely variable constituent. 
Sometimes it is more siliceous and often less siliceous than the un- 
altered granite, depending upon the degree of alteration and many 
other factors. In general terms, the line of demarcation between 
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altered and unaltered granite is well defined, though there may be a 
slow gradation between slightly altered and highly altered material. 


Mr. Ratston :—Is it a highly acid rock? 
Mr. Sates :—The Butte granite runs about 64 per cent. silica. 


Mr. Ratston :—Now, as to the altered granite, what percentage 
has it? 


Mr. Saves :—It is variable, sometimes higher, but often lower in 
silica than the normal rock. 


J. W. Ricuarps, South Bethlehem, Pa. :—May I call attention to 
the fact that where chemistry touches the field of geology a knowl- 
edge of physical chemistry will greatly aid the geologist in solving 
his questions. It is a great thing to have a thousand million dollars’ 
worth of copper, but to the real geologist there is more satisfaction 
in knowing how the copper got there. We are now possibly groping 
in the dark because of a lack of knowledge of the reactions of copper- 
bearing solutions under high pressures. I think that is one of the 
weak points of the paper, especially where it enters upon theory and 
speculation as to how the primary chalcocite was produced. I think 
we should go to the laboratory and get more experimental informa- 
tion as a preliminary and guide to our theory and speculation. 
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Applied Geology in the Butte Mines. 
BY FRANK A. LINFORTH, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


Tux object of this paper is to present a brief outline of the methods 
of geologic mapping employed in the Geological Department of the 
Anaconda Copper Mining Co., at Butte, and to show by means of a 
few typical examples the practical nature of the results obtained. 
The extremely complicated geological conditions early encountered 
in Butte mining led mine operators to realize the necessity of accu- 
rate detailed geologic mapping as an aid to successful development of 
the ore bodies. The organization of the Anaconda Geological 
Department was undertaken in 1900 by H. V. Winchell, who, in 
conjunction with D. W. Brunton, worked out the essential methods 
of procedure which are, in the main, followed at the present time. 
Since the year 1906 the geologic work has been under the direction 
of Reno H. Sales, and in some respects the scope of the work has 
been slightly enlarged. An excellent article describing the general 
equipment of the geological department was presented by D. W. 
Brunton at the British Columbia meeting of the Institute in 1905.1 
His idea, that data collected underground and recorded should be put 
to practical use and not remain a mere “inventory of the company’s 
underground possessions,” is the keynote to the success of applied 
geology in Butte. 

The geologic notes are taken as soon as possible after the ground 
is broken so that any mistake in the mining may be corrected at 
once, or any particularly advantageous procedure may be suggested 
before any useless work is done. Taking the notes underground is a 
comparatively simple matter, but a few necessary precautions may be 
pointed out. The essential to success is that the notes shall show 
exactly what geological facts are disclosed. The observer must dis- 
criminate carefully between important and unimportant exposures in 
making the record, especially as regards the relation between veins 
and stringers, between faults and minor slips, or between the charac- 
teristics of veins of different ages. A simple color scheme has been 
adopted for making this record. Red pencils are used to indicate 
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vein filling, which may be ore, barren pyrite, in fact any metallic 
minerals or quartz, and the record of the minerals present is found 
in the written notes, Blue coloring indicates evidence of faulting, 
either as the definite planes of movement or the crushed granite re- 
sulting from such movements: The sketches are always supplemenied 
with copious notes as to the dip and strike, character of mineraliza- 
tion, and condition of the surrounding granite. A loose-leaf system 
has been adopted for the notes, which allows keeping them in the 
form of a card index. The scale used for the notes is 40 ft. to the 
inch, although 20 ft. to the inch is found to be a better scale in places 
where the detail is especially complicated. 

In the office the principal working maps are drawn to a scale of 40 
ft. to the inch. They are prepared on tracing cloth, one level to a 
sheet, and made to register perfectly with each other. The notes are 
platted on these sheets as soon as the surveys are posted, and the 
same color scheme is used as that for the original notes. After each 
platting, these maps are studied in conjunction with all the recorded 
data of that particular vicinity, and ideas for future development or 
for alterations of the present plan suggest themselves. The details 
studied on these maps, which often lead to useful suggestions under- 
ground, are such matters as the position of a block of drag ore at the 
intersection of a fault and a vein; the sudden change in the character 
of a vein; the.relation of dip and strike of a vein to those of a fault 
cutting it, and the correlation of faults, veins, and ore shoots from 
level to level. 

A set of maps drawn to a scale of 100 ft. to the inch is also main- 
tained in the office for each mine. This scale makes it possible to 
show a whole mine level on one sheet without having it inconven- 
iently large, and many useful correlations of faults and veins in widely 
separated parts of the same mine are made with this set. All the 
details consistent with the smaller scale are platted on these maps, 

although the written notes are usually not transferred from the larger 
| working maps. Each mine foreman and superintendent is provided 
with a copy of the 100-scale geologic maps of his mine and has them 
posted from the office set at regular intervals. | 
_ Next in importance are the vertical cross-sections, of which Fig. 1 
is typical. They are made on a scale of 100 ft. to the inch and are 
taken at various intervals along lines depending on the strike of the 
veins to be studied. Since the veins and faults in this district pre- 
‘gent such a variety of strikes, it is obvious that no cross section can 
‘be prepared which will cut all of them at right angles. Therefore, 
the true dip for a vein whose line of strike meets the plane of the 
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section at an acute angle cannot be used directly in making that sec- 
tion. In order that the geological relations on the section may be 
kept geometrically correct there is a convenient instrument in use 
which automatically reduces the true dip and angle of intersection to 
the angle of dip which must be platted. Vertical sections have fre- 
quently been instrumental in clearing up, complicated geological 
structure, and many savings and discoveries have been made by 
studying them. 

There is also maintained in the office a set of 200-scale tracings 
covering the entire district. Only the principal geologic features ap- 
pear on them, but the proper relative importance of the veins and 
faults is maintained. This set of maps is particularly useful in cor- 
relating and identifying veins in widely separated mines. 

Before presenting examples of a few of the typical discoveries made 
through the aid of geologic maps and sections, some of the numerous 
minor uses of geologic information should be pointed out. 

In laying out a certain drain tunnel on one of the lower levels 
where only limited development work had been done, it was found 
that the Bell fault would be encountered somewhere between the 
points to be connected. It was further noticed that the drain tunnel 
would meet the fault planes at an acute angle, and, since the fault 
zone is 75 ft. wide, the tunnel would have to lie within it for a dis- 
tance of 320 ft. It was therefore decided to run the tunnel to a 
point as near as possible to the Bell fault without cutting it, then to 
cross-cut the fault at right angles and continue the work in the foot- 
wall of the fault. The problem for the Geological Department, then, 
was to locate the fault on this partly developed level as nearly as possi- 
ble, and to turn the tunnel in accordance with the determined posi- 
tion. Several cross-sections and projections were made from the 
known positions of the fault, and these checked fairly well for the 
desired position. When the course of the tunnel was finally turned, 
the Bell fault was cut at right angles only 15 ft. from the turn. This 
work will result in a minimum cost of timbering and maintenance of 
this drain tunnel. 

The pump stations in Butte are exceptionally large underground 
excavations, and it is desirable to locate them in ground which is as 
free as possible from faults and fault veins. The Geological Depart- 
ment has been called upon to make examinations for this purpose, 
and in one case it was found advantageous to change the location of 
one of these pump stations. The position originally selected for it 
would have been crossed by certain faults and much difficulty would 
have been met both in the excavation and in future maintenance. 

VOL. XLVI.—8 
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Where a raise was designed to connect two levels, it has frequently 
been possible to select a starting point such that the raise would be 
continuous in ore, whereas in any other position it would have to 
cross a fault before reaching the level above. In the West Gray 
Rock mine, it was estimated by projections that the faulted segment 
of a certain vein between two faults would only be a few feet in 
length on the 800-ft. level. The development work at the time was 
limited on this level, and the calculations had to be made from posi- 
tions known on the i,000-ft. level, where the faulted segment was 
considerably longer. In order to make the raise in ore continuously 
from the 1,000- to the 800-ft. level, it had to be placed in accordance 
with these calculations. The result was entirely successful, and the 
raise through this wedge-shaped block of ore reached the 800-it. 
level at its very apex. 

In another case, the geologic cross-sections and plans showed 
that the La Plata fault was nearly parallel in strike to an east-and- 
west vein. The dip of the vein, however, was steeper than that of 
the fault, so that in the stopes the fault generally encroached upon 
the work and presented all the appearance of a hanging-wall of the 
vein. The stope became narrower and the operators considered it a 
pinched place in the vein. The stope would probably never have 
reached the level above if the geologic conditions had not been un- 
derstood. When the ore was finally cut off raises were continued 
from the top of the stope, but designed to cross through the fault and 
to make the fault a foot-wall rather than a hanging-wall. By this 
means, the ore above the fault was encountered at its lowest point and 
the stope continued to the level above. This procedure underground 
was suggested by studying that portion of the section, Fig. 1, which 
shows the La Plata fault and the Gray Rock east-and-west vein be- 
tween the 1,200- and the 1,300-ft. levels. Fig. 1 is a cross-section 
through the West Gray Rock mine, and is typical of the 100-scale 
sets of sections carried for all the mines. 

An important discovery made through a somewhat different agency 
is represented in Fig. 2. The main drawing is a portion of the 40-ft. 
scale map of the 1,800-ft. level of the Mountain Con mine, and the 
small sketch is a reproduction of the 20-ft. scale notes upon which 
information the discovery was made. It will be seen that without 
any geologic notes the drift No. 1824 would appear to be a drift on 
a continuous vein, and in fact it was stoped as sueh. The notes, 
however, displayed a significant difference in eharacter between the 
westerly end, from which the work progressed, and the easterly end. 
The notation on the map indicates this difference. The westerly 
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portion exhibited the character of a quartz-pyrite vein, which it was 
known to be, but as the drifting continued the exposures were char- 
acteristic of the northwest fault vein system, notwithstanding the 
apparent continuity of the vein. This led to an investigation of the 
stope and the small sketch here reproduced was made. It showed 
these differences clearly to the geologist, and also the departure from 
the stope of the clay portions of the fault. Accordingly, the cross- 
cut No. 1869 was run, and it encountered the faulted portion of the 
quartz-pyrite vein now being mined in drift No. 1828. As this drift 
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was advanced westerly it intersected the fault vein as shown, and 
proved the correctness of the theory. After this discovery, the 
development of several other levels became merely a matter of 
rojection. 
: Fig. 3 represents a portion of the 40-{t. scale maps of the 1,100- 
and 1,200-ft. levels of the West Gray Rock mine. It will be seen 
that the south-dipping east-and-west vein on the 1,100-ft, level lies 
north of the north-dipping Corra fault, while on the 1,200-it. level 
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these positions are reversed. The cross-sections clearly showed a 
displacement of the vein by the fault. The ore above the 1,100-ft. 
level was stoped to the 1,000 continuously in good ore and a stope 
was being worked above the 1,200, but, as shown on the maps, this 
stope could not reach the 1,100 on account of the fault. The ore on 
the 1,100 did not come down to the 1,200, for the same reason. The 
small section A—A shows these relations. It was therefore required 
to determine a point on the 1,200 from which a vertical raise could 
be run to intersect the vein as nearly as possible at its line of inter- 
section with the fault. In other words, a vertical raise was to be so 
located as to reach the very bottom of the ore below the 1,100. A 
large-scale cross-section was drawn, making due allowance for the 
drag ore near the fault, and a course was given to the surveyor for 
the lateral drift No. 1218 in accordance with this section. The raise 
was to have one offset from the sill and to be vertical. The result of 
the work is shown in the small section in Fig. 3. Practically the 
bottom of the ore was encountered in this raise. 

In Fig. 4 there is reproduced a portion of the 100-ft. scale maps of 
three levels of the High Ore mine, also a portion of the 40-ft. scale 
notes which led to the proper development of these levels. The map 
marked 300 Modoc shows a wide vein of good ore known as the 
Modoc vein. It was supposed that the entire drift was on this vein 
until the geologic notes showed that such was not the case. The 
portion near the shaft was barren; and the dip shown there was 
opposite to that at the east end. Bands of fault clay passed out of 
the drift as shown in the notes. It was decided that there were two 
veins exposed in this drift. At this time the drift on the level below 
(700 High Ore, see Fig. 4) had been abandoned at the point C. By 
carefully projecting the Modoc vein with its south dip from the 300 
Modoe and also the other vein which is called the Edith May with 
its north dip, it was found that the line of intersection of these two 
veins would cross the level of the 700 High Ore at a point beyond 
the face of the old drift. Drifting was therefore continued in order 
to reach this determined point, and a certain amount of the north 
wall of the Edith May vein was broken so as to see the ground north 
of it. Within a few feet of the predicted intersection the Modoc vein 
was found and was stoped continuously to the level above. The next 
move naturally was to get the faulted portion south of the Edith May 
vein, which was accomplished as shown on the map. This informa- 
tion could now be extended to the next level below. The develop- 
ment work on the 900 High Ore had only reached the point Dd, 
Fig. 4, but the line of intersection of the Modoc vein and the Edith 
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May vein was now well known on two levels and in the stopes, so it 
could be carried to the 900 with considerable accuracy. The under- 
ground work was therefore continued on the 900 with this point in 
view, and the map shows the accuracy with which the intersection 


was located. Nearly all of the ore thus developed on these three 
levels has been stoped. ' 


SCALE OF FEET 


Fic. 5.—Portion oF 1,400-rt. Levent, Mountain ViEw MINE. 


In Fig. 5 is shown a portion of the 100-ft. scale map of the 1,400 
level of the Mountain View mine. In order to understand the geo- 
logic work done in this case, the reader’s attention must be called 
to drifts Nos. 1429 and 1447. The remaining numbered drifts 
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had not been run until the ore in them was discovered through the 
application of geologic knowledge of the conditions. The veins dis- 
closed in these first drifts were considered to be faulted segments of 
the same vein. Later, however, in correlating with other parts of 
the mine, the Middle Fault (see Fig. 5) was identified, but the direc- 
tion of the throw on this fault was known to be to the left instead of 
to the right, as the former interpretation would require. Therefore, 
the drift No. 1447 must contain the faulted portion of a vein lying 
north of No. 1429, and further, the faulted segment of No. 1429 must 
lie south of No. 1447. The map shows that this reasoning was cor- 
rect, as the missing portions of the vein were found in drifts Nos. 
1406 and 1410, respectively. The next step was to reach the south 
vein above the Rarus Fault (see Fig. 5), which was done in drift No. 
1457. Thus everything was accounted for, and three valuable ore 
bodies were won. 

The examples of geologic work given above are typical of the work 
carried on in the Butte mines, although many more might be cited. 
Of course, all of the suggestions made by the Geological Department 
do not result in the discovery of ore bodies, but a failure to find the 
vein predicted is unusual. When the underground work reaches a 
vein as predicted, but cuts it in a barren place, calculations on the 
pitch of the ore shoot in the plane of the vein are made, and the 
downward extensions of such shoots have been located. 

Graphic determinations of the direction and amount of movement 
in the planes of the principal faults have been made, and the knowl- 
edge of these displacements, both vertically and horizontally, is very 
helpful in locating faulted veins, or identifying faulted segments of 
veins. It has been recognized that the amount of horizontal dis- 
placement of several veins by any particular fault may vary consider- 
ably, and this variation has been studied graphically. The relation 
between the amount of horizontal displacement, on one hand, to the 
dips of the fault and vein and the angle between their strikes, on the 
other hand, has been studied, and has resulted in useful deductions. 
In order to show the variety of horizontal displacements possible on 
one fault, owing to differences in angles of dip and angles of intersec- 
tion, Fig. 6 has been prepared. The four diagrams represent the 
four possible cases, namely : 

A. Dip of fault steeper than dip of vein, but in opposite direction. 

B. Dip of fault flatter than dip of vein, but in Opposite direction. | 

C. Dip of fault flatter than dip of vein, but in same direction. 

D. Dip of fault steeper than dip of vein, but in same direction. 

In all cases a normal downward displacement of 100 ft. is assumed 
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Fic. 6.—HorizonTaL DISPLACEMENT OF VEINS BY FAULTING. 
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and the veins meet the fault at angles of from 10° to 90°. The va- 
rious directions and amounts of horizontal displacement are shown. 
In one case it will be seen that the horizontal throw increases positively 
in direction to a maximum, and then becomes negative. The angle 
of intersection of the vein with the fault that gives the turning point 
is called the critical angle, and a means of determining it graphically 
for any set of dips has been devised. It must be understood, how- 
ever, that these graphical determinations have their limitations and 
must be applied accordingly. 

Although this paper has dealt largely with problems related to 
structural matters in the Butte district, much attention is given to 
the study of the complicated mineralogical and chemical problems 
involved, but they fall beyond the scope of this paper. 


Discussion. 

B. H. Duysuez, Butte, Mont.:—I merely want to testify to the 
value of the Geological Department so far as the Anaconda Copper 
Mining Co. is concerned. The information that the mining men get 
from the Geological Department is exceedingly valuable. Many 
times in mining underground we come to a question that is obscure; 
we don’t know exactly where we are or what to do. Instead of going 
at it blindly and perhaps wasting time and money searching for the 
continuation of the vein, we merely go to the Geological Department, 
and the geologists come to our assistance, and almost every time their 
conclusions are correct ; the work they do is intelligent, and again I 
want to testify to the value of the accurate maps of the veins and 
fault systems as worked out by our Geological Department. 
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Mineral Associations at Butte, Mont. 


BY D. C. BARD AND M. H. GIDEL, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


THESE notes are based on the megascopic study of a suite of 2,400 


specimens of minerals and ores from the Butte mines, combined with 
field observations at intervals over a period of several years. 

The estimate of average vein composition is based on field acquaint- 
ance with the veins. It is probably correct in its broader proportions, 
and should be of use for comparison. 


Chemical and Mineral Composition of Unoxidized Vein Matter. 
Per Cent. 


Oxygen, . . - 48.00—Quartz, rhodonite, rhodochrosite, sericite, kaolinite, barite, 
calcite, and hiibnerite. 

DUNCOl et kee oe 36.00—Quartz, rhodonite, sericite, kaolinite, and willemite (very 
rare). 

Siiofcids i Sapa 5.00—Sulphides of iron, zinc, copper, lead, and sulphates of 
barium and rarely calcium. 

Iron, 5.00—Ferric sulphides (pyrite, bornite, chalcopyrite), also in 
sphalerite, tetrahedrite, and rarely hematite and siderite. 

Manganese, 2.00—Rhodonite, rhodochrosite, and hiibnerite. 

Zine, 1.00—Sphalerite, very rare wurtzite and willemite, and tetra- 
hedrite and tennantite. 

Carbon, 0.50—Rhodochrosite and calcite. 

Copper, 0.75—Cuprous (+) and cupric (—) sulphides. 

Aluminum, 0.50—Sericite and kaolinite. 

Hydrogen, 0.50—Water, sericite, and kaolinite. 

Potassium,. . 0.20—Sericite. 

ean sul 0.20—Galena. 

PATSENIG;, 2 6 5 5) s 0.10—Tennantite and enargite. 

Barium, . 0.10—Barite. 

Calcium, 0.10—Fluorite, calcite, and rare gypsum. 

Antimony, .- . 0.02—Tetrahedrite, famatinite, and silver sulphantimonites. 

Fluorine, ....- . 0.05—Fluorite. 

WG “cl Gee ec ) —Argentite, and sulphantimonites. 

Tungsten, . .- - | —Hiibnerite. 

Phosphorus, . . . —Wavellite. 

Bismuth, . 0.05—Sulphide (?) 

Tellurium, : —Telluride (?) 

Selenium, ... . | —Selenide (?) 

Cadmium sesso —Sulphide (?) 

Gold oases 2s > J —Native and telluride (?) 
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The area considered in these notes is limited by the Blue Bird mine 
on the west, Walkerville on the north, the Pittsmont mine on the 
east, and Silver Bow creek on the south. 

Only such minerals are considered here as are thought to have 
some bearing on the genesis of the ore deposits. The oxidized zone 
minerals are in general omitted. 


Mineral Composition in Relation to Chemical Elements in the Vein 
Matter. 


Tron is deposited entirely as ferric sulphides. 

Manganese is deposited as carbonate and silicate, rather than as a 
sulphide, possibly because of insufficient sulphur to satisfy all the 
bases. 

Zine is deposited solely as splalerite except very rarely for some wil- 
lemite. The absence of appreciable willemite suggests sufficient 
sulphur to satisfy the zinc. Wurtzite has been found in the upper 
levels of the Gagnon mine. 

Copper is usually deposited as a cuprous compound, rarely as the 
cupric covellite. 

Arsenic is deposited solely as the sulpharsenate, enargite, and the 
sulpharsenite, tennantite. Arsenopyrite is absent, suggesting a 
stronger affinity of the arsenic for copper than for iron. Also simple 
arsenic sulphides are absent, suggesting that in the presence of excess 
of copper only the sulpharsenic compounds are formed. Arsenates 
are lacking in the oxidized zone. 

Aluminum occurs in sericite and kaolinite, which formed in place 
from the feldspars of the granite walls. The alteration of the feld- 
spars to sericite freed an excess of silica, which occurs as quartz dis- 
seminated through the sericite in addition to that originally indige- 
nous to the granite. Rarely, aluminum has been deposited along 
fractures in the vein matter as wavellite. 

Water in the vein minerals is in very little if any greater quantity 
than that in the original granite. 

Lead is found only as galena, the sulpho-salts of lead being absent. 

Calcium oceurs as fluorite, apparently being one of the earlier, high- 
temperature minerals. Gypsum rarely occurs in delicate crystals in 
vugs. Calcite is not common. 

Antimony occurs in the sulphantimonites of copper and silver— 
never as stibnite. 

Tungsten is found solely in hiibnerite, usually in vugs. 

Bismuth, tellurium, and selenium have been noted in the smelting 
operations, but have not been recognized in minerals. One specimen 
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of argentiferous chalcocite from the Gagnon mine assayed 0.5 per cent. 
of bismuth. 
Source of the Vein Materials. 

Most of the vein minerals contain elements foreign to the granite 
country rock, at least in the concentrated form found in the veins. 
Exceptions to this statement are the sericite and kaolinite which could 
result from the alteration of the granite in place; and the wavellite 
which is locally concentrated, but no greater in total amount than could 
be supplied by the phosphorus in the apatite of the granite. The 
original granite contained more than sufficient calcium and barium in 
feldspars to satisfy the fluorite, calcite, gypsum, and barite of the veins. 

Likewise, the wall rock could and probably did furnish 50 per cent. 
of the quartz of the veins. Also there is sufficient iron in the original 
granite to satisfy the average iron content of the veins, although the 
iron was subjected to concentration and alteration to the ferric condi- 
tion. It should be noted, however, that our estimate of average iron 
content may be too low. 

The elements which were foreign to the granite wall rock in any 
such amounts as are found in the veins are: Silicon, sulphur, man- 
ganese, zinc, carbon, copper, arsenic, lead, antimony, silver, tungsten, 
bismuth, selenium, tellurium, cadmium, and gold. To this list should 
be added oxygen, although there is nearly the same amount of oxygen 
in the granite as in the veins. 

The elements which are found in the veins in no greater quantity 
than in the original granite are: Iron, aluminum, hydrogen, potas- 
sium, barium, calcium, fluorine, and phosphorus. | 

The elements which are found in greater quantity in the granite 
than in the veins, and which therefore have been in part or entirely 
removed by the vein-forming processes, are, in order of amount: 
Aluminum, calcium, sodium, magnesium, potassium, phosphorus, and 
titanium. 

Observed Paragenesis of the Vein Minerals. 

Quartz is found in all relations to the other minerals, being depos- 
ited throughout the mineralizing period. The only exceptions are 
that no quartz has been observed later than calcite or wavellite. 

Fluorite was among the first minerals formed. Itis earlier than rho- 
dochrosite and sphalerite. But that it was forming over some length 
of time is shown by its occurrence in the east-west veins and in the 
later northwest-southeast veins. 

Another early vein mineral is hiibnerite. It occurs usually in vugs 
or in porous parts of the veins, associated with quartz. Itis sometimes 
replaced by pyrite, chalcopyrite, and enargite. 
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Molybdenite is sometimes given as a vein mineral from Butte, but 
has been observed by us only in the earlier pegmatite and aplite dikes 
which are not structurally connected with the vein systems. One 
occurrence of wulfenite has been noted in the oxidized zone associated 
with wavellite. 

Rhodonite and rhodochrosite are found intimately intergrown and 
associated with quartz, sphalerite, and rarely with willemite. They 
have been noted later than some sphalerite, pyrite, galena, and chal- 
copyrite ; also earlier than some sphalerite. Rhodochrosite earlier and 
later than bornite has been observed. The only evidence that some of 
the rhodochrosite may be later than the rhodonite is that the rhodo- 
chrosite is more often found along the fractures and walls of the veins. 
The evidence is not clear that rhodochrosite is an alteration product 
of rhodonite. We have no evidence that rhodonite becomes, with 
depth, more plentiful than rhodochrosite. They both appear to be 
primary minerals contemporaneously deposited. It seems to bea fact 
that the manganese minerals are less plentifulin the deeper parts of 
the veins. The manganese minerals are rare in the copper veins. 

Barite is a primary mineral, widely distributed but in small quan- 
tity. It is sometimes syngenetic with the sulphide minerals, more 
especially the sulpho-salts, and sometimes later than them. One spe- 
cimen shows barite with later quartz and tennantite. 

Gypsum is very rare. It has been observed in long, delicate erys- 
tals in vugs in the deeper levels, and is evidently primary. It is too 
rare to have any paragenetic significance. Gypsum, secondary from 
fluorite, occurs in the oxidized zone. 

Calcite is widespread, but not common. It is apparently among 
the last minerals to form. 

Wavellite is a rare mineral found in crusts in older vein filling. 
No mineral has been observed later than it. 

Vivianite occurs rarely in sheaf-like crystals in vugs. It is appa- 
rently a late mineral. 

Pyrite is of all ages. 

Marcasite is not common. _ Its distribution does not seem to depend 
on depth, as it has been found on the 1800-ft. level of the Badger 
vein. Here it seems to be later than the underlying pyrite-bornite- 
chaleocite ore of the specimen. 

Covellite in Butte is widespread in the copper veins, but is not: 
plentiful. Certain veins carry larger amounts of it. It is generally 
crystalline and primary, being earlier or at least Syngenetic with 
enargite and pyrite. One specimen shows covellite veinlets in enar- 
gite. It often alters to chaleocite, enargite, and chalcopyrite. 


ol 
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Enargite is one of the earlier vein minerals. In some cases it 
alters to tennantite. It frequently alters to chalcopyrite, and is also 
replaced by bornite. It is often syngenetic with bornite and chal- 
cocite. 

Chalcopyrite is not a common primary mineral. It is found syn- 
genetic with bornite and pyrite. In the copper veins it occasionally 
replaces enargite, chalcocite, covellite, bornite, and sphalerite. Chal- 
copyrite has been found deposited on pyrite. Tennantite deposited 
on chalcopyrite has also been observed. 

_ Tennantite occurs as a late-formed mineral, particularly on the 
edges of the copper zone. It is replaced by chalcopyrite, and replaces 
sphalerite and galena. 

Chalcocite is generally a primary mineral syngenetic with bornite, 
enargite, and pyrite. It also occurs later than these and replacing 
them. It also replaces sphalerite at times. 

Tetrahedrite is not common. It appears to be an early, primary 
mineral, sometimes syngenetic with sphalerite. It is replaced by 
chalcopyrite. 

Hematite has been found in one good specimen from the 2,200-ft. 
level of the Anaconda mine. It is associated with chalcocite, pyrite, 
and quartz, and appears to be syngenetic with them. It is rare. 

Galena is common in the silver zone. It is syngenetic with spha- 
lerite, chalcopyrite, and pyrite. 

Sphalerite is common in the silver zone. It and galena have not 
been observed later than copper minerals except in one specimen of 
sphalerite in a vug from the 2,200-ft. level of the Speculator mine, 
which is inclosed by quartz, bornite, and enargite. 


The mineralogical relations in the Butte veins do not suggest dis- 
tinct and separate periods of mineralization, but rather one continu- 
ous period with varying degrees of intensity. But a small portion 
of the copper in the Butte veins seems to result from enrichment by 
descending, meteoric waters. 
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The Southern Cross Mine, Georgetown, Mont. 
BY PAUL BILLINGSLEY, BUTTE, MONT, 


(Butte Meeting, August, 1913.) 
Introduction. 


Tue Georgetown mining district is located in Deerlodge county, Mont., 
about 20 miles west of Anaconda. It lies along the divide between the 
headwaters of Warm Springs creek, draining eastward, and Flint creek, 
flowing west and north through the Philipsburg valley. 

The actual divide is formed by Cable mountain, a narrow ridge running 
north and south, terminating to the south in low hills overlooking George- 
town lake, and to the north in a high, rugged plateau that falls off to the 
west to the wide valley of Flint creek. On the eastern, or Warm Springs, 
slope of Cable mountain is the Cable mine, with the Hidden Lake mine a 
few miles north. On the western slope is the Southern Cross group, with 
smaller mines, the Twilight, Cincinnati, Red Lion, and Big Bill, at inter- 
vals to the northward. The Georgetown mines lie in the hills south of 
Cable mountain; the Philipsburg mines, of which the Granite Mountain, 
Bimetallic, Hope, and Trout are the chief, form a separate group to the 
north, overlooking Flint Creek valley and Philipsburg. (See Fig. 1.) 

The region ranges in elevation from 5,000 to 9,000 ft. It is, with the 
exception of the lower valleys, well timbered with small fir and pine, 
although Cable mountain and the higher summits to the northward rise 
slightly above timber line. The main valleys have the smooth contours 


of glaciation, and their mouths are frequently choked with morainal 
deposits. 


General Geology. 


In a very general way the valley of Flint creek coincides in this region 
with the boundary between the pre-Cambrian slates of western Montana 
and the folded Paleozoic rocks of the Rocky Mountain system. The 
great limestone formations of the Carboniferous and Devonian, lying at 
flat dips, extend from Anaconda well toward the head of Warm Springs 
creek, but on the divide the Cambrian appears, closely folded and intruded 
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by irregular masses of granite. Cable mountain itself is an anticline of the 
basal Cambrian quartzite and underlying shales, flanked by steeply dip- 
ping limestones. The strike of the beds coincides with the north-south 
direction of the ridge. On the south the fold is terminated by the small 
granite mass that extends from Cable to Georgetown, and on the north 
abuts against the edge of the larger Philipsburg batholith. The distance 
between these granite areas is about 7 miles ; the width of the anticline 
about 2 miles. In this limited area the Cable, Red Lion, and Southern 
Cross groups are located. 

The ore deposits of the district may be conveniently classified into four 
types: 1. Fissure veins in granite; 2. Contact metamorphic deposits; 3. 
Fissure veins in limestone; and 4. Replacement bodies in limestone. 

The Granite-Bimetallic mines are, of course, the chief representative 
of the first class, and the Cable mine is an equally well-known instance of 
the second. These mines have been described in detail by W. H. Emmons'. 
The third and fourth types overlap somewhat, and both may often be 
found in a single mine, but at their extremes they are represented by the 
Gold Coin, a quartz-filled fissure with no replacement of the walls, and by 
the Southern Cross, a characteristic replacement deposit in limestone. 


History. 


The Southern Cross claim was located in 1866, but this first location 
was allowed to lapse, and the ground was relocated by Salton Cameron 
several years later. Cameron developed the Southern Cross vein, and 
shipped some ore to East Helena. Stamp milling was first attempted in 
1884, but the results were unsatisfactory. Under the management of a 
Butte company production increased, and by 1893, 30,000 tons, with a 
gross value of $750,000, had been shipped. : 

In 1904 the mine was leased by Lucian Eaves, who discovered a new 
ore body to the west of the old Southern Cross vein. This yielded more 
than $300,000 gross. In 1906 the property again changed hands. The 
New Southern Cross Mining Co. installed a wet mill and prosecuted vig- 
orous development work. This resulted in the discovery of new ore bodies 
between those formerly exploited, and greatly increased the probable life 
of the mine. In 1910 the Anaconda Copper Mining Co. purchased the 
property, and in the year following built a railroad from Browns spur, 5 
miles from Anaconda, to the mine. The ore, high in iron and desirable as 
a flux, is smelted direct at the Washoe Smelter, so that the two great diffi- 
culties of the past, the long wagon haul and the refractory milling char- 
acter of the ore, need not be contended with in the future. 


1 Bulletin No. 315, U. S. Geological Survey (1907). 
VoL. XLVI.—9 
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Geology. 


The ore occurs as replacement bodies in limestone. The sedimentary 
succession in the district consists of the following members in ascending 
order: 

Pre-Cambrian.... 1. Spokane shale-—Red and green shale. 
. Flathead Quartzite—White quartzite. 
3. Silver Hill Formation.—Caleareous shale. 


Lower magnesian limestone. 
Cambrian........44. Hasmark Formation... .4 Shale. 


Upper magnesian limestone. 
Shale. 
Laminated limestone. 


bo 


|5. Red Lion Formation... . { 


x 


At the mine these strike slightly east of north, and dip from 50° to 
60° to the west. The productive members of the series are the two 
magnesian limestones of the Hasmark formation. The Oro Fino ore 
body is near the base of the lower; the ore bodies thus far developed in 
the Southern Cross are in the upper, between the characteristic crinkly 
Red Lion limestone and the calcareous shale member of the Hasmark. 
Fig. 2 shows the general relation of the ore and the strata. : 

The limestones in the mine are not, in general, strongly metamorphosed. 
Certain favorable beds are locally changed to finely crystalline white 
marble, but the contact minerals, tremolite, garnet, etc., are conspicuously 
absent. On the surface the granite of the Cable batholith appears about 
2,000 ft. south of the mine, cutting across the sediments at right angles. 
Underground, however, a small, badly decomposed dike in the southern 
part of the Southern Cross workings and a similar intrusion in the Oro 
Fino are the only indications of igneous activity. 

Faulting likewise occupies a subordinate place in the geology of the 
mine. Certain of the ore bodies which cut across the bedding may 
occupy pre-mineral fractures; smaller fissures, with a strike of N. 80 
W. and steep eastward dip, sometimes prominent as walls of the ore 
bodies, may indicate very slight post-mineral displacement; and a fault 
with the same strike and dip traverses the northeastern portion of the 
workings. The pre-mineral fractures, however, can rarely be followed 
for a score of feet beyond the vein filling, and the later faults have a 
displacement too slight to affect the ore bodies otherwise than by off- 
setting the walls into irregular steps. The limestone itself shows no 
extensive crushing or deformation. 

The country rock at the Southern Cross, therefore, consists of massively 
bedded magnesian limestones, locally recrystallized but with little con- 
tact metamorphism, and comparatively undisturbed by faulting. 
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Character of Ore Bodies. 


The ore consists of irregular bodies of soft gold-bearing iron oxides, 
replacing the limestone. The common minerals are limonite, hematite 
siderite, and magnetite, with lesser amounts of quartz and calcite. The 
two first mentioned, with partly replaced eatthy limestone, form the 
greater portion of the ore. Carbonates of copper are occasionally found, 
coating the iron minerals and concentrated in the porous portions of the 
limonite. A residual brown clay is common around the borders of the 
deposits. 

Sulphide ore has not been encountered in the workings to the present 
depth of the mine—400 ft.—but residual bunches are occasionally found 
in the oxidized ore bodies. These bunches occur as pyrite cores, sur- 
rounded by massive hematite or limonite, and traversed by cracks and 
fissures of the partly altered sulphide. The entire amount of this material 
is slight, but the separate occurrences are so similar as to be strongly 
suggestive of the primary ore underlying the oxidized zone. 

The uniform character of the limestone and the absence of strongly 
defined bedding planes have combined to give the deposits extreme ir- 
regularity of outline. With these factors reduced to a minimum, the 
extent of the replacement has been determined by such remote and 
obscure causes as local intensity of the mineralizing solutions, pre-mineral 
cleavage planes, and varying solubility of portions of the limestone. 
With the destruction of such evidence that extensive replacement involves, 
the determining causes of the form of the several ore bodies are obscure. 


Structural Relations. 


The main bodies lie in four groups, each marked by certain common 
features. (See Fig. 3.) The earliest ore mined came from the Southern 
Cross vein. This is a fissure cutting across the bedding, with a strike of 
N. 40° W. and a dip of 60° to the northeast. In the favorable magnesian 
limestones this fissure has been the nucleus of considerable replacement, 
but where it cuts across the shale member of the Hasmark formation it 
is a small, tight crack difficult to trace. The ore body of the Southern 
Cross vein has an average length in the limestone of 200 ft. 

Probably associated with this in origin is the Pleiades vein, an irregular 
ore body replacing the limestone immediately above the Hasmark shale. 
It roughly parallels the bedding. This vein cannot be traced above the 
Southern Cross fissure, and is strongest immediately below it, passing 
into a narrow stringer along a bedding plane a short distance away. 
At its best it forms an ore body about 50 ft. in length. 

The third series of shoots, collectively called the Glory vein, is likewise 
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parallel to the bedding. It outcrops 200 ft. west of the Southern Cross 
vein, and, dipping to the west, diverges from it more and more with 
depth. This ore is, like the Pleiades vein, near a shale-lime contact, 
and follows, in a general way, the base of the lower Red Lion shale. The 
chief ore shoot averages 200 ft. in length, with other smaller bodies along 
the general zone. 
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Fia. 3.—DIstrisuTioN oF OrE Bopies IN THE SOUTHERN Cross MINE 


A certain broad system is thus discernible in the above groups of ore 
bodies—a cross fissure dipping east, with associated replacement in 
favorable strata; and replacement shoots running from this along lime- 
shale contacts on both sides of the massive limestone member. The 
fourth and most recently discovered group is far less simple in relation- 
ship. It lies within the massive magnesian limestone itself, between the 
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Glory vein on the west and the Southern Cross-Pleiades ore bodies on 
the east. The ore bodies of this group show much greater replacement 
of the lime than any of the preceding, with less regularity of outline. 
The boundaries coincide locally with bedding planes, and locally with the 
small post-mineral fractures above mentioned, but most frequently cut 
across the bedding at irregular angles. These shoots lie in large, roughly 
lenticular masses pitching northward at flat ‘angles. Their dimensions 
as thus far developed, exceed those of the earlier ore bodies. 


Origin of the Ores. 


Any theory of the origin of these ore bodies confronts certain difficulties. 
The fact of limestone replacement is clear, but the source of the active 
solutions is less obvious. The coincidence in the entire district between 
the magnesian lime of the Hasmark, the edge of the granitic batholiths, 
and the iron ore bodies is striking. Many of the latter, however, are a 
thousand or more feet away from any exposure of igneous rock, so that if, 
as seems probable, the granite is the source of the mineralizing solutions, 
the replacement bodies represent a relatively remote phase of their action. 
At the actual contact there is a great development of calcite, wollastonite, 
garnet, and magnetite, and several large bodies of the latter extend well 
into the limestone. It is therefore possible that the lime-silicate zone, 
the magnetite bodies, and the replacement bodies of the Southern Cross 
represent progressive stages of contact metamorphism, proceeding from 
the contact itself out into the sedimentary rocks. 

The general relation of the Southern Cross ore bodies points to the 
Southern Cross fissure as the most probable channel for the introduction 
of the mineralized waters. From this fissure the solutions worked out 
in such favoring localities as lime-shale contacts to form the Pleiades and 
Glory veins, while smaller fractures and bedding planes admitted them 
into the intervening limestone bed which now contains the middle ore 
bodies. 

There can be but little doubt that the ore was originally deposited as 
sulphide, and that the present occurrence of the oxides is due to the 
action of surface waters. It is true that hematite is not rare as a mineral 
of contact metamorphism, and may have been present with the pyrite 
of these deposits, but the cores of sulphide found at such widely separated 
points as the Oro Fino, Southern Cross, and Red Lion mines can hardly 
be explained otherwise than as the remnants of the original ore. The 
oxides also frequently form pseudomorphs after pyrite. There is in addi- 
tion much evidence that alteration from the surface is subsequent to the 
formation of the ore bodies. Natural caves in the limestone are of frequent 
occurrence, often in close proximity to the ore, and in no instance are the 
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iron oxides found filling such cavities. On the other hand, bodies of ore 
often form the hanging wall of the caves. It is probable, therefore, that 
these openings are largely due to the action of surface waters rendered 
acidic by the oxidation of the overlying pyritic ore bodies. 

A few instances in which such caves have been filled with the débris of 
surface waters are so unlike the typical deposits of the mine as to be in- 
structive in this connection. The best examples are found in the Oro Fino 
Red Lion mines, but they are not lacking in the Southern Cross itself. 
These caves are filled with a partly consolidated mass of heterogeneous 
boulders, cemented in places with iron oxide, but mostly imbedded in 
sand and gravel. The boulders comprise quartzite, granite, and shale, 
as well as limestone, and the source of supply is obviously the surface soil 
and wash. Many such deposits have been developed in the district, but 
none have contained commercial ore. 


Summary. 


The ore bodies thus far exploited in the Southern Cross mine, therefore, 
consist of the oxidized portions of pyritic replacement deposits in lime- 
stone. The ore was derived from the nearby granitic intrusions, forming 
the remotest, and probably the latest, phase of the contact metamorphism. 
Well defined cross-fissures have apparently admitted the solutions to the 
limestone strata most susceptible to their action, and on both borders of 
these favorable beds irregular deposits of gold-bearing pyrite replaced 
portions of the lime. Bedding planes and small cleavage cracks determined 
the extent of additional replacement within the limestone itself. With the 
geological evolution of the region the upper portions of the ore bodies 
became oxidized, and the resulting acidic surface waters formed caves 
throughout the limestone. Such of these caves as further erosion opened 
to the surface were filled with detritus. 

The oxidation, and circulation of surface waters, has resulted in the 
leaching of the gold from portions of the deposits, and its concentration 
and reprecipitation in certain channels in the oxides. From these channels 
came the high-grade ore that periodically repaid the prospecting of the 
early operators, but under the conditions initiated by the construction of 
the railroad this search for enriched ore is no longer necessary, and 
in the genesis of the deposits, rather than in the nature of their enrich- 
ment, are found the clues to the successful development of the mine. 
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Timbering in the Butte Mines. 


BY B. H. DUNSHEE, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


THis paper is not intended to be a technical discussion of square-set 
framing as used in mines, but merely a short description of the dif- 
ferent kinds of framing that have been used in the Butte mines, and 
what has been decided upon, after years of practical experience, as 
being the best, taking into consideration the physical condition of 
the veins and country rock, and also the supply of timber available 
for mining purposes. 

Butte is, essentially, a square-set district. Virginia City, Nev., 
was the first mining camp to use this method of timbering, and to 
Philip Deidesheimer, who went to the Ophir mine in 1860, is given 
the credit of solving the problem of square-set framing, where large 
bodies of ore were stoped and the timbers were supposed to hold the 
ground from caving without any filling. That he did his work well 
is shown by the fact that the main features of his framing are in use 
to-day. 

In the Butte mines the conditions are such that this method of 
timbering is generally used. We do not, of course, depend upon the 
timbers any more than is necessary. The worked-out stopes are 
filled with waste rock as close behind the miners as possible and 
not interfere with mining operations. The waste rock is obtained 
from development work on the different levels or from the surface. 
In the earlier days of mining in Butte there were numerous inde- 
pendent companies and naturally there were different ideas as to the 
best way to frame the square sets, although the general features were 
the same. 

Timber was abundant for mining purposes and the common practice 
was to use sawed lumber, generally 10 by 10 in. or 12 by 12 in. 
square. Some of the mines used for girts 6 by 10 in. or 8 by 12 in, 
timber, depending upon whether they used 10-in. square or 12-in, 
square timber for posts and caps. This avoided the necessity of 
framing the ends of the girts, and also required less timber for the 
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same work. It proved very satisfactory, as the cap, which is the 
stronger of the horizontal members of the square set, is placed per- 
pendicular to the strike of the ore body and resists the pressure from 
the hanging wall of the vein; while the main function of the girt 1s 
to resist the side swinging of the caps as the weight from the walls 
comes on them. 


Slabbed 4’above top of Horn 
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Fig. 2.—Sill Set. 


Figs. 1 AnD 2.—Timper Sets at GAGNON MINE. 


The Gagnon mine was an exception in that round timbers were 
used for square sets long before it became a practice in the other 
mines. About 1886, while the management of the mine was under 
©. W. Goodale, a machine was installed to frame round timbers. 
With slight alterations, the same framing is in use to-day at this 
mine, as the Gagnon still has an independent framing mill. Fig. 1 
gives a perspective of the kind of framing used at this mine at the 
present time. The post has a horn 5 in. square and 2% in. high on 
each end. The cap is similarly framed, but in addition has a shoulder 
taken off the bottom, 5 in. from the center, to allow the cap to fit 
snugly on top of the post, and on top, also 5 in. from the center, 
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a slab is taken off the full length to allow for a level floor in the 
stopes. The girt is generally less than 10 in. in diameter and is 
framed on two sides only. The posts are 7 ft. 10 in. in length, 
making the sets 8 ft. 3 in. from center to center. The caps are 5 ft. 
in length and butt end to end. The girts are 4 ft. 7 in. long. This 
makes the sets 5 ft. from center to center, either cap-way or girt-way. 
On the main working levels of the mine practically the same framing 
is used, with some slight changes which can readily be seen in Fig. 2. 
The timbers are especially selected and much larger, and the posts, 
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which are flat bottomed, are 1 ft. farther apart on the floor of the 
sill than they are at the cap. This gives additional strength to resist 
the side pressure which tends to push the posts into the drift, thus 
adding materially to the life of the drift before repairs are necessary. 

The Steward mine also has an independent framing mill and con- 
tinues the same method of framing that has been in-use for a number 
of years. (See Fig. 3.) The posts have a horn 5 in. square by 33 in. at 
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the top, while the horn at the bottom of the post is 5 in. square by 1} in. 
It was supposed to be easier and quicker to stand a post in the stopes 
with a short horn than with a long one. It necessitates the horn of 
the cap being out of center, which does not weaken the cap, but, 
generally speaking, the more symmetrical the timbers, the easier they 
are to put in place in the stopes. The posts and girts are round tim- 
bers, while the caps are 10 by 10 in. square. The posts are 6 ft. 7 in. 
in length, making the sets 7 ft. from center to center. The caps are 
5 ft. 2in. and butt end to end. The girts are 4 ft. 5 in., making the 
sets 4 ft. 10 in. center to center girt-way. The timber for the support 
of the ground in the main working levels is especially selected from 
the best stulls, varying in size from 14 to 23 in. in diameter. The 
framing is simple and inexpensive. The posts are framed on the top 
end only, being sized back 24 in. and down 14 in. to form a shoulder 
for the cap. Back of this shoulder both the cap and post are cut on 
a batter of 14 in. to the foot, giving the post a pitch of 8 in. to 1 ft. 
toward the foot or hanging wall of the vein. This makes the dis- 
tance between the posts on the floor of the drift 8 ft. While it 
might appear that the batter given the posts is too great, experience 
has shown such not to be the case in this mine. 

The end view, Fig. 3, also shows the method of putting in the 
sheeting, above which the stope is filled with waste rock as soon as 
possible after the ore has been removed. This sheeting is placed at 
a sufficient height above the cap of the drift set to allow for repairs 
when necessary. The general practice is to use small stulls for sheet- 
ing, or larger ones sawed in half. There is also shown the position 
of short, flat-bottomed posts and angle braces; also the chute which 
is used for ore or waste, and is carried up with the stopes. 

Figs. 4 to 8 show the different framing in use at several of the mines 
before the advent of round timber. 

Fig. 4 shows the framing at the High Ore mine. The post has a 
long and rather small horn, which is very liable to break with heavy 
side pressure, and with heavy pressure from the top the horn tends to 
crush. 

With the Syndicate group (see Fig. 5) we have, perhaps, the other 
extreme. The horn of the post is only 1 in. in height, giving a small 
shoulder for both the cap and girt; besides the framing of the girt is 
unnecessarily complicated, which would, of course, increase the cost of 
timbering. 

Fig. 6 shows the framing at the Anaconda group. This is, I think, 
the best'method of framing sawed timber for square sets. It is simple, 
cheap, and retains the full strength of the timbers in whatever direc- 
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tion the pressure may come. The horns on the posts are 6 in. square 
by 2in. They are strong and give a good shoulder for the cap and 
girt. The caps butt end to end with a horn 6 in. square by 8 in., 
while the girts are framed 6 by 10 in., with a 2-in. shoulder to fit. 
The girts are unnecessarily large compared with the other timbers in 
the set, and the framing, as shown in Figs. 7 and 8, which is the sameé 
as Fig. 6 except that the girts are 4 in. less one way and require no 
framing at all—is just as good and less expensive. 

Fig. 7 shows the framing for 10-in. square timber. The girt is 6 
by 10 in., and 4 ft. 6 in. long. The sets are 5 ft. from center to cen- 
ter, either cap-way or girt-way, and are 7 {t. 6 in. from center to cen- 
ter in height. 


Fic. 4.—Framine Usep at High Orr MINE BEFORE THE ADVENT OF 
Rounp TIMBERS. 


Fig. 8 shows framing for 12-in. square timber, where the girts are 
8 by 12 in. This size of timber was not used except in stopes where 
the ground was unusually heavy. 

Timber suitable for the saw mill and available for the Butte mines 
became rapidly less, owing to the great and ever increasing demand 
from the mines. There were extensive forests of pine and fir trees 
growing in the mountains surrounding Butte which were large enough 
for mine timbering if round timbers could be used for square sets ; 
besides, the expense of timbering, which is a large item in mining 
costs, would be materially decreased. 

The first machine that was installed in the Rocker framing mill, 
which is located at Rocker, about 3 miles from Butte, where most of 
the timber for the Butte mines is framed, was made to cut a strictly 
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Fig. 7. 


Also the concussion caused by blasting 


but it was not easy to set the timbers in place and it was found diffi- 
cult to block the timbers so that the sets would resist the pressure of 


the ground satisfactorily. 


This style of framing was used for some time in many of the mines, 
gave trouble. 
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An improvement was made in what was knownas the combination 
square and bevel framing, shown in Fig. 10. The posts have a 
short horn 8 in. square by 14 in., then the miter cut to the outside of 
thetimber. The cap framing is somewhat complicated—the horn for 
a length of 1} in. is 8 by 5 in., then for 22 in. it is 5 in. square. At 
the base of the horn is a 14-in. shoulder from which the miter begins. 
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The girt has a horn 5 in. square by 1} in., a shoulder of 1} in., then 
it is mitered the same as the other members of the set. The posts are 
7 ft. 5 in., making the sets 7 ft. 10 in. center to center. The caps are 
5 ft. 10in. and butt end to end. Thegirtsare5ft.5in. These lengths 
make the sets 5 ft. 10 in. either cap-way or girt-way. These dimen- 
gions were the same in the mitered framing. 
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This framing, although an improvement, was not altogether satis- 
factory and a further improvement was made by eliminating the miter 
entirely, and having nothing but square shoulders, locally known as 
step-down timber framing. (See Fig. 11.) The post starts with a 
horn 4 in. square, then a step down of 2 in., and another horn 8 in. 
square, another step down, and, if the post is large enough, another 
horn 12 in. square. The cap is framed exactly like the post, and in 
addition one side is slabbed off 5 in. from the center. of the stick to 
allow for a level floor for the stopes. The girt starts with a horn 4 by 
8 in., then a step down and a horn 8 by 12 in., but the girt is the 
smallest member of the set and seldom reaches 10 in, in diameter. 
The size of the square set was changed as well as the style of the fram- 
ing. The posts are 7 ft. 5 in., making the sets 7 ft. 9 in. from center 
to center. The caps are 5 ft.4 in. and butt end toend. The girts are 
5 ft. These lengths make the sets 5 ft. 4 in. from center to center 
either cap-way or girt-way. This change was made for two reasons: 
First, 5 ft. 4 in. square is large enough for most of our stopes, as the 
ground is frequently heavy; second, the common length for pole lag- 
ging, stulls and 2-in. plank, which is sometimes used for lagging as 
well as for flooring in the stopes, is 16 ft. and three pieces 5 ft. 4 in. 
long can be cut from a 16-ft. stick without waste. 

This is, I think, the best framing for round timbers of various sizes. 
We obtain, as nearly as possible, the full strength of each member of 
the set regardless of the size of the stull. If the stulls were all of the 
same diameter we could have a more simple framing, somewhat sim- 
ilar to that shown in Figs. 6 and 7 for square timber. For the main 
working levels the timbers are especially selected, generally from 12 
to 18 in. in diameter for posts and caps, the girts being smaller. The 
same framing is used, except the posts are framed on one end only. 
It is the intention ultimately to use this method of framing in all of 
the Anaconda Copper Mining Co.’s mines. 

The framer used, shown in Figs. 12 and 13, is a new type made by 
Greenlee Bros. & Co., Rockford, Il., from specifications and drawings 
prepared by the Anaconda Copper Mining Co. The first machine has 
been in operation only a few months, while the second one has just 
been installed. The framing is done by saws with insert teeth 
mounted to form a cutter head on a horizontal arbor. The round 
timbers are stepped down by a series of 2-in. shoulders. The cutter 
heads are made up to form a series of faces 2 in. wide with saws step- 
ping down 4 in. in diameter each time. Each of these faces of the 
cutter head is made up of three saws equipped with insert teeth 0.75 
in. wide, staggered 0.5 in. ahead of one another, and with the teeth over- 
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lapped so that they cut a face on the timbers just 2 in. wide. There 


are two arbors carrying the cutter heads at each end of the machine, 
one above the other. As the stull is fed through the machine it is 
completely framed on the top and bottom sides. The stick is turned 


Fig. 12. 


Fig. 13. 
f ¥ “f IMBERS. 
Figs. 12 anp 13.—MAcHINE FOR Framine Mine T 


90° and again fed through the machine to complete the framing. 
Over the saws are hoods connected with suction fans which take the 


saw-dust and shavings to the fire boxes of the boilers. 
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It might be interesting to describe a system of mining known locally 
as the “back-filling system,” although it does not come under the 
head of timbering, but rather of mining without timbers, It is made 
use of whenever the physical conditions of the vein and wall rock are 
such that it is safe to do so. Both the ore and country rock must be 
hard and free from faulting planes. Fig. 14 gives a general view of 
this system of mining. 

_ After a sill has been driven on the vein, a raise is put through to 

the level above. The ore on the first floor is then mined, and chutes. 
started about every 25 ft. along the drift. Between the chutes, sheet- 
ing, composed of small stulls cut in half and resting on timbers a few 
feet above the drift sets, is placed from the foot to the hanging wall 
of the vein. 

Starting from the raise the miners begin to break the ore. After 
the ore has been broken from foot to hanging for a short distance, 
the miners return, set up their machine on the broken ore, and again 
work their way forward. This is done two or three times until the 
broken ore is 15 or 20 ft. high, then the miners start again farther 
ahead and the shovelers begin to shovel the broken ore, first into the 
raise chute, until they reach the next ore chute. As soon as they 
have passed the ore chute, a temporary opening is made in the raise 
chute and waste is dumped into the chute from the level above and 
allowed to run on to the sheeting as long as it will; then a track is 
started about 6 ft. from the top of the stope, the waste is taken from the 
chute in a car and the filling of the stope continued to the first ore chute. 
The shovelers being now out of the way, the timbermen build up the 
ore chute one compartment wide and two in length, using small round 
stulls, 6 to 8 in. in diameter, to the level of the waste track. The 
waste-men then continue filling the stope, following the shovelers. 

When the miners have gone as far as the stope is to be worked, 
they return and start another floor on top of the waste filling, which 
has been covered with a floor of 2-in. plank to keep the ore clean. 

If at any time the ground changes and gets heavy, square setting 
can be started on the waste filling, and this is generally done when 
the stope has been worked out to within a floor or two of the level 
above. : 

For particulars regarding square-set timbering reference is here 
made to a series of articles by Claude T. Rice.'. These articles were 
largely made up from data furnished by the author of this paper. 


1 Mining and Engineering World, vol. xxxvii, pp. 1079, 1133, 1175; vol. xxxvili, pp. 
3, 243, 295, 379, and 429 (Dec. 14, 1912, to Mar. 1, 1913). 
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DISCUSSION. 

George E. Movutturop, Butte, Mont.:—The recording for the first 
time by Mr. Dunshee, in a readily usable form, of the various sys- 
tems of square-set framing applied in the Butte district is a valuable 
contribution to mining information. The many different methods of 
framing employed, due to the individual ideas of superintendents and 
foremen of segregated companies, have given full opportunity to de- 
termine the best framing for the conditions as found in these mines, 
and the final adoption of a system uniform for all the mines has come 
about through a study of these various methods and an experience 
covering a period of many years. 

The sawed 10 by 10 in. and 12 by 12 in. timbers undoubtedly give 
the best satisfaction; and the style of framing the sawed timber that 
under all conditions has given the best practical results is that used 
in the Anaconda group and other mines, described and recommended 
by Mr. Dunshee. In this framing the posts have a horn 2 in. high 
and 6 in. square, the cap end having dimensions of 3 by 6 in. In- 
stead of the framed girt shown in the drawings of the Anaconda 
group, the 6 by 10 in. girt adopted at some other mines, which fits 
into the cap and post framing with no other preparation than cutting 
the timber to the necessary length, fills all the necessary requirements 
for strength and affects a material saving in timber and labor. This, 
as Mr. Dunshee states, is without doubt the type of framing which 
would be adopted as a standard for 10 by 10 in. sawed timbers if 
sawed timber sets were to be used in the future generally. But saw- 
timber for the mines was becoming scarce and expensive, and round 
timber for the square sets furnished an alternative which provided, at 
greatly reduced cost, material which in every way supplied the re- 
quirements of the mining conditions. 

The use of the round timber with a satisfactory framing makes 
available a conveniently located and large source of supply which up 
to this time has served no useful industrial purpose. Particularly is 
this true of small timber, which is still standing in great quantities 
in the forests where the trees more desirable for commercial purposes 
have already been cut and marketed. 

Then, too, timber which is damaged by fire and down-timber which 
is in a fair state of preservation can be framed for the mine sets and 
used to as good advantage as the best fir timber in stopes which are 
filled with waste material almost as soon as the timbers are put in 
place by the miners. 

Of the three forms of framing round timber which have been tried 
and used extensively in the mines, the present so-called step-down 
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system is the only one which, after a year’s trial, appears to give as 
much satisfaction as any framing used on 10 by 10 in. sawed timber. 
Mine foremen and miners use the sets framed after this pattern with- 
out opposition and the mines generally are visited with fewer caves 
than when the highest grade of sawed fir timber was plentiful and 
used exclusively. ; 

The framing first adopted, in the so-called mitered sets with bev- 
eled surfaces, prior to the adoption of the square-cornered, step-down 
form of framing, failed completely in its practical application in the 
mines. This was due to the impossibility of blocking the sets rigidly 
enough to withstand the shock of ordinary blasting, and it took con- 
siderably more time to stand and block them even insecurely into 
position. 

As the wall rock of many of the principal veins is never solid mate- 
rial, but to a greater or less degree mineralized granite which on 
exposure to air disintegrates and falls down from the walls, the most 
careful blocking of the sets of any style of framing is found in a short 
time to have dropped from place, the ground having fallen from 
behind the blocking. A slight weight of ground settling on the 
timbers had the effect of moving laterally the beveled posts and to 
such a degree that a cap or girt would fall out of its position, and 
when this happened, even if in only one set of a large stope of 50 or 
more sets, the concussion of a blast caused all the sets to fall to the 
floor of the stope. On this account, following the regular timbering 
gang, it was necessary to employ extra crews whose duty it was to 
examine and re-block the sets. On the other hand, with the square- 
corner framing the experience has been that with the falling out of 
the blocking of even several sets of a stope the weight of the ground 
takes effect more nearly vertically, and instead of the posts easily sliding 
laterally on the beveled surfaces, the weight binds the sets tightly 
together, and no amount of blasting ever sweeps down any great 
number of sets of a large stope, as was the common and usual case 
with the mitered sets. 

More care and time are necessary in standing a set of round tim- 
bers than with the sawed timber sets, as with the latter it is an easy 
matter to stand a post in exact line with the sets already in place by 
sighting with the eye along the faces of the standing and blocked sets. 
With the round timbers, which are always of varying sizes, this 
method is impossible, and the miner, after temporarily placing the 
several members of the set into their approximately correct positions, 
proceéds to block the set and by wedges brings the framed ends into 
a close and even fitting. The fitting of these unions is the indication 
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of the accuracy of the square formed by the timbers. The measure- 
ment of the diagonals is a common and the best way of determining 
the correctness of the position of the set. 

With the drift and sill-floor posts, which are flat-bottom, being 
framed at the top end only, the common practice is to first place as a 
sill a 2-in. plank, on the ends of which rest the posts. The position 
of the plank is determined by a carpenter’s level or a grade-stafi to 
obtain the correct elevation for the desired grade—0.25 to 0.5 in. per 
set—the alignment being determined by bringing the center of the 
plank to a point in line with two plumb lines hung from the centers 
of caps in sets already standing in the same row. Where ore chutes 
are to be built in, in the sets, and these are often as frequent as every 
25 ft., 10 by 10 in. square timbers are used, instead of the round 
timbers, in order that a smooth surface may be had to which is spiked 
the 2 or 3 in. plank lining. These 10 by 10 in. square sets for the 
ore chutes are carried from one level to another as the stope pro- 
gresses, so that every fifth or sixth set, instead of being of round 
timber, is of 10 by 10 in. timber framed like the round. 

Round timber is sometimes hewed so that the chute lining may be 
spiked to it, but in heavy, moving ground the chute in square timber 
stands better and lasts longer. 
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Shaft-Sinking Methods of Butte. 
BY NORMAN B. BRALY, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


TuE following is not offered as an extended paper on the subject of 
shaft sinking, but more as a description of the present practice of shaft 
sinking in the Butte district. 

The Anaconda company is sinking at present the following shafts: 
Badger State, Moose, Mountain Consolidated, Mountain View, Pennsyl- 
vania and Tropic. At the High Ore and Leonard mines the shafts are 
being deepened by sinking two compartments and will subsequently 
be enlarged to the full working size by raising alongside the compart- 
ments which are now being sunk. 

The following other companies are also sinking shafts: Butte-Alex 
Scott, Butte and Zenith City, Boston and Corbin, North Butte Mining 
Co. (at the Granite Mountain shaft), East Butte Co. (at the Pittsmont 
shaft), and the Rainbow Lode Development Co. 


Shaft Timbering. 


The shafts of the Butte district, generally speaking, are of three com- 
partments arranged in a straight line, and the pump compartment is 
usually arranged for the use of an auxiliary hoisting cage, as well as for 
carrying pipe lines and electric wires. The Rainbow shaft is practically 
square, and of three compartments. The length of the shafts outside of 
timber will vary from 17 to 22 ft., and the width from 6 ft. 6 in. to 7 ft. 

Fir timber is used in all shaft work. This may be obtained from the 
Coast, when it is known as Coast fir, or from Idaho or Montana, when 
it is known as native fir. The native fir seems to be the tougher wood, 
but it is hard to obtain clear lumber in the lengths and sizes necessary 
for shaft work. Some of the shaft timber of the Anaconda company 
has been treated with creosote as a preservative, but this practice has not 
come into general use, as the ground of the camp is so heavy that the 
timbers usually crush before they rot. The size of timber most used for 
shaft work is 12 by 12 in., while 10 by 12 in., 10 by 14 in. and 12 by 14 
in. are used for some of the special pieces around the shaft. The new 
Leonard shaft is timbered with 14 by 14 in. wall plates throughout. 
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No machinery has been introduced here as yet for the framing of shaft 
timbers, although the North Butte company is considering such a ma- 
chine, and all of the timbers are therefore hand-framed. It may be of 
interest to note that 14 to 14 in. is generally held off the wall plate and end 
plates at each end in the framed part to make the mitre draw close to- 
gether when the set is being blocked; thus the wall plate for a shaft 20 
ft. long would be 19 ft. 11 in. long. In order to hold the set together 
when it is being blocked, 1-in. wooden pins are driven at each corner, 
in heles bored for that purpose. These pins are made by driving 1-in. 
square blocks of wood through a 1-in. round hole in iron 1 in. thick. 

To keep the shafts vertical, blocks nailed together (Plate I, Fig. 2), 
made of boards }@ in. thick are used, so that half the width of the line 
will bring the center of the line 1 in. from the corner of the set both ways. 
While the timber is being framed, the carpenter marks with his scratch 
awl a line on the timber 1 in. from each corner, as shown in Fig. 1, Plate I, 
and this line saves a great many rule measurements in the early blocking 
of the set. At about every 50 ft. these lines must be lowered to new blocks. 
A set is selected at a point about 50 ft. below the blocks, and measurements 
are taken each way from the corner line to determine how far the line 
is from the timbers. The new blocks are then nailed in place and the 
lines suspended from them. If the measurements to the timbers do not 
correspond to the old measurements, the block is cut with a pocket knife 
to bring the lines exactly to their former position. It is well to measure 
diagonally across between lines at about every 100 ft. to see if the shaft 
remains square. 

A transit should be taken down before reaching a station, and readings 
taken from the corners down to the level of the instrument. Posts are 
then cut to bring the shaft timbers level. This is called a leveling-up 
set; this leveling may be done with a carpenter’s level, but not as quickly 
nor as accurately. 

The placing of the collar set is the first thing to be done in starting a 
shaft. Its height above the ground is determined by the amount of 
room available for the dumping of waste rock from the sinking operations. 
In a level place it is generally raised about 20 ft. The wall plates of the 
collar set are usually made 10 ft. longer than the shaft set, projecting 
5 ft. at each end. This set bears the weight of the shaft sets below, 
and usually of the gallows frame. Posts resting on blocks are placed 
under each end, and diagonal braces are then placed around the shaft 
to carry part of the weight and prevent the set from moving. Figs. 3 
and 4, Plate I, show the collar set of a two-compartment shaft, with the 
diagonal braces and posts. 

The size of the guides varies greatly. At first 4 by 6 in. guides were 
used almost universally in the camp, but lately the size has been 
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- Block Set for Lining Timber in Place. 
. Block before Nailing. 

3 Collar Set, end view. 

4. Collar Set, side view. 
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increased to 4 by 9 and 5 by 9, held by % by 8 or % by 9 in. lag screws. 
The larger size guide can stand heavier loads and greater shocks, and two 
lag screws are used in each timber; the holes, two in number, are placed 
diagonally across the guide, and, after a number of years, they are placed 
diagonally across in the other direction, giving fresh timber for the screws 
to hold to. 

Guide posts are vertical posts running behind the guides to give them 
more support. They may be seen in Plate III. They are framed into 
the centers and end plate of the shaft. Where used they are carried in 
the main hoisting compartments, and sometimes in the auxiliary hoist- 
ing compartment, but not in the pump compartment. They are the same 
width as the center, and usually 12 in. in the other direction. 

Guide girts are girts running horizontally between posts and equi- 
distant between the centers of the shaft. They are framed into the posts 
of the shaft, as seen in Plate II, giving support to the guide and also 
helping to take the side weight of the shaft. They are being used at the 
Granite Mountain shaft of the North Butte company, and will be used 
in the retimbering of the Neversweat shaft of the Anaconda company. 
In heavy ground the guide girt would seem to be more satisfactory than 
the guide post. 

To allow for the end plate of the shaft pushing in, 2 in. is often allowed 
in the outside hoisting compartment. To make the distance between guides 
the same size in the two compartments, a 2-in. block of wood is placed 
between the guide and the end plate of the shaft. As the end plate comes 
in, the block is cut down or removed until the guides are again the right 
distance apart. This is called a filler. Sometimes, as at the Badger State 
mine, the filler may be a vertical post carried up the shaft against the end 
plates, and bolted with 7-in. bolts to the guide posts. At this mine a 
10 by 12 in. post, in 20-ft. lengths, is carried up alongside the guide posts, 
and a 6 by 12 in. post is carried up in the other hoisting compartment 
on the opposite side. At the Moose shaft these fillers are carried behind 
each guide, the same size for both sides of the hoisting compartment, 
and are, I believe, 4 by 12 in. 

In sinking a shaft spliced wall plates are often used. In heavy ground 
the ground cannot be kept open to a depth to allow a full length wall 
plate to be turned in a shaft so as to be brought into place and, as long 
length timber is hard to obtain, the splice is coming into more general 
use. Four hanging bolts must be used on a side with spliced wall plates. 
The splice, shown in Plate V, Fig. 1, is the one which finds most general use. 
In this the center is supported by the wall plates while the set is being 
blocked. Fig. 2 shows the splice when one side of the shaft is to be raised. 
It will be noted that the mitre is left out and the framing is straight. This 
is because dirt getting into the straight joint will not throw it out of line 
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as much as it would the mitred joint. When the shaft is being sunk a 
block of wood is placed in the opening under the center, and, when the 
other half of the shaft is raised, this block is chopped or picked out and 
the other half of the wall plate placed in position. 

Fig. 3 shows a spliced joint very easy to frame. The center in this case, 
however, has to be supported while the set is being blocked. This is 
usually done by nailing it to the wall plate before the posts have been 
placed in position. At the Tropic shaft the set is blocked on both sides 
of this center temporarily; the end blocks are then set, and the blocks 
on each side of this center are then taken out and the set brought to line 
and blocked permanently. A temporary post is sometimes placed under 
the center to hold it up while being blocked. This method of splicing 
is cheaper to frame, but a little more expensive to put in place. 

Fig. 4 shows the method of splicing at the High Ore mine. A 2-in. 
block is nailed to the center before it is sent down into the mine and the 
corners of this set are held together with pins. The other half of the wall 
plate can be easily pushed in, as the distance is small. This is not as 
strong a splice as the one shown in Fig. 1, but would be excellent where 
a small shaft is being sunk and there is a possibility that more compart- 
ments will be added. On the whole, it may be said that it is cheaper 
to sink the whole shaft than it is to sink part of it and raise the balance. 
In soft ground where it is not desired to open up too much country at 
once, the Anaconda company finds it an advantage to sink and raise. 

The timbering takes place from the top of the muck pile whenever 
possible. That is, the dirt, after blasting, is mucked down to about 
10 ft. below the last set. The new set is hung and blocked; then mucking 
is continued. The men do not have to build any staging to drive the 
wedges, which are driven from below. If the timber is kept close to the 
bottom it is sometimes found after blasting that the muck is pushed 
up to within a few feet of the last set of timbering. If the men could 
work only in one compartment mucking would be very slow ; So, to avoid 
such a possibility and to aid in turning the timbers to get them in place, 
one of the centers of the shaft on either side of the hoisting compartment 
is left out on the bottom set. A 2-in. strip is cut from the post and the 
center is pushed in through this opening and hammered down into place 
when the set below is put in. A block made to fit the opening in the 
post is then nailed into place, completing the set. This may be seen in 
the Rainbow shaft set, Plate IV, and the Granite Mountain set, Plate II. 
In the Granite Mountain Shaft it will be noticed that the guide girt is 
also left out. The guide girt is slipped in from the side ; then it is wedged 
on the end and the side weight of the shaft soon makes it solid. The 
center and girt are always kept within ore set of the bottom timber; 
this style of center is framed with a dovetail. 
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Where the guide post is framed into the center with a mortise and 
tenon, the center cannot be slipped in from the top. It is then framed 
with straight sides and is pushed up from the bottom and held in place 
by the posts of the set below when they are being placed. This may be 
seen at the Mountain View mine. This method of pushing the center 
up from below is sometimes used at other shafts’on account of the cheaper 
framing. The first method is considered the best for holding out the 
center. It sometimes happens that the wall plates of the shaft have been 


Piate X.—TAKEN WHILE SET WAS BEING BLOCKED. GRANITE MOUNTAIN SHAFT, 
NortH Butre Minna Co. 


pushed in so that the center is hard to put in place. A small bar of 
3-in. pipe, similar to a stoping bar, is then used to spread the timber. 
The method of blocking and lagging the set may be seen in Plate Vals 
Where the distance is small,—say, not over 1 ft.,—a single block is placed 
between the set and the wall, the wedging being done between the block 
and the wall. When, however, the ground breaks back farther, a block 
of about 5 in. thickness is placed back of the center and toe-nailed from 
above. Blocks of the same size are placed along the side and toe-nailed. 
A stringer the length of the shaft is then placed along the side and nailed 
to the blocks. Blocks are again placed, and then stringers as needed. ae 
wedging is then done between the blocks and stringers, The wedges 
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should be driven from below as well as above. An upright post 1s then 
put in place and wedged to the blocking above to prevent the blocking 
below from being knocked out by the blast. After the set has been 
hung and the posts are all in place, the set is generally raised up by 
placing a pinch bar under the hook on the hanging bolt; then the set is 
raised and the nut run down as far as possible by hand. In case blasting 
chains are used the bar may be supported by hooking the chains around 


Puate XI.—Borrom or RaInBow SHAFT, WHILE MUCKING. BLASTING LOGS HELD 
WITH CHAINS. 


the hanging bolt above. In case bolts are used a U-shaped bar of 34-in. 
iron, with hooks on the side, is made for this purpose. The top end of 
such a bar may be seen in Plate X, on the right-hand side of the bucket. 

Two-inch fir is used for lagging. A strip is placed horizontally, back 
of where the lagging will come and about half-way between wall plates. 
The shaftman uses bis ingenuity to find some method of support for 
this stick. The lagging timbers are then placed in and wedged from the 
back, the shaftman leaving one plank out for this purpose. This last 
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lagging is wedged from the inside of the shaft. Two-inch square strips 
support the lagging and are nailed to the wall plates before they are sent 
into the mine. 

Blasting logs protect the timber from being cut up by the blasting. 
They are fastened to the bottom set with bolts or chains, as shown in 
Plate XI, which was taken in the bottom of the Rainbow shaft. Timber 
8 by 12 in. is often used for this purpose; or a 14-in. stull, split lengthwise, 
makes an excellent blasting piece, as the round surface tends to throw 
off the rock. One-quarter inch iron and 3 by 3 in. angle iron, placed along 
the edge of the shaft timber, are also used. The iron blasting pieces, 
however, are twisted out of shape by heavy blasting and must be sent 
to the surface frequently to be straightened by the blacksmith. Where 
bolts are used to hold blasting pieces, they are of 1-in. size, and the head 
of the bolt is always placed down. Plate VI, Fig. 3, shows the method 
of tightening a blasting log held with a chain. The blasting log is held 
up, the chain is hooked over the timber, and a block is then slipped under 
the chain. Wedges are then driven under the block; a few blows with 
an ax makes them tight, and a side blow loosens them again when neces- 
sary. This is probably the best and most reliable method of holding 
blasting logs. re tah, 

Figs. 1 and 2, Plate VI, show what is known as a shaft bearer. About 
every 400 or 500 ft. the shaft is widened; sills are laid along the'side of 
the shaft as shown, and cross pieces are then bolted under the end plates 
and centers of the shaft, resting on the sills. The shaft set is then blocked 
and wedged on top of these cross pieces. Regular posts are then placed 
under the bearers when sinking is resumed. Shaft bearers have not 
come into general use, although they may be seen at the Leonard and 
Badger State shafts of the Anaconda company. The object of the bearer 
is to prevent the shaft from sinking on one side and to give additional 
support to the shaft below when sinking. 

I will not enter into a description of any particular shaft, as it is hoped 
that the drawings will make themselves clear. 


Sinking Equipment and Methods. 


The No. 3 Rand, E 44 Sergeant, and jackhamer drills are the ones 
most in use in shaft sinking. With the reciprocating drill the tendency 
is toward long rounds, 10-ft. rounds being broken where the rock is hard; 
with the jackhamer drill a 5-ft. round is drilled. All sinking is done 
with cross bars where the reciprocating drills are used, and these bars 
are generally made 6 in. longer than the width of the shaft timber, while 
a longer bar and a shorter bar are used for special set-ups. The bars 


are made of extra heavy 4-in. pipe. 
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Rock Chain. 

Flat Link Method of Fastening Bucket. 

Rock Hammer. 

Pipe cut for Collar of Drill Holes to 
keep Rocks from Rolling In. 

Axe. 

Pick. 

Blasting Log Chain. 

Wrench for Screwing in Guide Lag 
Screws. 

Timber Clevice. 


SHAFT-SINKING METHODS OF BUTTE. 


\ 


Drop Pin and Chain to go under Cage. 

Hanging Bolt. 

Sand Pump, 0.75-in. pipe, and made 
in different lengths. 

Chain Ladder. 

Guide Clevice. 

Hanging Bolt Wrench. 

Wooden Plugs for Drill Holes. 

Wooden Tamping Stick for Powder. 

Blow Pipe, 0.75-in. pipe, and made in 
different lengths. 
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For cleaning the holes sand pumps are used. (Plate XII.) These 
are made of 34-in. pipe with a bend near the end. The shaftman places 
his hand over the end as the pipe is raised, causing a suction, taking it 
away as the pipe is pushed down. When this is done rapidly it lifts the 
sand out of the bottom of the hole. The sand pumps are made in different 
lengths and sizes to suit conditions. Blowpipes are used for blowing 
out the holes before blasting, and are usually made of 34-in. pipe, so that 
small rocks will have a chance to pass. 

As to the placing of holes, Plate VII will show the general method, 
as there are no ironclad rules. If the ground is breaking out too far on 
one side the holes are drawn in, or perhaps one may be cut out alto- 
gether. It is generally arranged so that each machine has the same 
number of holes to drill, and this often causes rivalry among the different 
runners. Both 40 per cent. and 60 per cent. gelatine powder are used, 
the 60 per cent. being usually used in the cut holes only. In some shafts 
the whole round is blasted together, but, with 10-ft. rounds, generally 
the cut holes and one or two rows on either side are blasted first; thus 
making sure the round will do its work. The cuts are sometimes mucked 
clear to bottom and the bottom of the cuts blasted with the rest of the 
round. At other places it is customary to muck down far enough to see 
that all of the holes have gone and then shoot the rest of the round. The 
men in this way are twice on the top of a fresh muck pile, and only pick 
bottoms once to a 10-ft. round. Sometimes a set of timber is placed 
after the cut holes are blasted and then another after the rest of the round, 
making both very nicely from the top of the muck pile. 

The jackhamer drill is finding its application in certain kinds of rock. 
The air is blown out through the hollow drill, keeping the holes free from 
cuttings; in soft ground the holes are likely to plug. At the Pittsmont 
mine a hole is drilled in the steel sidewise about 1 in. from the lower end 
of the drill, so that, if the hole in the end becomes clogged, the air blows 
out through the side, keeping the hole clean above the last inch of the drill. 
In soft ground the drill bits are enlarged to take 1.25-in. powder. In 
hard rock, if the bits are enlarged sufficiently to make the hole large enough 
for 1.25-in. powder, the drilling becomes too slow, while the /%-in. powder 
will not break to the bottom cleanly, and then picking bottom is a slow 
process. The application of these drills seems to be in rock which is 
neither too hard nor too soft. A heavier drill of this type might overcome 
these difficulties if it bored a hole large enough for 1.25-in. powder fast 

‘enough in hard rock. t 

The fuse is doubled for blasting the holes; two nails or hooks are set 
the right distance apart and the fuse is wound tight around them, and then. 
cut at one of the nails. Caps are put on both ends of the fuse; the crimp 
in the fuse, made by the other nail, marks the place where the fuse is 
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to be spit, and the fuse is not cut until that particular fuse is spit. The 
fuse for the different rows of holes is not cut in different lengths, since 
the work of spitting gives plenty of relay between fuses. 

In the larger mines sinking takes place under a working shaft, the 
shaft being bulkheaded under the hoisting compartments and several 
hundred feet above under the auxiliary compartments. A lining of 2-in. 
or 3-in. plank is run, separating the auxiliary and main hoisting shafts 
between these two bulkheads. The sinking engine is then placed so it 
may be served by the main hoisting cages. This bulkhead is often made 
by crossing the shaft with several layers of 10 by 10 in. timber, removing 
the shaft lagging for several sets above and filling it with rock. Some- 
times a timber bulkhead is placed, as in Fig. 4, Plate VIII. A good method 
is shown in Fig. 2, Plate VIII. A block of ground is left under the hoist- 
ing compartments for about 30 ft., when the shaft is lengthened out to 
the full. When sinking is finished this portion is raised, completing 
the shaft. This may be seen at the Badger State and Mountain Consoli- 
dated mines of the Anaconda company. 


Handling Shaft Water. 


Some of the shafts of Butte, where the ground has been drained, are 
being sunk without pumps. In this case the water is bailed into the 
sinking buckets with pails. The bucket is then hoisted and dumped into 
a car. The car can be run out away from the shaft, and the plug pulled 
out; it will empty itself by the time the next bucket of water is ready to 
be hoisted. 

The 10-7-5-10 Knowles and the 9 b Cameron pumps are generally in 
use insinking work. It is becoming the practice, where pumping with 
compressed air, to force the exhaust air back into the water column. A 
check valve is used to keep the water from running back into the cylinder 
of the pump when the pump is shut down. A valve is placed so that the 
air may be exhausted into the atmosphere. A valve should be placed in 
the water column, to allow the column to be drained in case the water 
pressure is too great to allow the pump to start. A pump so rigged, but 
for a short lift, and without the column valve, is shown in Plate XIII. 
It is shown with the 6 to 4 in. nipple on the suction, to make the flanges 
standard, and with the expansion joint on the water column. 

Pumps run in this way are noiseless and will not freeze in a cold shaft 
because the air leaves the cylinders of the pump still under pressure. 
The advantages to be gained by this method are that the column is not 
under such heavy pressure and is less liable to breaks, and the pump will 
give less trouble with the packing. A 200-ft. lift can be made very nicely 
with a 10-7-5-10 Knowles pump. The column pipes are flanged in 10-ft. 
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g compartments of the shaft. 


4. End view of a timber bulkhead under the hoisting compartments. 


2. Leaving a block of solid ground under the hoistin 


1, Lowering pump with rope. 
3. A bulkhead under the pump. 
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lengths, and care should be taken to keep the flanges away from the wall 
plates. They should be started and held vertical about half-way between 
sets. Expansion joints should be placed every 200 ft. in the water and 
air lines. The pump has an expansion, as shown in Plate XIII, which is 
lowered with it. This takes care of any variation in the 10-ft. lengths 


I.—10 spy 7 —5 sy 10 1n. Knowtes Pump. CoNNECTED To THROW 
a Exuaust Arr INTO WATER COLUMN. 


of pipe. The clamps on the water column should be kept 30 to 40 ft. 
above the pump. In case the pump is not lowered to a position exactly 
under the pipe, the pipe can be swung over to the pump. 
There are several methods of lowering pumps, the favorite one being 
with chain block. The chain block is fastened to a cross piece several 
sets above, which is carried down along with the chain block. A hand- 
operated winch, set in the pump shaft usually at the first station, and a 
rope leading down to the pump, are used. A separate bell line gives the 
man at the winch the signal to hoist or lower the pump. The pump 
may be lowered with a large-size Manilla rope, as shown in Plate VIII, 
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Fig. 1. This method is very fast. The rope is wound around the timber 
and tied after the pump is lowered, so that, if the pump is lifted off the 
wall plate by the blasting, it will not fall to the bottom. 

To keep the pump from being blasted a bulkhead is carried along and 
kept under the pump. As these bulkheads have to be passed down by 


Puatre XIV.—BuckEeT AND Hoox ARRANGEMENT FOR SUPPORTING BUCKET. 
Tropic SHAFT, ANACONDA Co. 


hand every time the pump is lowered, the timber should be in as light 
pieces as possible, and 5 by 10 in. or 4 by 10 in. set on edge makes a nice 
size for this purpose. The bulkhead is designed by the pumpman to suit 
existing conditions. An end view of a typical bulkhead is shown in Plate 
VIII, Fig. 3. It is wedged tight in place, and, after the blast, it is loos- 
ened so that it may be easily taken out. 

The suction of the pump extends through this bulkhead to the sump 
below; consequently the bulkhead is made so that it can be closed for 
each blast. Before the blast the suction is disconnected and pulled u 
above the bulkhead by a double block and tackle. One way to aie 
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this hole for the suction is to have the pieces below the pump wedged 
so they can be pulled up and out ; or they may be kept loose so they can 
be spread. Another method is to take two 10 by 10 in. timbers and cut 
a 5-in. hole in each, so that, when they are placed under the pump, they 
make a 10 by 10 in. hole for the suction. During a blast a block is placed 


Pirate XV.—Dror Pin Metsop or Supportina Bucket. Rarnspow SHAFT. 


over the hole and under the pump, to prevent rocks from flying up. , In 
some places the suction is pulled just high enough to leave the strainer 
in the hole. The strainers for the suction hoses are made at the mines 
and consist of a piece of pipe of the same diameter as the suction, oe 
14 in. long, bored full of 14-in. holes, with thread on one end, and ne 

together on the plain end. Timbers 10 in. square are very ae ee 
they are waterlogged, and most pumpmen prefer the first met = : ue 
suction hoses are usually wound with 14-in. Manilla rope, as fe : a Z k 
to prevent wear. Short lengths of flanged pipe are kept re ee ae 
and are placed between the suction hose and the pump as t as ie a 
mucked down. As the suction hose can be lowered with the block an 
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tackle, this is an easy matter. A leak in the suction is a great annoyance, 
and about the only way to find it is to place the ear near the flanged 
joints and listen for the sound of the leak. 


Rock Handling. 


Sinking engines have every possible speed, depending upon the depth 
they have to work. The type of cage shown in Plate XVII is generally. 
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used for sinking; the long shoes along the side and the sinking shoes 
above can be seen. The corner bars of the cage are drawn in so that 
men can step off the cage on to the timber. In Plate XVII a regular 
mine cage is fitted for sinking, having sinking shoes. The sinking bucket 
with straight sides has come into almost universal use. These buckets 
are about 2 ft. 6 in. across the top, and 3 ft. high, holding one mine car 
of rock. Barrel-shaped buckets and buckets wider at the top than at 
the bottom have not found much favor. The bucket must be wide at 
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the bottom so that it will sit steadily on the muck below, buckets with 
small bottoms being likely to topple over and hurt the an There are 
many novel methods of securing the bucket; the best and most reliable 
one, in my estimation, being shown in Plate XV, which is known as the 
drop pin. Another method is shown in Plate XII, Object 2, this being 


‘ 
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a link flattened for about 0.75 in. on one side, and which can be passed 
into the hook shown, the chain being passed around the bail of the bucket. 
Plate XIV shows two hooks turned in opposite directions, this system 
is being used at the Tropic shaft of the Anaconda company. 

The cars should be large and have strong bottoms. Large boulders are 
lifted into the bucket by means of a rock chain attached to the cage, 
and dumping these into the cars soon breaks them if they are light. 
Plate XV shows a common mine car with raised door, so that large boulders 
may be dumped out of it. A rock chain may be seen in Plate XII. It 
is well to have several of these made in different weights of chain, and 
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0.5-in. chain is a good average size for this purpose. A chain ladder is 
also shown in Plate XII, this being made of 0.5 by 18-in. bolts, with 
3¢-in. chain and 0.75-in. pipe cut to go over the bolts between the chains. 
The ends of the bolts are riveted after the nuts are in place; in case a 
step is broken it is easily replaced. The chain ladder should be hung so 
that, in case anything should go wrong with the sinking engine, the men 
can climb up the chain ladder and out. In some places this is lengthened 
to about 35 ft., and the wooden ladders are kept down to connect with 
the chain ladder. 


Miscellaneous Details. 


Where heavy ground occurs in the shaft, and the timber is being pushed 
in and broken, jacket sets are placed outside the regular shaft timbers. 
(Plate IX.) This gives an opening around the shaft, where men can work 
easing off the timber ‘while the shaft is in operation; these jacket sets 
are raised alongside the shaft, although in a few instances they have been 
carried down with the sinking. The four small compartments at the 
corners are used as chutes, and discharge at the station below. The rock 
is generally very fine, and is picked out in easing off the timber. If any 
_ of the outer jacket timbers break they can be easily replaced without 
disturbing the shaft. 

Sometimes the shaft sets themselves are pushed out of line. Vertical 
' stringers are then run up and down the shaft, being wedged to three sets 
all around. The jacket timber of the middle set can be then wedged 
and held from coming in when the blocks between them and the shaft 
are taken out. The shaft set is then pushed over with a jack bar to its 
right position and new blocks are fitted to go between the shaft set and 
the jacket set. This is then repeated on the next bad set. In raising 
alongside the shaft for the jacket sets, a set is finished around the shaft 
before commencing another. The place where the ground is the heaviest 
is selected as the starting point for the raising; what natural support the 
better ground can give is thus taken advantage of. 

For signals, a 0.75-in. Manilla rope, attached to a bob, is generally 
used, and the shaftman ties a loop on the end of the rope to make it easier 
to pull. When the men are being hoisted, after spitting the holes, this 
loop is hooked on the cage and the rope is thus hoisted away from the 
blast. Rope bells can be used successfully for 2,200 ft. in depth, but, 
after that, a combination of electric bell and rope bell must be resorted to. 
, Electric lights are a great aid in shaft sinking, as they leave the men 
unencumbered with candlesticks, ete. Especially is this true in drilling, 
when the exhaust of the machines makes it hard to keep a light of any 
kind. When timbering, candles are used to give light back of the timber. 
An old reel may be used to hold the light wires. A couple of old pieces of 
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shovel handle nailed about 5 ft. apart may be used for the same purpose. 
To protect the lights from rocks falling from above, a heavy reflector 
is kept above them. Electric lights are particularly useful where electric 
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engines are used in sinking, as they give notice to shaftmen of any inter- 
ruption in the current. 

To ventilate the shaft, l-in. lining boards are run down, separating two 
compartments of the shaft. These boards are cut to go between centers, 
and cleats are nailed on both their sides, at top and bottom, to hold them 
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in place. In order to make a circulation, a ventilating stack, called 
an upceast, is placed at the top of one of these compartments running 
up alongside the gallows frame. Where the shaft is to be sunk under 
hoisting shafts, the ventilation is much harder and blowers are some- 
times used to furnish air. The time it takes smoke to clear away is 
time lost in shaft sinking. In some places the cages are run up and 
down through the shaft after blasting to help clear away the smoke. 


Discussion. 

Grorce A. Packard, Butte, Mont. :—I would like to ask Mr. Braly 
if he has any information as to the relative efficiency of the sinking 
pump, using it as he refers to it, discharging the exhaust into the 
water column or otherwise. 


Mr. Braty:—I have never gathered any information on that point. 
It is a question of getting the work done. In driving the shaft, using 
that method, we find it easier on the men and everything else. 
In the bottom of the shaft, if you exhaust back into your column, it 
is a quiet shaft. Another thing is the freezing: if you are sinking 
with air in your pump, you will find it is lable to freeze, and in 
that case as the air is still under compression it will not freeze the 
pump. The difference is very small if there is any. But, as might 
be expected, the pump is a little less efficient when exhausting the 
air into the column. 


Mr. Pacxarp:—I suppose all of us know what a pump in the 
bottom of the shaft is. My experience has been, although I have no 
figures, that the capacity of a pump is quite considerably decreased 
if you are pumping, say, from a depth of 200 ft. through a No. 7 
Knowles pump, when you exhaust the air into a column, but, on the 
other hand, it is also my impression that we can raise the water to a 
little greater distance. I would like to get some figures from some- 
body who has made actual tests. 
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The Precipitation of Copper from the Mine Waters of the 
Butte District. 


BY J. C. FEBLES, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


History. 


THE use of iron for the precipitation of copper was known at least 
as early as the fifteenth century. Both Paracelsus and Basil Valen- 
tine refer to it in their writings, as early as 1500 A. D. It was used 
in Peru for this purpose prior to 1637, and at Rio Tinto, Spain, as 
early as the sixteenth century. 

The statement has been made repeatedly that in the early history 
of the mining industry at Butte, the practicability of this method of 
recovering copper from solution was overlooked, and that enormous 
quantities of copper-bearing water were allowed to go to waste, the 
copper in which might easily have been recovered at small cost; and 
that this oversight on the part of the mine operators was due to 
ignorance of this method of recovering copper. As a matter of fact, 
very little copper-bearing mineral was encountered in the mines of 
Butte until a depth of 400 or 500 ft. had been reached, and in many 
cases much greater depths were necessary to reach the copper-bearing 
zone. 

The water encountered in the upper levels (although in most cases 
quite highly mineralized) contained little or no copper, and it was only 
after considerable areas of copper-bearing ore had been uncovered 
and developed that copper sulphate began to appear in the mine 
water in any considerable quantity. In fact, the first water that was 
observed to contain copper carried it in such small amounts as to be 
of little or no importance. It was only after years of underground 
work had opened extensive areas of stopes, drifts, and other under- 
ground workings, these being subsequently filled with waste, nearly all 
of which contained small copper values, which became oxidized by 
exposure to the air and were acted upon by the slowly percolating 
mineral water, that the recovery of copper from mine water became 


commercially important. 
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Below is given the analysis of a sample of mine water taken from 
the Gagnon mine, analyzed by W. F. Hillebrand.’ Figures are parts 


per million. 
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Although this water is not copper bearing, it is not hard to see that 
it could easily become so if brought in contact with soluble copper 
minerals. 

At this time the Gagnon mine was pumping about 150 gal. of water 
a minute, and some time subsequently a careful assay of the water 
showed 0.0016 per cent. of copper, which would be equivalent to 
about 28 lb. per day in the water pumped. An attempt to recover 
copper from such water would not have paid the cost of maintenance 
of the precipitating plant. 

When mining operations had reached such astage as to allow such 
water to come in contact with copper salts, which, from oxidation, 
had become soluble; then, and not until then, mine water began to 
carry enough copper in solution to make its recovery profitable. 

The first production of copper precipitate from the mine water of 
Butte was from the St. Lawrence mine. In November, 1889, a fire 
broke out on the 400 level of the St. Lawrence, and an effort was 
made to extinguish it by filling the mine with water, but, owing to 
connected workings of other properties, it was found to be impossible 
to make the water rise high enough to submerge the fire zone. When 
this water was subsequently pumped out of the mine it was found to 
be very rich in copper sulphate. It has been stated that when 
pumping first began this water contained as much as 0.75 per cent. 
of copper. The statement cannot be verified, however, at this time. 

When pumping operations were started for the purpose of un- 
watering the St. Lawrence the water was allowed to flow down the 
hillside and find its way to the gulch below. In doing this it flowed 
through the yard of a man named Miller, who was at that time 
living in East Butte. This Mr. Miller enlarged and cleaned out the 
ditch which carried this rich copper-bearing water through his yard, 
placed scrap iron and tin cans in the ditch, and thus began the pre- 


‘W. H. Weed : Geology and Ore Deposits of the Butte District, Montana, Professional 
Paper No. 74, U. S. Geological Survey (1912). 
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cipitation of cement copper. Subsequently he improved his little 
plant by building some boxes and flumes of old lumber. He sold 
precipitate, in small lots, to the Colorado Smelter. His operations 
were of short duration, however, and were carried on only upon a 
very small scale. 

In 1890 William Ledford secured from the Anaconda Copper 
Mining Co. a lease on the water pumped from the St. Lawrence mine. 
He began operations by digging holes in the ground, which were filled 
with scrap iron and tin cans, and allowing the water to flow through 
these holes and over the iron. After operating in this way for a time 
he built a flume of lumber, about 40 ft. in length, which he used in 
conjunction with the ground holes. The results obtained with the 
flume were evidently satisfactory, for he continued adding to this 
flume until he had a plant of sufficient size to enable him to abandon 
precipitation in the ground holes. 

Ledford’s operations were profitably carried on during the continu- 
ance of his lease. He sold his precipitate to both the Colorado and 
the Parrot Smelters. 

At the expiration of Ledford’s lease, the Anaconda Co. decided to 
itself operate the precipitating plant, which it has continued to do up 
to this time. : 

As the development of other mines became more extensive, furnish- 
ing air passages for the oxidation of low-grade copper sulphides in 
stope filling and other places, percolating waters were enriched in 
copper sulphate to such an extent that it became profitable to erect 
and operate precipitating plants for its recovery. Consequently, 
within the next ten years, most of the larger mining companies were 
profitably operating such plants. 


PRINCIPLES OF THE PROCESS. 


As is well known, the principal reaction which occurs is the pre- 
cipitation of metallic copper at the expense of metallic iron, by gal- 
vanic action, and may be expressed by the equation, 


Fe + CuSO, = FeSO, + Cu. 


The resulting ferrous sulphate becomes oxidized by constant aera- 
tion in the flumes and towers to ferric sulphate, which, being sub- 
jected to still further oxidation, is thrown out of the solution, both as 
basic ferric sulphate and as ferric hydrate, with the liberation of free 
acid, which reacts upon either copper or iron salts, again forming the 
corresponding sulphates. 
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The quality as well as the quantity of the cement copper obtained 
in a given time depends upon a number of conditions, which may be 
briefly enumerated as follows: 


. The amount of copper in solution. 

. The temperature of the solution. 

The freedom of the solution from salts other than copper. 
The rate of flow. 

The kind of precipitating apparatus used. 

The kind of iron used. 

The size and shape of the iron, and the way it is placed. 
The proper handling and cleaning of the iron. 


OO TS ot SO bo PS 


1. It will require no argument to make plain that the greater the 
percentage of copper sulphate the solution contains, the more rapid 
will be the rate of precipitation, and also the better the quality of the 
precipitate. 

2. The greater the temperature of the solution, the more rapid the 
deposition. 

3. The freer the solution is from iron and other sulphates, the more 
rapid the deposition and the better the quality of copper obtained. 

4. Within reasonable limits, the more rapid the flow the more 
satisfactory the precipitation, both in, quality and quantity. The 
most modern practice is to construct the plant with the greatest 
amount of fall to the first flames in the system, in order to secure a 
rapid flow at first. The fall is gradually diminished until, at the end 
of the operation, the water is flowing quite slowly. 

5. There has been much argument as to whether towers or flumes 
will give the best results; but after long-continued use of both and 
close comparison, the conclusion is that the flumes are superior to the 
towers in almost every way. The first cost of the flume is less; it 
can be more easily and economically handled; the cost of mainte- 
nance is less; the yield of copper per unit area is greater, and the 
quality of the precipitate is just as good. 

The tower is much more difficult to handle, and in cold weather 
is almost impossible to care for properly, owing to the formation of 
ice in large masses in such positions as to make its removal difficult, 
and in some cases impossible. 

In fact, about the only advantage that can be claimed for the tower 
is, that it permits the use of large and irregular pieces of iron, which 
cannot be used to advantage in flumes. For example, old boilers, 
roll shells, trommels, and such cumbersome material can be well 
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utilized in a tower, while their economical use in a flume would -re- 
quire cutting or breaking, adding expense to handling. 

6. Almost any merchant iron or mild steel will give satisfactory re- 
sults, provided its surface is kept clean. The results obtained by the 
use of very hard steel, or spring steel, are notso good. Castiron is the 
poorest of all, having little or no value for precipitating. The un- 
combined carbon in the cast iron seems to interfere, to a very marked 
degree, with the reaction. The copper adheres very strongly to the 
surface of the cast iron, making its removal so difficult that the sur- 
face cannot be properly cleaned. After the copper coating has be- 
come quite thick it will break off in hard flakes and scales, with pieces 
of carbon adhering to them. 

The best iron for the purpose seems to be old rails, merchant bar, 
and pipe of small diameter. Horse shoes, punched screen, heavy 
sheet iron, nails, bolts, and iron wire are very good; roofing iron, 
tin cans, and similar scrap are not so good, but are extensively used 
because they are plentiful and cheap. All paper should be removed 
from cans before using. Painted iron and galvanized iron should be 
burned before using; in fact, annealing at a low temperature im- 
proves almost any iron for the purpose of precipitation. 

7. Care should be used in the distribution of the iron, in order to 
secure the maximum precipitating surface. It should be packed 
quite closely, but in such a manner as to allow the water to flow 
freely. Rails, pipe, and bar iron should be placed horizontally in 
the flume, with short transverse pieces between the layers, to 
allow space for the free flow of the solution. Material of this kind 
can be used to the best advantage in the upper part of the system, 
where the flow is most rapid and the water richest in copper. Smaller 
scrap and cans may be placed indiscriminately. Flat sheets should 
be placed one above another, with enough small scrap between to 
prevent interruption of the flow, and in such a way as to present the 
maximum surface. Large and heavy pieces are used to the best ad- 
vantage in the towers. 

8. Where rails, small pipe, and bars are used, and the flow is suffi- 
ciently rapid, very little or no handling of the iron is necessary, an 
occasional sweeping with a stiff brush being sufficient. The precipt- 
tated copper, thus freed from the iron, will be carried to the settling 
tank below. 

The smaller scrap, sheets, wire, and cans, should be turned over 
occasionally, with hooks and rakes, in order to remove the precipl- 
tated copper. 

The iron in the towers requires very little attention, as in most 


182 THE PRECIPITATION OF COPPER. 


cases the fall of the water will keep the surface of the iron clean and 
free from copper. 

Where the grade of the flume is not sufficient for the water to 
carry the precipitate to the settling tank below, the flume is cleaned 
up at intervals by removing the iron (first separating all the copper 
possible from it) and the copper is sluiced into the settler. As these 
flumes are constructed in two or more parallel sections, the water can 
be handled through one section while another is being cleaned up. 

After the expiration of Mr. Ledford’s lease, the Anaconda Co. con- 
tinued the precipitation of copper at the St. Lawrence mine until 
1901. About this time the High Ore pumping plant was completed, 
which enabled the company to handle the water of the entire group 
through the High Ore shaft. A new precipitating plant was then 
built, convenient to the High Ore. Since then practically all of the 
Anaconda Co.’s precipitating operations have been carried on at this 
plant. 

About the time the present plant was started (1901 or 1902), some 
experiments were made for the purpose of precipitating the copper 
by neutralizing the water with lime. The Gagnon mine used this 
method of neutralizing the mine water, in order to protect the pumps 
and columns from corrosion by the acid in the water.” 

The use of lime in this way, at the Gagnon, probably suggested its 
use for the recovery of copper from mine water. This was quickly 
abandoned, however, owing partly to the low copper value of the re- 
sulting precipitate and partly to inability to handle the precipitate 
economically. The precipitate is very light and flocculent, in con- 
sequence of which it settles very slowly, and is so sticky and gelatin- 
ous that it cannot be filtered. 

The following shows the result of an analysis of a precipitate ob- 
tained by adding a 10 per cent. excess of quicklime to a sample of 
the High Ore mine water. The sulphuric acid was first determined 
and the proper amount of lime to combine with it was calculated, 10 
per cent. in excess of this amount being added: 


Per Cent. 
Doppery if <a 1 bO% ty wal ae ee ee 8.12 
Tro tty. ne 75 oa “bateneo.e fhe cation yale 10.08 
Sulphuric acid, . 5) 5 ..« ue" cmc oe 8.23 
PATUMMIRG Get ie) ene eee ee Wn ate athe ciaye, ae nme e ae 4.53 
Lime, oy) a Sao Beata ae ee 15.80 
Migiiesia,:.: a: sus ness) Xt ey eee ee 0.60 


The filtrate from the above precipitate, upon being tested, was 
found still to contain sulphuric acid. Upon the addition of more 


* U. S. Patent No. 567,312, Sept. 8, 1896 ; C. W. Goodale and H. W. Hixon. 
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lime, however, nothing precipitated but the sulphates of lime and 
magnesia, and they came down very slowly. 

By adding avery large excess of lime and allowing to stand several 
hours, a filtrate can be obtained which is practically free from sul- 
ee acid. Analysis of a precipitate obtained in this way is given 

elow: 


Per Cent. 
OSC Se Sie ae i ee’ - 93.20 
Eee ie Re gs ws ek 2.00 
SUSUR ST Sa te deo tr OR ene 3.50 
EDOM ESRF Ase. 6% IS ae Seba oA Ras A ae 0.71 
IY 8 SEs a rr it eee 61.20 
UPR OCS, «ga a et al eke P(e 


Even where the precipitation is carefully made, and a large excess 
of lime avoided, the precipitate obtained in this way is of little or no 
value, for the reasons stated above. 


Tue Hieu Ore Puant. 


The water is pumped by steam and electric pumps to the 300-ft. 
level, where it runs by gravity through a tunnel, at the outlet of 
which it enters the first set of precipitating flames. There are three 
of these, placed parallel to each other. They average about 4 ft. in 
width and are 2 ft. deep. Their length is about 300 ft. to the first 
settling tanks, the average grade being 2 per cent. 

These flumes are filled with selected scrap iron, such as rails, pipe, 
rods, and bars, and such other iron as will give a rapid, clean precipi- 
tation, this heading water being comparatively rich in copper. Under 
normal working conditions about 1,200 gal. of water per minute is 
delivered into these flumes, containing about 0.0500 per cent. of cop- 
per. The temperature of the water as it enters the plant is approxi- 
mately 85° F. 

The iron in these flumes is turned over and handled constantly, in 
order to separate the precipitated copper and leave a clean iron surface 
for further precipitation. Every few days the water is shut off from 
one unit, allowing the remaining two units to carry all, so that the 
iron may be temporarily removed, while the precipitate is washed 
into the settler below. This work is done in rotation, so that all 
flumes receive an equal amount of attention. 

After passing the first settling tanks the water continues in the 
flumes as described above, the only change being that the grade is 
increased to about 2.5 per cent. and the flumes are increased in width 
to about 8 ft. Settling tanks are placed approximately 75 ft. apart | 
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from this point for a distance of 500 ft., which, with the 300 ft. of 
flume above the first settlers, constitutes the first unit of the plant. 

These settling tanks are merely large wooden boxes, of the same 
width as the flume, about 15 ft. long and 8 ft. deep, and so arranged 
that the precipitate can be sluiced through a hole in the bottom into 
a trough connected with drying vats which are conveniently located ; 
the tops of the drying vats being somewhat lower than the bottoms of 
the settlers. : 

This first unit, which consists entirely of flumes, is approximately 
800 ft. in length, and has a total fall of 30 ft., or an average grade of 
3.75 per cent. The average velocity of the water in this portion of the 
plant is 60 ft. per minute. 

The water, after leaving this first set of flumes, again passes through 
settlers, from which it is discharged into the first tower, which is 
merely a heavy wood frame, the main supports of which are 8 by 8 in. 
square timbers. It is filled with pieces of scrap iron which are too 
large, or for some other reason are unsuitable, for use in the flumes. 
Baffle boards are nailed to the sides and ends, to prevent the falling 
water from splashing outside the tower. The dimensions of this tower 
are 130 by 8 ft. by 19 ft. high. with a settling tank beneath which 
extends the entire length. 

A summary of the work accomplished by the above described flume 
and tower is given below: 


Temperature of water entermg flume, = =. ©... -). sma. 5 85° F. 
Temperature of water entering tower,. ............... 78° F. 
Temperature of water leaving tower © be eae eee ee) eee 70° Ee 
Per cent. of copper in water entering flume,. ............ 0.0516 
Per cent. of copper in water entering tower,. .......-+-2+s- 0.0027 
Per cent. of copper in water leaving tower,. ...........:- 0.0021 
Per cent. of copper extracted by fume.) cme cere ciee) Go Senin 95.03 
Per cent. of remaining copper extracted by tower,. ......... 22.20 
Per cent. of copper extracted by flume and tower, .......... 95.93 
‘Totaltime’ of water’in flame yt tame. te ce ne 18 min. 
Average per cent. of copper in precipitate from settler above tower, . . 75.20 
Per cent. of copper in settler under tower, ............. 9.48 


The water then passes through another tower, from which it enters 
two large parallel flumes, 9 ft. wide by 300 ft. long. This double 
flume is filled with tin cans and small scrap. The total fall of this 
flume is 4 ft., or a 1.3 per cent. grade. The velocity of the water at 
this point is about 50 ft. per minute, the time consumed in passing 
through being about 6 min. The water entering this second flume 
assays 0.0019 per cent. of copper, and leaving, 0.0017 per cent., the 

extraction in this flume being 10.52 per cent. The precipitate made 
_ by this flume contains 12.50 per cent. of copper. 
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The water, upon being discharged from this flume, passes through 
five other towers, the first of which is a large one, being 81 by 11 ft. 
by 25 ft. high. The remaining four are smaller, averaging only 8 or 9 
ft. in height. From the last of these towers the water enters a settler 
27 by 28 ft. by 4 ft. deep, from which it is allowed to run to waste. 

Following is a summary of the work done by the last four towers: 


Per cent. of copper in water entering,. . ........5...00- 0.0017 
Per cent. of copper in water atoutlet, .. 2... 6 ke ee 0.0010 
Per cent. of copper extracted by last four towers, . ......... 41.2 
Tobextricion of plant (peritent:).. 295 6. 5k ss oS 98.6 
PREIS DEM SMEG GE WALEE 2b OUCIGL We. dye oe? sss ss <x. We Was es 54° FB. 
Per cent. of copper in precipitate from last settler, ......... 8.60 
Per cent. of iron oxide in precipitate from last settler, ....... 47.71 
Per cent. of alumina in precipitate from last settler, ......... 8.69 
Per cent. of silica in precipitate from last settler, .......... 7.60 


The following table shows the result of a complete analysis of both 
head and tail water of the High Ore precipitating plant, arranged in 
such a way as to be easily compared: 


| No.1 No. 2 
Ey = | les sia Be of 
a = = ocoe ooo 
= = % =248 : sZ2 ' 
De) ee aie i ec le ee 
pemmeceretees We as) he eee ate 
g g epee ei g oe $ 
SiQge ss. | 02050419 0.0384 |—.0.0120:)0.0504 Is). - 1) 000384) one 
CuO ....| 0.6683 | 0.0125 |—0.6558| 1.3405 | 0.6722 | 0.0251 | 0.0126 
PAO =. «| O-2L02 Gl 926 ieee 107,046: 0.4944 0.6452 0.4526 
TOMAS 5 Sa sa URED CRU PANE | oh noe 1.4845 | 0.8914 0.1826 0.1097 
COME. tt 0.2194 I04Z TS eee oie es 0.4637 0.2443 2.2035 1.1608 
MNO sees | 020714 0.0574 |— 0.0173 | 0.1519 0.0805 0.1151 0.0610 
ZnO ....| 0.6969 | 0.4679 |— 0.2290| 1.3823 | 0.6854 | 0.9281 | 0.4602 
CaO. 4) 0.3224 0.3296 |+ 0.0072| 0.7825 0.4601 0.8000 0.4704 
MgO ....| 0.1200 | 0.1376 (+ 0.0176 | 0.3580 | 0.2380 | 0.4106 | 0.2730 
SO 3.5246 | 2.7614 peg ee ea A (ee a A OM 
(ol eae bees (O07 240: 08620 ts OL01S8 man relic. ele nea einem Ete 
Wotal, = ts 6-049) 5, 1.909 Wi suaeeeot = 6.7184 3.7663 5.3486 3.0003 
No.1 No. 2, 
: ae 4 
Total normal sulphates by evaporation (Fe oxidized), -....-- 6.9856 6.150 
Total sulphates by calculation (Fe oxidized), ..-- +--+: 6.8675 ALE 
Difference (alkali sulphates?), . - - + + ee tee ts 0.1181 ree 
Fe,O, in suspension as ‘‘ ocher ” (included in above LD ee oe te on 0.2250 | 0.0 
(Analysis by Charles M. Palmer. ) 


When the settling tanks become filled with precipitate it is sluiced 
into the drying vats, where, after sufficient time has elapsed for set- 
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tling, the supernatant water is decanted and the cement copper 1s 
allowed to dry by evaporation until sufficiently compact to be han- 
dled. The precipitate, still containing considerable moisture, 1s 
sacked and shipped in car-load lots to the smelter for further treat- 
ment. Below is given an average analysis of cement copper: 


Per Cent. 
Moisture; fc mee one ec 
Copper (electrolytic), ---.--- + + 70.9 
Silica” sie. AS eeu ts fe ich eee eee 
Oxide of iron (ferrous), 9). =) = =) = = 8.4 
Alominays.:°3.) 22252 Fee 3 eye 
Liniie, a2 <Ligeein al Ae Bian ee ees 
Sulphuty ecseal sc so, etn saat ema 
ATSeMiC, «ota Gch obi) token meal 


Fig. 1.—Lronarp MINE PRECIPITATING PLANT, BurrE, Monv. 
Front Virw oF Tower. 


Working under conditions similar to those here described, this 
plant will produce approximately 2,200,000 Ib. of pure éopper annu- 
ally, which amounts to the shipping of about 10 cars of crude pre- 
cipitate each month. 

The iron consumed in the process weighs from 1.1 to 2 times as 
much as the copper produced. The lower the value in copper, or 
the higher the ferric sulphate or free acid, the greater the consump- 
tion of iron. Good, clean, compact iron will precipitate more copper 
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than tin cans and similar light iron. At the Silver Bow plant, where 
a large percentage of railroad rails and similar desirable iron is used, 
1,700 lb. of copper recovered per ton of iron used is claimed. A fair 
estimate for normal conditions would be 1 lb. of copper recovered for 
each 1.5 lb. of iron consumed. At the Silver Bow plant it is claimed 
to be cheaper to use old rails at $11 per ton than cans and miscella- 
neous scrap at $7.50 to $8. 

A full description of the Leonard and, Silver Bow plants would be 
largely repetition, as in the main they are very similar to the one just 
described. Views of the tower and flumes at the Leonard plant are 
given in Figs. 1 to 3, but the following table will give a good idea of 
the comparative size and performance of the three plants, these being 
the principal ones now in operation : 


High Ore | Leonard Silver Bow 
Plant. Plant. Plant. 
Total length of flumes (excluding towers), feet, 1,769 1,943 805 
‘Notaltall sieet, cuee-c.to oe ete aL agers nae 180 87 56 
Average fall per 100 ft., feet, ........ 10.25 | 5.6 7 
Total height of towers, feet, ...°. ..... | 100 | 38 20 
Total length of towers, feet, . ...... : 630 224 25 
Average width of towers, feet,. ....... 11.45 aay) if 
Total area of towers, square feet,. ...... 7,213.5 2,315 175 
Average width of flumes, feet, . ....... 12.5 5.7 4.9 
Total area of flumes, square feet,. ...... 22,169 | 13,400 3,908 
Average temperature of water entering, - + + |29°C— 85° F\36° C— 97° Fi24°C Lis 75°F 
Average temperature of water leaving, . . . . |12°G—54° F\11°C = 52° F/17° C6223 
Average flow of water, gallons per minute, . . 1,200 1.500 356 
Average velocity in flumes, feet per minute, . . 70.8 61 50.25 
Total time of contact, minutes,. ....... 26.5 | 29 16 
Average copper content entering, percent., . . 0.0516 0.0482 0.0748 
Average copper content leaving, per cent. . . 0.0010 0.0020 0.0082 
Copper extracted, percent... ........ 98.6 95. 85 90 37 
Total length of settlers, feet,. ........ 938 1.150 128 
Average width of settlers, feet, ....... 11.31 7 65 9.3 
Total area of settlers, squarefeet, ...... 10.613 7781 1.188 
Total precipitating area, square feet, . ... . 29’ 382 1 5,725 4 300 


OTHER Propucts PRECIPITATED, 

The presence of the ferric hydrate, or “ ocher,” in the precipitate is 
objectionable, and is to be avoided as far as possible. There does not 
seem, however, to be any satisfactory way to control its precipitation. 
The formation of this precipitate is due to oxidation of iron in solu- 
tion, probably by aeration, which results in its being thrown down 
both as ferric hydrate and as basic ferric sulphate. 

The precipitation of this ‘ocher ” is less at the Leonard plant than 
at, any of the others, owing, most likely, to the presence of small 
particles of organic matter in suspension in the water, which has a 


THE PRECIPITATION OF COPPER. 189 


tendency to prevent, or at least to retard, the oxidation of the ferrous 
salts. 


An analysis of the “ocher” from High Ore tail water gave the 
following results : 


Per Cent. 
SEN OKG IS) A dee lS ee es ere Ld 
Capper Oxide, ment eke es Me Trace 
PAU CENA LA MMe URCTel hep ete, goatee ge reef 
PErriGiOKId ey Rem ae weit sc mel 66.72 
HANCEORAG Gm refms We: 102 jt, 090 sees ey &. c Trace 
Manganese gOxIGG,0 cic cscs? «3 ods None 
MELT OM SMES mS <o AtE Chie) faa <- None 
MEA OTICHIAN Mri Seek te Kl core co None 
Sulphuric anhydride, ....... 11.51 
WETS ny Bee, aR thor eee ne 16.95 (calculated for limonite) 


Calculating all SO, to basic ferric sulphate (Fe,(SO,),: (Fe,0, + 
8 H,O) and the remaining Fe,O, to limonite (2 Fe,O,: 3 H,O), the 
result is as follows: 


Grams per Liter. Per Cent. 
SH Se on eee 0.0160 3.11 
INCEST Seaton Aol ee 0.0088 Heal 
himontepeehe Heke Sos 0.3084 59.95 
Basic ferric sulphate, . . . 0.1812 35.23 
0.5144 100.00 


The “ ocher ” was filtered from water which had stood in the labora- 
tory about 10 days, and had been frequently exposed to the atmosphere. 
The amount of ‘‘ocher” obtained was 0.5072 g. per liter, dried at 
100° C. 

The mine waters of Butte contain small amounts of arsenic, part of 
which is precipitated with the copper. The average of four weekly 
samples of Leonard mine water gave the following results for copper 
and arsenic: 


Copper. Arsenic, 
Grams per Liter. Grams per Liter. 
sah clot Se Se a oF 0.236 0.00125 
{Ps teed Se eee re 0.017 0.00082 


The amount of water pumped during the month was 37,000,000 
gal., the copper and arsenic precipitate being: 
Copper, 0.0219 per cent., or 68,000 Ib. 
Arsenic, 0.000043 per cent., or 135 lb. 


The ratio of arsenic to copper in the mine water is 1 : 189. 
The ratio of arsenic to copper in the precipitate is 1: 509. 


This would give 0.135 per cent. of arsenic in a precipitate assaying 
68 per cent. of copper. 
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An analysis of mine water, made at the Great Falls Smelter, gave 


results as follows: 
Grams per Liter. 


MgrueteUbG g off GG 6 cee om Oo GE 0.1200 
Grote 6 Abo gh 8 Gor ¢@ 6° 4 oe 0.00915 
PNM AT NF, op o Sod ae Oe SO 0.00570 
Copper; tia ace- ae ec Bg 0.1573 
Total:igon,¥.c- «t..the t,o se eae 0.2310 


This analysis shows that the ratio of arsenic to copper in the mine 
water was about 1 to 17, and on this basis, if all the arsenic came 
down with the copper, a product assaying 65 per cent. of copper 
would run 8.8 per cent. of arsenic. As analysis of the precipitate 
shows no such proportions, it would appear that only part of the 
arsenic is precipitated from the solution. 

Four samples of precipitate were taken from the High Ore plant, 
at different places, and sent to the Great Falls Smelter for analysis, 
in order to show the relation of copper to arsenic precipitated in 
various places. The results of these analyses are as follows : 


Copper. Arsenic. 

Per Cent. Per Cent. 
Precipitate from first settler, 300 ft... ........2... 73.54 0.14 
iPrecipitate from settler, 900 ft., mst ole cee 48.74 0,23 
Precipitate from. settler,.1)400 ftjesnete oe) eee 27.43 0.41 
Precipitate trom last settler 9 cers.) seam ea er 8.60 0.45 


This seems to show conclusively that the arsenic does not precipi- 
tate proportionally with the copper. 

Large samples of both head and tail water from the High Ore 
plant were evaporated, and silver assays made on the residue. Noth- 
ing more than traces of silver were obtained from either sample, 
although a precipitate containing from 70 to 80 per cent. of SOP bes 
will carry from 0.3 to 0.4 oz. of silver per ton. 


Costs. 


An average of cost figures, extending over one year’s operation 
of the Leonard plant, is as follows: 


Per Pound of 
Copper Produced. 


Labot,*. seo. 01s, fe ene ee $0.0352 
Suppliesand iron, ace cle eens 0.0140 
Sundries. 20 ihe Weak ae ee ae 0.0002 

$0.0494 


The above figures are upon the basis of the net pounds of copper 
contained in the precipitate shipped and paid for. 
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Mine Pumps anp Conumns. 


A brief description of the methods employed in Butte for the 
protection of the pumps and water columns from the acid water may 
be of interest. 

The water ends of all pumps are constructed, as far as possible, of 
a phosphor-bronze alloy analyzing approximately 85 per cent. of 
copper and 15 per cent. of tin. Experience has shown that this alloy 
will stand the corrosive action better than any other material yet tried. 
Plungers and valves made of this bronze are not altogether proof 
against the action of the water, however, having to be replaced from 
time to time. The corroded parts are, upon removal, sent to the 
machine department for repairs, a large supply of interchangeable 
parts being kept on hand. 

The columns are constructed of cast-iron pipe, lined with either 
lead or wood. The lead-lined pipes are flanged, the lead lining 
flaring, so that when bolted together, with a rubber gasket between, 
a water-tight joint is insured, and the iron casing is completely pro- 
tected from the water flowing through. The wood linings are made 
of narrow strips, the last strip being driven firmly home, forming a 
key, which holds the lining in place. The whole inside is then 
painted with acid-proof paint, and all joints are carefully calked and 
painted to prevent leakage. The exterior of all pump columns is 
protected with acid-proof paint. 


LEACHING Dumps AND TAILINGS. 


It may be of interest to state, in closing, that after the tail water, 
from which the copper has been recovered, has been discarded, it is 
collected by parties, who use it for leaching the soluble copper from 
old mine dumps, which are being operated under lease. These old 
dumps contain small amounts of copper, which was originally in the 
form of sulphide; but owing to years of exposure to weathering, has 
become more or less oxidized to sulphate. 

The tail water from the precipitating plants, containing consider- 
able ferric sulphate, is quite suitable for leaching this material. Thus 
some of the copper still in the form of sulphide, in addition to all the 
copper sulphate, can be recovered, owing to the solvent action of the 
ferric sulphate upon sulphide and other copper minerals. 

The method of procedure is to convey the water to the top of the 
dump, where it is confined in shallow ponds, thus causing it to per- 
colate through the dump. A trench is dug around the bottom of 
the dump, from which tunnels are run into the interior. The perco- 
lating water, collected by these tunnels, is conveyed to the trench, 
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from the sump of which it is pumped by electrically driven centrif- 
ugal pumps to the top of a precipitating system similar to those 
described above. Water containing as high as 0.015 per cent. of 
copper is obtained in this way, and, while not as satisfactory as the 
mine water, is profitable to work. 


DIscussIon. 

J. W. Rrcwarps, South Bethlehem, Pa. :—In looking at these pre- 
cipitating launders the idea has come to me that the iron could prob- 
ably be kept much cleaner if there were laid on the bottom of the 
launders some sheet copper, with which the iron would be in contact, 
and as the solution passed over the tendency would be to precipitate 
the copper on the sheet copper and thus keep the iron cleaner 
than it is under present conditions. As soon as a piece of iron be- 
comes coated with copper its surface becomes inactive, and the pres- 
ence of a sheet of copper in electrical contact with the iron would 
tend to precipitate the copper on the sheet copper and to keep the 
iron clean. 


Wiuus T. Burns, Great Falls, Mont. (communication to the Secre- 
tary*):—In connection with Mr. Febles’s interesting paper a brief ac- 
count of an attempt made at the Great Falls electrolytic plant to 
recover the copper from the mine water by direct electrolysis may be 
of interest. 

A barrel of mine water of the following composition was obtained 
from the Leonard mine, at Butte, Mont. 


Grams per Liter. 


Pree sulphuriciacid,| = one) ~ noes Aen 0.1200 
ATSOTING, eins a tegy Bc orcure uns tare ree 0.00915 
ATIGIMODIY 9 30 acdc ce ter oh cies areca 0.00570 
Copper, 0405. aa hte SP, ee ee 0.15738 
Tronsptotaliws aaenemenee Src er ere - » 0:2310 


The insoluble-anode tanks in use at the Great Falls electrolytic 
plant are 9 ft. 7 in. long, 2 ft. 4 in. wide and 8 ft. 9 in. deep inside, 
These tanks contain 22 lead anodes and 21 copper cathodes, and are 
operated at a current density of approximately 40 amperes per square 
foot, with a drop in electromotive force of 2.4 volts per tank. 

Not having sufficient mine water to permit the use of tanks of this 
size, a small tank, 14 in. long, of the same proportions as the regular 
tanks, was used. The mine water was treated in this tank at a cur- 
rent density of 40 amperes per square foot of cathode surface while 
circulating the solution at a speed of 1 gal. per 82 ft. of cathode sur- 


* Received June 9, 1913. 
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face per minute, equivalent to 8 gal. per minute in a standard size 
tank operating at 40 amperes per square foot. 

While operating a tank under these conditions it was found that 
44 volts per tank were required. 

The following figures show the copper contents of the water be- 
fore and after treatment : 


‘ 


Copper 
Grams per Liter. 
Mappers ener iL 6 She Aw Ske 0.1573 
bea vinektank meee 2s oc ss hs 0.0629 
Grams per liter removed,. ........., 0.0944 
Ber) ceninmextrachlonin mee Ss il bs ss os 60. 


The material deposited was a fine black slime containing 34 per 
cent. of copper. 

If the water were treated in a standard sized tank at 40 am- 
peres per square foot while circulating at the rate of 8 gal. per 
minute the power consumption would be 10,000 amperes at 44 volts, 
or 44+ kilowatts, per tank, with an extraction of 60 per cent. of the 
copper content of the water. 

Mr. Febles states that 37,000,000 gal. of water per month are 
pumped from the Leonard mine alone. Calling this figure 850 gal. 
per minute, 850 — 8= 106 electrolytic tanks would be required to 
treat this water, with a recovery of but 60 per cent. of the copper. The 
consumption of power would be 444 x 106 =—4,700 kilowatts, or 
63,000 h-p. consumed in the recovery of 60 per cent. of 68,000 lb. of 
copper per month. 

The high resistance of the water and the excessive voltage required 
for electrolysis are due to the low free acid and copper sulphate con- 
tents of the solution. Because of the large volume of the water to be 
treated, the addition of a sufficient quantity of sulphuric or other acid 
to bring the resistance within commercial limits is out of the question. 
To raise the free sulphuric acid in the water to 1 per cent. would 
involve an expenditure of over $30,000 per month. 

The cost of power per ton of copper recovered could be reduced by 
lowering the current density and increasing the number of electro- 
lytic tanks. The percentage of recovery of copper could be increased 
by decreasing the speed of flow of the water and employing a larger 
number of tanks; but as the excessive voltage required made the pro- 
cess appear impossibie from a commercial standpoint no further exper- 
iments were made along these lines. 

Conclusions.—The recovery of the copper from the mine water by 
direct electrolysis does not appear to be possible from a commercial 


standpoint. 
yOL. XLVI.—12 
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If some method of economically improving the electrical conduc- 
tivity of the mine water were available the problems of electrolysis 
would be more attractive. 


C. 8. Herzig, London, England (communication to the Secretary *): 
—On p. 178 the author states : 

“Tt has been stated that when pumping first began this water con- 
tained as much as 0.75 per cent. of copper. The statement cannot 
be verified, however, at this time.” 

In the spring of 1896 I was employed on the Anaconda mine in 
the machine shop, having previously been one of the assayers at the 
Anaconda smelter. 

Some tests were being carried out on composition metal with a 
view to securing a mixture sufficiently resistant to warrant its use for 
column pipe and pump fittings. 

In connection with this work I made a number of analyses of the 
mine water, the following being the results as copied from a note 
book I used at the time: 


Anaconda Mine, Butte, Mont., Mar. 26, 1896. 


No. Location. Per Cent. Cu. Per Cent. H2SO,. Per Cent. Fe. 
1 1,100 0.93 0.19 0.065 
2 High Ore 0.05 0.30 0.061 
8 1,000 east 0.92 0.15 0.092 
4 1,200 0.42 0.11 0.068 
5 1,200 east 1.00 0.17 0.068 
6 1,200 west 1.04 0.23 1.054 


From this it will be seen that as much as 1 per cent. of copper was 
present in the mine water. The acid determination is free sulphuric 
acid. 

The samples in each case, if my recollection serves after this great 
lapse of time, were taken from the sumps and the ditches under- 
ground. 

There is a considerable variation between sample No. 4 and the 
other two samples taken in the 1,200 level of the Anaconda mine, 
but my notes do not give any reason for this discrepancy. The High 
Ore sample is notable as containing a very much smaller amount of 
copper than the Anaconda mine waters, but it is interesting to note 
that this sample contained the greatest amount of free acid. 


* Received Feb. 28, 1914. 
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It may be interesting in this connection, as showing the corrosive 
action of this water, to give the result of a test. My note book is. 
dated Mar. 27, 1896. 

Two samples of Delta metal, marked respectively A67 and A68,. 
were immersed Mar. 29 and withdrawn Apr. 4. The tensile strength 
of A67 was 60,000 lb. and the sample weighed 1 1b. 12 0z. The 
tensile strength of A68 was 65,000 lb. and the sample weighed 1 lb. 
9 oz. The loss in weight in each case was about the same, practically 
30z. The pieces of metal had a cross-section of about 2 by # in. 
The loss of weight in the six days rendered its use for dump material 
out of the question. 

At the same time a piece of aluminum bronze pipe was immersed, 
and lost nearly 5 oz. in four days, the weight being 14} oz. when 
immersed on Mar. 31 and 94 oz. when withdrawn on Apr. 4. 
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Notes on the Electrolytic Refining of Copper Precipitate Anodes. 


BY W. T. BURNS, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


ATTEMpTs were made in 1908, at the Great Falls Works, to pro- 
duce ingots direct from the Butte precipitate by smelting the mate- 
rial in a reverberatory refining furnace. The ingots produced in this 
manner averaged 99.4 per cent. of copper and 0.40 per cent. of ar- 
senic and antimony. 

The copper content being considered too low, it was decided to 
east the copper into anodes and to treat thé anodes in the electrolytic 
plant. 

No. 1 Furnace, in which the precipitate was treated, was a regular 
cathode refining furnace previously employed in making wire bar, 
cake, and ingot from electrolytic cathodes. The hearth of the fur- 
nace was 24 by 12 ft., having a capacity of 100,000 lb. of cathodes. 
The furnace was coal fired, and the copper was dipped by means of 
trolley ladles. 

The average composition of the furnace charges was as follows: 


Per Cent. Per Cent. Copper. 
Precipitate,< 00s se 75.3 40 to 80 
Purification cathodes, . . . . . 1.9 92 
Refinery slag (oxide slag), . .10.1 50 to 60 
Electrolytic cathodes, ---.. 2.1 99.9 
Precipitate anode scrap, .... 3.1 99.0 
Sorap Copper, 72" 1. eee eee Te 99.2 

100.0 


The slag from this furnace amounted to 46 per cent. of the total 
amount charged and was of the following average composition : 


Per Cent. 
Gait fe ete 2 eee 16.86 
SO e9 acs a 34.7 
BeQ) on) 0 a eee 18.8 
Al, Oss: tA a ce eee aa ae ee 13.0 
Gad ®* 3a eee 9.4 
MeO oe! oy ceo eee ee ee 2.7 
SR re AS ge Ly 0.47 
AS ON hats) & ce. (OO RU ee Osi 
Sb. ak coe ee ee 0.006 
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Table I. shows the weights and assays of the anodes produced. 


Oe 


Tasie L—Anodes Produced at Furnace No. 1 from Copper Precipitates 


Tota 


Noon Anodes. Weight. | Cu. As. Sb. Ag. 
= iy ' Se | 7 Bar font 

- Pounds. Per Cent. ‘ Per Cent. | Per Ce Z 

1 35 19 402 99.53 0.251 | 0.012" 0.35 
2 66 37,656 99.37 0.338 0.012 0.40 
8 71 44,102 99.28 0.479 0.016 0.40 
4 76 47,642 99.20 0.749 | 0.014 0.40 
5 81 52,544 | 98.47 0.586 0.027 0.40 
6 102 59,290 | 98.85 0.600 0.056 | 0.45 
7 115 | 70,814 93.62 0.589 0.019 0.50 
8 177 | 105,091 99.60 0.3825 | 0.018 0.48 
9 142° | «4,790 98.92 | 0.368 | 0.022 0.45 
Pte aeeiie. ~ i) °95;290° 98.98 0.544 | 0.025 0.20 
rag 154 [288.751.9918 0.284 0.044 0.25 
3 317 171,469 | 99.38 0.240 0.027 0.45 
4 353 206,863 98.29 0.794 0.024 0.25 

5 | 246 150,299 | 98.66 0.720 0.025 0.35 
6 | 165 | 94390 | 99.56 0.253 | 0.019 0.20 
nM 667 366,710 99.45 0.449 0.024 0.25 
8 428 | 231,896 99.14 0.510 0.029 0.25 
9 450 | 240,103 99.12 0.580 0.037 0.25 
10 215 113,342 99.33 0.500 0.019 0.60 
11 467 | 287,848 99.04 0 670 0.041 0.60 
12 | 46 | 93.228 | 99.20 0.860 0.048 0.65 
13 | 64 | 36,699 | 99.25 0.540 0.032 0.65 
14 75 44,919 | 99.24 | 0,350 0.022 0.55 
15 70 | 42,952 99.34 | 0.430 | 0.025 0.50 
16 89 53,892 99.48 0.310 0.021 0.50 
Totals, 25 | 4,848 | 2,719,362 SOUSEs alts Paid Pee tal ee One 
Arithmetical averages... ./|..... 99.14 0.493 0,024 0.41 


These anodes were refined in 32 of the regular electrolytic refining 
tanks. In order that a comparison between cathodes produced from 
these anodes at high current density and at low current density might 
be obtained, 4 of the 32 tanks were operated at one-half the ampere 
density of the remaining 28. No purification of the electrolyte was 
attempted until the arsenic in solution had reached 55 g. per liter, a 
figure 44 per cent. higher than the copper in solution. This was 
done so that the action of the arsenic in solution on the copper de- 
posited might be observed. Table II. shows the records of these 
tanks for the six months that they were treating these anodes. It 
will be noted that the arsenic and antimony content of the cathodes 
produced in the low-density tanks averaged but 0.0031 per cent., 
notwithstanding the exceedingly high arsenic content of both the 
anodes and the electrolyte. 

The cathodes produced in the high-density tanks, while higher in 
arsenic and antimony than the low-density product, were of a better 
grade than was expected. 
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The anode scrap amounted to 6.3 per cent. of the anodes treated. 
This was returned to the precipitate furnace. | 

Table III. shows the conductivity and the arsenic and antimony 
content of the furnace produets obtained from the treatment of about 
one-half\of the cathodes; the remainder of the cathodes were mixed 
with other products for furnace treatment. - 


Taste U1.— High-Density Cathodes from Copper Precipitate Treated at 
Furnace No. 2. 


ee 


pathede. Weight of - As and Sb. ronduetenty. niet 
T ar i 
No. Shs | eames: eos ple. Dean pees 
Pounds, | Per Cent. Per Cent. Per Cent. | Per Cent. i 
1 89,354 0.0031 0.0041 — 96.90 99.50 | Plates and ingot bar. 
2 88,686) 0.0037 0.0043 =| 97.70 | 100.20 |Ingot bar. ? 
3 89,021, 0.0043 0.0036 | 97.50 | 100.20 |Ingot bar, B.M. ing. 
4 88,144 0.0031 0.0033 97.30 | 100.00 |Ingot bar. 
5 92,193, 0.0046 0.0044 — 97.30 99.90 |Cake. p 
6 84,793 0.0053 0.0053 96.10 | 98.70 |Ingot bar, M.A. ing. 
7 92,112, 0.0050 0.0031 96.60 99.30 |Cake, ingot bar. 
8 94,912, 0.0041 0.0034 | 96.50 99.20 |Cake, ingot bar. 
9 87,175, 0.0046 0.0041 | 97.40 | 100.20 |\Cake, ingot bar. | 
10 90,081) 0.00438 | 0.0052 | 93.50 96.10 |Ingot bar, M.A. ing. ° 
11 83,467, 0.0043 | 0.0072 | 95.50 98.20 |Ingot bar, M.A. ing. 
12 93,291, 0.0053 | 0.0058 | 94.40 97.10 Ingot bar. 
Totals, 12 /1,073,229) . See EG Soest ten oe 


‘Averages... 0.0043. | 0.0045 | 96.90) 99.00]. .... 04... 
| | 


Nore: The ‘‘cathode sample’’ was obtained by punching three 0.25-in. holes in every 


tenth cathode. 
The ‘‘furnace sample’’ is the regular granulated furnace sample and should be more 
reliable than the cathode sample. 


The electrolytic slime obtained from the treatment of the precipi- 
tate anodes was very voluminous and much remained in suspension 
in the electrolyte. The following analysis is of a sample of dried 
slime: 


: Per Cent. 
phi Aa bee ices, Cow . . 65.22 
Np fen be A Phat ean 17.20 
hE pire. ee ee eee, 3.40 
Sp MME et oo. Se os odenar on < 2,22 
BD PRS A a aa ee hese 
SU deg Sar Sh ee RD ee eS a 
a a ee Pee ek Gao & ag 
Us, Soe AG sea na eR ab 
SUP a 45: TE REI ae aan 100.90 
AG; O23, Perton, «fo 6 eR ee Ks 
Sn he ode eee 0.56 
WANE OZs) EX tOM, Us) -. 2s 2) = et 


a Probably from cans used in the precipitating process. 
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The slime produced was 31,948 lb., equivalent to 23.5 lb. of slime 
per ton of anodes, as compared with 18 lb. of slime per ton of regular 
converter anodes. This slime was treated in the reverberatory matte 
furnaces. 

Conclusions. 


Cathodes of wire-bar grade can be economically produced from 
copper precipitate anodes when treated at a current density of 17 to 
18 amperes per square foot. 

Cathodes, from which cake and ingots averaging 99.85 per cent. of 
copper can be made, can be economically produced from copper pre- 
cipitate anodes at a current density of 33 to 35 amperes per square 
foot. 

' The removal of the arsenic from the electrolyte is the principal 
item of electrolytic refining cost that is in excess of the cost to refine 
ordinary converter anodes. 

It would then appear that if anodes can be produced as cheaply in 
the refining furnace as the precipitate can be treated in the smelter, 
there is little choice between the two methods, as the copper must 
eventually pass through the electrolytic refinery. 
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Mining Cost Accounts of the Anaconda Copper Mining Co. 


BY H. T. VAN ELLS, NEW YORK, N. Y. 


(Butte Meeting, August, 1913.) 


THE following is a brief description of the cost accounts in effect 
at the mines of the Anaconda Copper Mining Co. 

The accompanying chart, Table I., shows the distribution of labor, 
materials, and redistributable accounts to the various operating and 
repair accounts. 

OPERATING. 
Development. 


Owing to the fact that every mine has its peculiarities in formation 
and methods, the question of arriving at what charges should be in- 
cluded under the head of “ Development” is one that has occasioned 
considerable thought and comment, and in the cost sheet of the 
Anaconda Copper Mining Co. this account has been sub-divided to 
show the expenses of breaking ground, tramming, timbering, shaft 
sinking, up-raising, and cutting stations and skip chutes. It has 
always been the policy of the company to charge the entire cost of 
this work to operations monthly, whether the mines are producing 
or not, also the cost of the opening up of new mines; and only sur- 
face construction and additions are charged to capital, excepting 
original machinery installed for operating pumping plants. Explana- 
tions of the charges to the various sub-accounts follow : 

Breaking Ground.—W ork performed in driving cross-cuts from the 
station, or cross-cuts from the drifts, and diamond-drill work, for the 
purpose of discovering or developing ore bodies. 

Tramming.—Cost of tramming waste produced by cross-cuts men- 
tioned above. When waste is hoisted to another level to be used for 
filling, the charge to this account stops at the station, and when 
hoisted to surface the charge includes tramming from the collar of 
the shaft to the dump. 

Timbering.—Cost of timbering the cross-cuts mentioned above in- 
cludes the cost of handling and framing such timbers, but does not 
include the wages of station tenders and top carmen. 
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No repairs and renewals are included in above costs, as they are 
charged to repair accounts. This is true of all the following oper- 
ating accounts, except as otherwise stated. 

Sinking and Up-raising—Charges under this heading are classified 
as follows 

Breaking Ground.—Includes all charges for sinking and up-raising, 
when shaft timber is used. 

Tramming.—Cost of tramming waste. When waste is hoisted to 
surface, in addition to the wages of the shovelers there is included 
the cost of tramming the waste material from the collar of the shaft 
to the dump, and when hoisted to another level only the wages of the 
shovelers is included. 

Timbering.—Cost of timbering shafts and up-raises, expenses of 
handling and framing timbers, and cost of compressed air used in 
hoisting timbers when up-raising. 

Draining.—Cost of draining or unwatering shaft, including repairs 
to suction hose and repairs to and handling of sinking pumps; also 
cost of power used in operating pumps. 

Hoisting and Lowering.—This includes expenses of operating auxil- 
lary hoist while sinking shaft, repairs to sinking cages, buckets, 
shaft-sinking engine, etc., and power used by engine, not including 
repairs to main hoisting equipment. 

The statistics shown under this heading are: number of feet ad- 
vanced and cost per foot, and cubic feet excavated and cost per 
cubic foot. 

Cutting Stations and Skip Chutes—Charges under this heading are 
classified as follows 

Breaking Ground.—Cost of breaking ground for stations, and cost 
of excavating and putting in skip chutes, except where a station is 
cut for pumps and used exclusively for that purpose. 

Tramming.—Cost of tramming waste and putting in new turn- 
sheets and repairs to same while cutting station. 

Timbering.—Cost of timbering stations and skip chutes and ex- 
penses of handling and framing such timbers. 

Hoisting and Lowering. —Cost of hoisting and lowering, repairs to 
sinking cages, buckets, shaft-sinking engine, ete., and cost of power 
used by engine. 

A Separate statement is made for each station or skip chute ‘cut, 
and under Statistics is shown the number of cubic feet excavated aad 
cost per cubic foot. 

Draining. 
The cost of draining or unwatering mines includes wages of miners 
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a 


engaged in digging ditches, putting in water boxes, pumpmen, cost 
of new drain tunnels, cost of pumping water into drain tunnels, pro- 
portionate part of draining by pumping plants based on the gallons 
of water pumped per minute, cost of diamond-drill work for drainage 
purposes, and cost of power used in operating pumps. 

Mining. 

Breaking Ground.—W ork performed in drifts, up-raises, winzes and 
stopes, lateral drifts and cross-cuts from laterals to main drift, cross- 
cuts run for the purpose of obtaining filling, breaking and shoveling 
waste on surface when used for underground filling, cost of putting 
in doors for ventilation, and cost of compressed air used for ventila- 
tion and drills. 

Tramming.—Cost of tramming from drifts, up-raises, winzes, and 
stopes to the shaft, and on surface from shaft to ore bins, tramming 
waste on surface for underground filling, and on levels the cost of 
tramming from shaft to waste chutes; cost of shoeing horses and 
mules, new track and turnsheets in drifts, lateral drifts and lateral 
cross-cuts, and cost of electric power used in operating motors. 

Timbering.—Cost of timbering in drifts, up-raises, winzes, and 
stopes, lateral drifts, lateral cross-cuts, new ore chutes, raising of 
chutes from floor to floor, cost of handling and framing timbers used, 
eost of operating timber hoists for hoisting timber into the stopes, 
and cost of power used by same. 


Hoisting and Lowering. 

Wages of engineers on main hoist, auxiliary hoist, underground 
engines, oilers and wipers, station tenders engaged in handling ore, 
waste, materials and supplies, hoisting charges when ore is hoisted 
through another shaft, cost of compressed air and steam power used 
by hoisting engines, and cost of steam furnished for heating air in 
receivers. 

Superintendence. 

Salaries of the Superintendent, shift bosses, foremen, and clerks, 
including residence repairs and maintenance of horses and vehicles 
used by these employees. 


Fire Expense. 
This being an extraordinary expense it is considered necessary to 
show it under a separate account. It includes all charges for control- 
ling and fighting fire underground. 
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Miscellaneous. 

Wages of timekeepers and watchmen, and charges from redistribu- 
table accounts which cannot be properly charged to other operating 
accounts, such as assaying, lighting, teaming, change house, surface, 
shop maintenance, and precipitating ondeeeo ama! 


REPAIRS AND RENEWALS. 

Hoisting Equipment.—Cost of repairing or renewing air receivers, 
air pipes from receivers to engine, engines, cables, head frame, cages, 
skips, bell ropes, signal lines, ete. 

Shafts and Stations.—Cost of repairing, renewing or retimbering 
shafts, stations, and skip chutes, and repairs and replacements ff 
turnsheets in the stations. 

Levels—Cost of repairing or renewing underground timbering, 
except such repairs as are otherwise stated. 

Draining Equipment.—Cost of repairing drain tunnels, pumps and 
accessories, pipes, water boxes, tanks, ete. 

Cars, Motors, and Track.—Cost of repairing or renewing cars, motors, 
tracks, turnsheets, switches, etc., whether on surface or underground. 

Timber Hoists.—Cost of repairing or renewing timber hoists, trucks, 
ete. 

Air Drills and Hose-—Expenses of repairing or renewing air drills, 
hose, tripods, bars, etc., and replacing parts of same, which includes 
all repairs from the connection at the air pipe, except sharpening or 
repairs to steel for drills. 

Hammer Drills and Hose-—(Same as Air Drills and Hose.) 

Tools and Utensils.—Cost of repairing, renewing, or adding to tools 
avd utensils used in operating the mines, including wages of toolmen 
engaged in carrying tools, and wages of tool sharpeners when engaged 
in sharpening steel for drills, picks, tools, ete. 

Ore Bins.—Cost of repairing, renewing, or adding to shaft ore bins 
and railroad ore bins, including foundations, trestles, approaches and 
all permanent attachments thereto. 

General.—Cost of making repairs or renewals not otherwise pro- 
vided for. 

GENERAL EXPENSEs. 

Items making up this expense, and which are self-explanatory, are 
as follows: 

General office, legal, traffic, telephone, engineering, geological, 
donations, taxes, and insurance. The distribution to the various 
mines is made to (1) mines direct where such charges are obtainable, 
and (2) balance proportioned on tonnage basis. 
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Redistributable Accounts. 


Power House.—Wages of firemen, coal passers, and ashmen, and 
all work performed for the purpose of developing steam power; also 
all charges for repairing or altering buildings, ash flumes, ash houses, 
water tanks, boiler feed pumps, repairing or cleaning boilers, and 
premiums paid on boiler insurance. Distribution is made as “Steam 
Power” to the various operations on the basis of horse-power 
furnished. 

Compressed Air.—Wages of compressormen, oilers, and wipers, 
etc., tending compressors and motors, pipemen and others when en- 
gaged in or repairing air pipe lines; cost of repairing buildings, oil 
houses, compressors, and electric motors used in operating compres- 
sors; cost of steam and electric power used for operatiug compressors. 
Distribution is made to the various operations on the basis of horse- 
power furnished. 

Pumping Plant—Wages of pumpmen running pumps and all 
work performed in pumping water from the drain tunnel to surface 
through tunnels to precipitating boxes; also cost of repairing or re- 
newing pumps and accessories, pump stations, etc.; cost of steam and 
electric power used for operating pumps. Distribution is made to 
“ Draining” expenses of the different mines on the basis of gallons 
of water pumped per minute. 

Change House.—Wages of men employed in taking care of change 
house, also all work performed in making repairs or alterations 
thereto, steam furnished for heating, electric current for lighting. 
Distribution is made to “ Miscellaneous” expenses of the different 
mines on the basis of total number of men employed. 

Shop Maintenance-—W ages of men employed in making or repair- 
ing any kind of tools, steam hammers, or machinery used in shops 
or connected therewith; also all labor performed in repairing or alter- 
ing shop building. Distribution is made to “ Miscellaneous ” expenses. 
Work performed by shopmen either underground or on surface is 
distributed daily to the proper repair acccount. 

Electric Light.—Wages of electricians and helpers employed in the 
repair and maintenance of light lines and lamps on surface or under- 
ground, electric current furnished for lighting, cost of all supplies, 
such as lamps, shades, globes, carbons, wire, and electrical fixtures. 
Distribution is made to “Miscellaneous” expenses of the different 
mines on the basis of number of lights used. 

Electric Plant.—Wages of men employed in tending motors, 
generators, switchboards, transformers, etc., cost . of repairing or re- 
newing machinery, cost of current purchased, Distribution is made 
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as “Electric Power” to the various operations on the basis of power 
used. 

Assaying.—Wages of assayers, chemists, sample grinders, and 
helpers employed in assay office; also work performed in repairing 
or renewing buildings and machinery. Distribution is made to 
«« Miscellaneous” expenses of the different mines on the basis of num- 
ber of determinations made. 

Surface—W ages of men employed in grading and repairing roads, 
cleaning up yards, etc., and all surface work not chargeable to other 
specified accounts. Distribution is made to ‘“ Miscellaneous ” expenses 
of the different mines on the basis of work performed. 

Teaming.—Wages of teamsters and stablemen engaged in general 
teaming, caring for horses and mules, repairing stables, vehicles, and 
harness. Distribution is made to the various accounts on the basis 
of work performed. 

Precipitating—Wages of men employed in precipitating copper 
from mine water underground, including building of boxes, ditches, 
etc., is distributed to “ Miscellaneous” expenses of the mine produc- 
ing such precipitates. Surface precipitating plants are not distributed 
to expenses of any of the mines, as the expense of operating such 
plants could not be properly so charged; these expenses are kept 
separate. 

Miscellaneous.—Sales of power, air, and light to outside mines and 
parties are credited to above expenses, and the net cost distributed 
to power, air, and light of the various operations. The amount real- 
ized from sale of scrap iron to outside mines and parties is credited 
to Sundry supplies under “ Miscellaneous ” account. 

Deductions from “ Operating” expenses are made for labor per- 
formed and supplies furnished outside mines and parties which have 
been charged to operating, but no deductions are made for revenues 
from rents, such as buildings, machinery, shafts, or dwellings, and 
royalties from ore and precipitates. 


GENERAL REMARKS. 

After the costs as enumerated above have been shown on the cost 
sheet, the following information is given under the head of “ Statis- 
tics”: Wet tons of ore extracted, per cent. moisture, dry tons 
extracted, per cent. copper and contents, ounces silver per ton and 
contents. Also an efficiency statement showing (1) number of days 
in operation, (2) average number of shifts per day, (3) average num- 
ber of tons per day, and (4) average number of tons per shift per day. 

On account of the number of mines operated by the company some 
system had to be perfected in order to make a concise and intelligent 
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cost sheet, and it is believed that with the introduction of the present 
system this has been accomplished, consisting as it does of only two 
sheets for each mine, without details of redistributable accounts, 
which adds approximately two sheets. 

The cost sheet as finally prepared gives the total cost of the above 
accounts, with the cost per ton; classification of labor, divided be- 
tween operating, shops, and superintendence, with the shifts worked, 
total cost and cost per ton; and classification of supplies, with the 
total cost and cost per ton. 

All labor distributions underground are made by the foremen, 
turned over to the timekeepers, completed, and sent to the mine 
office for tabulation and verification. Each day’s payroll is checked 
with the distribution to the various accounts, which saves a great 
deal of time at the end of the month. When the last day’s payroll 
and distributions have been checked the monthly payroll and dis- 
tributions are complete, usually about the second of the following 
month. 

Statements are made monthly showing the extraordinary expenses, 
if any, which have been included in the operating or repair accounts. 
Under this head may be classified such items as expenses of mines 
during shut-down, special repairs to hoisting engine, gallows frame, 
retimbering of shafts, etc. This information in the past has been of 
great value in making comparisons on the cost of extracting ore as 
between periods. 

The Statistical department each period prepares a report showing 
the detailed cost of mining as compared with the former period, and 
such items as the above are taken into consideration, as is also in- 
crease or decrease in costs of development and shaft sinking, increase 
of wages, fire expense, etc., and the final results show whether ore 
has been extracted at a lower or higher cost and the reasons therefor. 

In the Statistical department all the costs per ton shown are tabu- 
lated monthly, and a report is furnished condensing the cost sheet 
to such an extent that costs per ton of the various items at each mine 
are seen at a glance, and remarks made covering the reasons for any 
irregularities. 

A monthly statement is prepared showing the cost of production 
per pound of copper from each of the mines operated, carrying the 
ores treated through each one of the processes at the smelter, arriving 
at a result for the treatment and production from such ores. This 
statement has been made for several years, and such efficiency has 
been attained that monthly figures check the final results for the 


year when balance sheets are prepared. 
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TasBLe I.—Chart Showing Distribution of Labor, Material, and 
Redistributable Accounts. 
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210 THE GREAT FALLS SYSTEM OF CONCENTRATION. 


THE copper-bearing sulphide ores from the mines in Butte, Mont., 
which are for the most part concentrated at the Boston & Montana Re- 
duction Works in Great Falls and at the Washoe Reduction Works in 
Anaconda, contain the following minerals of economic value: Chalcocite, 
Cu$; enargite, CugAsS4; cupriferous pyrite; bornite, CusFeS3; covellite, 
CuS; tetrahedrite, 4 CuS:Sbe53; and tennantite, CugAsS;. All of the ores 
carry a high percentage of pyrite. Many of the above sulphides are ar- 
gentiferous and also carry from 10 to 20 cts. per ton in gold. The gangue 
is quartz and highly altered granite, with sphalerite and galena and more 
rarely barite and hubnerite as accessory minerals. 

An average chemical analysis of the second-class ore concentrated at 
Great Falls and Anaconda would be as follows: 


COppert nts sete Le aa ee ee ei een ees 3.2 to 3.4 per cent. 
Silver sre + a3. y al ee eee 2.6 to 3.0 oz. per ton. 
Gold rsiiss 28-4 Sera stn teens Cree Rae a en 0.07 to 0.15 oz. per ton. 
SO ee Ms cot iy Se ect as tee Oe 55 to 60 per cent. 

TREO ce suntrarne deetaie Syetatet te Sep eo ee ae ele Sea 12 to 15 per cent. 
Sulphtr 2:5 Goh auc ede. ee a ee ee 12 to 15 per cent. 

ALOR eM ah Ras Ad Gee oe ee ee et ae 8 to 10 per cent. 

Cad doh ay ced fits Ue ea eee ae ae 0.5 to 0.8 per cent. 
AS Ops aye. otto dkiceels ee eee eee once 0.5 to 0.6 per cent. 
Lead son. ica cals qth ee ee 0.2 to 0.3 per cent. 


Before describing the Great Falls flow sheet as installed at Anaconda, | 
a brief history of the Great Falls concentrator will be given, including a 
description of the various concentrating machines and systems which 
have been tested in the search for a flow sheet which would give a higher 
recovery of copper. 


I. Earzty History or THE Boston & Montana Mriiz at Great FALts. 


a. Original mill——This mill was erected during 1891 and began to 
treat the ore from the Boston & Montana Co.’s mines in February, 1892. 
As first built, the mill consisted of three sections, rated at 800 tons each. 
The third section was not put into operation until about a year after the 
first two began to operate. At this time there were no blast furnaces 
at the Great Falls plant, all of the concentrate being roasted and then 
smelted in tilting furnaces. On this account the concentration did not 
begin until all the ore had been crushed through 0.5 in. Blake crushers 
and rolls were used for the coarse crushing, and the first jigging material 
was the undersize of 0.5 in. and the oversize of 8mm. This product was 
treated on two single-sieve slide-arm jigs per section, manufactured by 
the Fraser & Chalmers Co.- These jigs made a concentrate anda middling, 
the latter product being crushed through rolls to 8 mm. The total 8 mm. 
undersize was sent to V classifiers, the spigots of these classifiers going to 
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three rows of Collom jigs and the overflow to V tanks feeding the round 
tables. The jigs made a concentrate, a middling, and a tailing. The mid- 
dling was crushed in rolls to about 2.5 mm. and fed to a second classifier, 
the spigot of this classifier going to a fourth row of Collom jigs and 
the overflow to the round-table feed tanks. These jigs made only con- 
centrate and tailing. The round tables were wooden-deck convex buddles 
about 18 ft. in diameter. These tables made a concentrate anda middling 
but no tailing. The middling was treated on 4-ft. Frue vanners, making 
@ concentrate and a tailing. 

b. Coarser concentration.—About 1894, blast furnaces were erected at 
the Great Falls plant. In order to obtain coarser concentrate for these 
furnaces, the one-sieve slide-arm jigs were replaced by two-compartment 
Harz jigs and the limiting size of crushing was increased from 0.5 in. to 
about 0.75 in. Shortly after this, in order to obtain more coarse concen- 
trate, the limiting size was increased to 1.25 in. and two one-compartment 
Harz jigs were added to each section to treat the undersize of 1.25 in. 
and oversize of 0.75 in., the material through 0.75 in. and over 8 mm. 
going to the two-compartment Harz jigs. 

c. Sereen sizing of fine jig feed—The next improvement was the sub- 
stitution of screen sizing for the feed to the three rows of Collom jigs in 
place of the very imperfect classification. Two sets of trommels were 
added,—5 mm. round hole and 2.5 mm. round hole. The material be- 
tween 5 and 8 mm. was sent to one set of jigs and that between 5 and 
2.5 mm. to a second set. The undersize of the 2.5 mm. trommels was 
classified in an Evans launder classifier and sent to the third set of jigs. 
This classifier made four spigot products and an overflow. Each spigot 
was treated on a separate jig and the overflow was sent to the round- 
table feed tanks. About this time the Collom jigs were replaced by 
Harz jigs of the Evans type. The middling from these three sets of jigs 
was crushed through rolls as before, but a 2 mm. round-hole trommel 
was added to the roll system, thus forcing the rolls to crush through 2 mm. 

d. Installation of finer grinding. —It was found that the tailing from the 
roll middling jigs was running too high in copper, and to overcome this 
a middling was made from these jigs, which was sent to 5-ft. Huntington 
mills for finer grinding. These mills were equipped with slotted screens, 
the openings being 1.5 by 10 mm. Soon after this a middling section was 
built, equipped with 5-ft. Huntington mills and Harz jigs to treat the 
middling from the 2.5 mm. and the roll middling jigs. The Harz jigs 
were fed from Evans launder classifiers, the overflow of the classifiers 
being returned to the table divisions of the main sections. 

e. Stamp tried in place of Blake crushers and rolls.—About 1893 a steam 
stamp was installed in Section No. 3 to replace the Blake crushers and 
rolls in the coarse-crushing section. This stamp was equipped with 
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sereens having openings of 33, by 34 in. Later the openings were increased 
to as large as 7%-in. round hole, but it was found that the stamp made alto- 
gether too much slime, and it was soon discarded. 

f. Mill increased from three to six sections.—During the year 1900 three 
more sections were added to the mill, the equipment in the new sections 
being the same as that of the first three sections. A Huntington mill 
middling section was added to treat the fine middling from the three 
new sections. 

g. Tonnage increased from 800 to 450 per section.—The ,tonnage was 
gradually increased from the start and by 1901 the mill was treating 
2,700 tons a day or 450 tons per section. 

h. Round tables replaced by Wilfley tables—During 1901 the round 
tables in Section 6 were replaced by Wilfley and Overstrom tables. These 
tables gave very satisfactory results, producing a much cleaner concen- 
trate than the round table and making a considerable amount of tailing, 
which reduced the load on the vanners following. A sufficiently clean 
tailing to be discarded could not be made from the round tables. The 
following figures taken from tests made in September, 1903, give the 
analyses of the concentrates from the two different tables: 


Cu. SiO2 +AlsO3 Fe. 
Per Cent. Per Cent. Per Cent. 
Concentrate from round tables........... TOL Si 48.1 14.1 
Concentrate from Wilfley tables........... 16.57 25:2 PA 


The round tables in all but one of the remaining five sections were re- 
placed by Wilfley tables in 1905. 

There is, of course, no question to-day concerning the relative merits 
of a round table and a reciprocating table for the treatment of sands. 
There is, however, a splendid field for the round table in the concentration 
of slime. 


° 
Il. Tum Hancock Jia RepLacEs THE Evans Jia. 


During 1905 a 25-ft. Hancock jig was installed in one section of the 
mill to be tested against the Evans jig. The Hancock jig has proved to 
be quite superior to those of the Harz type, to which class of jigs the 
Evans belongs, and has been incorporated in the flow sheet as installed 
in the Washoe concentrator at Anaconda. For this reason the construc- 
tion and operation of this jig will be described briefly and an account of 
some of the experimental work that was done at Great Falls in perfecting 
this jig will be given. 
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a. Description of Hancock jig.—The Hancock jig belongs to the movable- 
sieve type of jigs. It is of Australian origin and was invented bywH. Bs 
Hancock. The larger size jig consists of a tank, A, Fig. 1, 25 ft. long by 
4 ft. wide and 5 ft. deep, in which is suspended a frame, B, 20 ft. long by 
2 ft. 8 in. wide. This frame carries a series of screens, the sizes of the 
apertures depending upon the material to be concentrated. These screens 
rest on hard-wood slats spaced 5 in. between centers. Above the screen 
are brass castings, C, forming pockets 5 by 10 in. by 3 in. deep. The trans- 
verse ribs of these castings fall immediately above the ribs supporting 
the screens. The brass castings are held firmly against the screen by side 
boards, D, which are in turn held securely in place by hard-wood wedges, 
, driven in between them and steel lugs, F, on the side boards of the 
tray. The tray is carried on two cast-steel cross-bars, G, which are in 
turn connected to the levers, H, by the connecting arms, J, on either side 
of the jig hutch. These levers engage a three-way cam, K, on the main 
drive shaft, L, of the jig. This shaft revolves at 60 to 65 rev. per min. 
and imparts an up-and-down motion to the tray through the rocking 
arms and connecting rods. The upward movement of the tray is uni- 
form, while the downward movement is accelerated and accompanied 
by a “bump.” The up-and-down stroke ranges from 34 to 34 in. in 
length. The connecting arms at the head end of the jig are connected 
to the jig hutch by adjustable quadrant arms which impart a forward- 
and-backward motion to the tray. Both the up-and-down and the for- 
ward-and-backward motions can be adjusted to suit the various require- 
ments of the different pulps to be treated. Bedding material, consisting 
of coarser mineral particles, iron slugs, or punchings, etc., is retained in 
the pockets above the screen. The feed is introduced on the tray at the 
head end and travels the length of the tray. The concentrate is drawn 
down through the bedding and screen into the hutch from which it dis- 
charges, while the gangue, or lighter material, being unable to penetrate 
the bed, is carried along the tray and discharged over the end. The ore 
bed on the jig is usually about 4 to 6 in. deep above the bedding and the 
water level in the tank or hutch is maintained about 4 in. above the top 
of the ore bed. 

The first jig installed at Great Falls was defective mechanically and 
did not stand up well. Since this time a great many improvements in 
the mechanical design of the jig have been made at Great Falls, so that 
to-day the jigs in use there give very little trouble from breakdowns and 
all the wearing parts are accessible and easily replaced with but. little 
lost time. 

b. Tests made on Hancock jig at Great Falls—In this paper the term 
‘natural feed”’ will be applied to a pulp which has neither been classified 
nor sized. For example, the undersize of a screen which is subjected to 
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no further sizing or classifying but contains particles ranging in size from 
phe given screen size down through the finest shme, would constitute a 
natural feed’’ for a machine. A pulp in which the range of size of the 
particles is limited by some sizing device will be termed a “sized feed.” 
The product of a classifier will be termed a “classified feed.” However, 
it should be noted that all products from a classifier or classifier system 
are not truly classified products, as the coarsest product from a classifying 
system or device will contain an increment of coarse mineral gvains while 
the finest product will contain an increment of fine gangue material. 

1. Treating natural feed, undersize of 8 mm. round-hole trommel.—The 
first tests, made in June, 1905, were upon the treatment of the undersize 
of the 8 mm. round-hole trommels. In the table om page 217 the results 
obtained from two typical tests upon this class of feed are given, one in 
which the jig was treating a low tonnage and one in which the jig was 
treating a high tonnage. The material was fed directly to the jig, with 
no dewatering or desliming. Referring to the tabulated results of these 
two tests, it will be noticed that the low-tonnage test shows a very good 
recovery of copper, whereas the feed treated in the high-tonnage test: 
was evidently too heavy for the jig to handle efficiently. The consumption 
of water is high on this class of feed, due to the necessity of adding a 
considerable quantity of water beneath the tray of the jig to keep the 
slime and fine sand out of the concentrate. The Evans equipment re- 
placed by the one 25-ft. Hancock jig in the low-tonnage test consisted of 
eight double-compartment jigs treating 8 to 5 mm. material, eight double- 
compartment jigs treating 5 to 2.5 mm. material, two four-spigot classi- 
fiers treating the undersize of the 2.5 mm. trommels, eight double-com- 
partment jigs treating the spigot products of the two classifiers, two 
5mm. trommels and two 2.5 mm. trommels, the preceding being the 
equipment for that division of a 500-ton section. In the high-tonnage 
test the above equipment in two 500-ton sections was replaced by the 
one Hancock jig. 

2. Treating sized material, 8 to 2.5 mm. round hole.—A test was made 
in March, 1909, upon a sized feed, 8 to 2.5 mm., which has been chosen 
as being typical of the Hancock-jig work on this class of feed. During 
this test the undersize of 8 mm. and oversize of 2.5 mm. from two sec- 
tions were treated on one Hancock jig. One 25-ft. jig replaced 16 two- 
compartment Evans jigs treating 8 to 5 mm. material, 16 two-compart- 
ment Evans jigs treating 5 to 2.5 mm. material, and four 5 mm. trommels. 
The jig produced a better grade of concentrate from this sized feed than 
from the natural feed, used considerably less water, and made lower- 
grade middlings, although the percentage of recovery is less on account. 
of the lower grade of feed. 

3. Treating classified material, 11 to 0.25 mm. quartz.—A test on this 
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class of material made during November, 1910, has been used to demon- 
strate the work of the jig. During this test the jig was fed from an Ana- 
conda classifier designed at the Boston & Montana mill. This classifier 
received as feed the total undersize of an 11 mm. square-hole trommel 
from one 500-ton section. The overflow of this classifier was sent to the 
Wilfley-table feed tanks and the plug discharge was treated on the jig. 
The preceding tests were all made on a 25-ft. jig with a 20-ft. tray, whereas 
in this test a 19-ft. jig with a 15-ft. tray was used. Following are screen 
sizing-tests made on the spigot product and overflow of the Anaconda 
classifier preceding the Hancock jig: 


Sizing Tests Made on the Spigot Product and Overflow of the Anaconda 
Classifier. 


Hancock Jig Treating Spigot Product. Wilfley Tables Treating Overflow. 


Sricor Propuct OVERFLOW 
ScREEN SIZES Cumulative Assay Cumulative|Cumulative Assay Cumulative 
er Cent. | Per Cent. | Per Cent. | Per Cent. | Per Cent. Per Cent. 
Solids u. Cu. Solids Cu. Cu. 
Ole WB TEEN, Sa 0.5 3.05 O59 a Bee eee eee ee ee 
Ora Bl geatons 6 CES a IPs 2.38 1020), eis 5. ae eee 
Osi Here SaaS 55 Yin 28.8 218 B26. Whs52c2 Sait oe eee 
Om 400 sim... 42.7 2.65 350) iwc tom. Bice oe a eee 
Oyo Peete) TWN oe 52.4 2.66 A328 tos Slee holes cect ele 
Okoy WACO! waite; 5 a ot 58.5 2.83 AQT | oe oe” Li ae ere ee 
Oye AASIh aati cee oe 68.9 2.88 60) 2 ee se Siva oie pee 
Onwele OO Mmm. 0 74.5 2.98 65.9 |) | ack Soe lhe: See 
Ores 7AlL Gatiro, Hae 82.7 3.07 ESS Wn eee re TR ais 
One 0550. mimes: 87.4 3. 12 19 Bo ldo eee eat eC eee el ee 
On Os2 oem. ee 93.3 3.53 86.6 2.4 0.90 0.6 
One Om Otmmae sess 97.4 5.86 94.8 16.1 1.36 6.4 
OnmO70vo rman eee 98.4 6.74 OF et 31.6 3.47 23.2, 
Through 0.075 mm... 1G Rot 2.9 68 .4 3.59 76.8 
TOTAL... ce atelliaeeatecae oe PAS alae | ean eae 20 Ik Rs Sc 3.207 Si eee 


The jig did remarkably good work upon this classified feed, producing 
a middling assaying 1.10 per cent. of copper from a feed assaying 2.95 
per cent. of copper. 
c. Tests made on Evans jigs.—During June, 1905, a test was made on 


the Evans jig system and the results of this test are included in the tabu- 
lation on page 217, as being typical of the work of these jigs. The system 
comprised eight double-compartment jigs treating 8 to 5 mm. material, 
eight double-compartment jigs treating 5 to 2.5 mm. material, and 
eight double-compartment jigs treating the classified 2.5 mm. under- 
size, slime removed. This system produced very clean concentrate, 
but made a lower recovery of copper and used a great deal more water than 
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the equivalent Hancock jig system. The system produced a small amount. 
of tailings amounting to 4.7 per cent. of the original feed and assaying 
0.97 per cent. of copper. 

The percentage recoveries of copper given in the tabulated results on 
this page, as well as in some of the test data to follow, are based upon the 
total copper in the feed to machine or system. Our more recent practice is 
to base the recovery, not upon the total copper in the feed, but upon that 
copper which is in such a form in the feed that it may be recovered in a 
suitable grade of concentrate by direct mechanical concentration. This 
latter method gives, of course, the true efficiency of the machine or system 
under test. 


Tests Made on Hancock Jig at Great Falls, Mont. 


NaTURAL FBED Test MapE 
Through 8-mm. Sizep Frep ON 
round-hole trommel Through CuassiFiep | Evans Jia 
| (Slime contained) 8-mm. on FEED SysTEM 
Data 2.5-mm. 11-mm. to AT 
round-hole 0.25-mm. GREAT 
| Low High trommel quartz Fa.ts, 
| Tonnage | Tonnage June, 1905 
Feed per 24 hours: 
FAMETAG Oo ie picid lets-> oven 3 = 420 865 545 480 430 
INA aetHAUI Te ee pacsis shes Soon, oie ( 450 O80 Ne ie cee leek eens 480 
iravitaibees 2 2 Soon eereneins | 400 AE OMI Set Stent inueucncnteee lake 420 
Feed assay, per cent. Cu...... Sol 3.43 Asif 2.95 3.38 
Concentrate assay, percent. Cu.| 9.00 9.15 13.90 9.58 10.5 
Concentrate assay, Insol. - 

(iOs--AlOs)a 22 2.5: = ss 30.7 25.8 18.7 Pests} 1283 
Middling assay, per cent. Cu.. 1.56 2.04 1.46 Hae iL 
Per cent. copper recovered . 59.2 49.6 | 51.6 58.72 48.7 
Machines displaced by Han| 

cock Jig: 

Evans jig compartments . . 32 64 64 TON ele 2 tee cater 
Evans classifiers .........| 2 4 None Sardi creates 
Trommels, 3 by 6 oe: ak 4 8 4 A rad ea ores Pancreas 
f Hancock jig, s 
og es E ay ¢ ese ; e : a. 6,690 6,690 6,690 Os OOS Wetee er te arate 
f Evans jig retired, | 
SE a am a 36,500 | 73,000 | 48,670 | 54,720 |.......... 
24 hours, 
Water asd Skiers Wiame WET SOOM au 350 515 | 3,500 
o if 


General notes on Hancock jigs.—The chief advantages of the Hancock 
jig over jigs of the fixed-sieve type are: 

Higher recovery of copper; 

Great saving in floor space; 

Great saving in water consumption ; 

Less operating and repair labor; 


Less power required. 
We have not found it advantageous to produce a tailing from the 


Hancock jig, the usuai practice being to make concentrate from the first 
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three hutches, a middling from the fourth hutch, which is returned to 
the jig, and a middling for grinding from the fifth and sixth hutches. 

The size of the openings in the screens with which the tray is clothed . 
is dependent on the size and quality of the feed to be handled and can 
only be determined by trial. “Ton-cap” screen has been used with very 
satisfactory results in the Hancock jigs. It outwears other forms of 
screen and is much easier to keep open. 


Ill. Ricuarps PutsatTor CLASSIFIER SYSTEM. 


a. Experimental work.—During the summer of 1907, a six-pocket 
Richards pulsator classifier of the inverted type was installed in Section 
No. 1.1. The classifier was preceded by a pyramid-shaped desliming tank, 


Richards Pulsator Classifier System Treating Middling from Hancock Jig 
Crushed through 2.5 mm. Round Hole. 


Rate Per 24 Hours ASSAY Perr Cent. oF TOTAL 


PRopuctT 
Pulp Solids Copper | Insoluble Solids Copper 
Gallons Pounds | Per Cent. | Per Cent. 

Reed se rues incense ts crear 107,900 | 256,000 HEAR | ge Ge 100.0 100.0 

Concentrate? oresenier ataee 7,100 | 30,000 6.57 29.0 A erg 56.9 

ANG Me CaO eee ae 54,500}. 75,400" O.34 Glee 27.9 6.9 

Vial din’ pate eee 91600.)—75.400,— O60) Bierce 2Ox5 13.0 

Vanner feed and slime..... 219,800 | 79,200 LS O72 ee gt. 30.9 23.2 

Total product....... 373,000 | 256,000 135 i Sasha 100.0 100.0 

| 

‘Tons itreated. per 24, hours iby Systemucsca. 3oee eee ee eee 128 
Tons: treated per. 24 hours) byyclassifierss: 2. see ace sae ee ae 117 
Gallons water used per ton treated by system............0........-00.- 2,070 
Gallons water used per ton treated by classifier......:.............--.-% 1,410 


which removed part of the slime from the pulp. The spigot discharge of 
this tank was fed directly to the classifier. This tank received the mid- 
dling from the Hancock jig crushed through 2.5 mm. round hole, but not 
any of the undersize of 2.5 mm. from the mine fines or coarse-crushing 
section. The feed was therefore comparatively low grade, assaying 1.35 
per cent. of copper. A test was made on this system during September 
1907; as the flow sheet and complete details of this test are given in Rich- 
ards’s Ore Dressing, Vol. III., p. 13892, only a summary of the test will be 
given here. 


The classifier made six spigot products, each of which was treated on 


‘For a description of this classifier see paper Development of Hindered-Settlin 
Apparatus, by Dr. Robert H. Richards, T'rans., XLI, 396 (1910). < : 
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a Wilfley table. The spigot products are numbered from 1 to GyNow 
being the finest and No. 6 the coarsest product. The No. 1 and No. 2 
spigots each contained slime. The tables treating the No. 1 and No. 2 
spigots produced clean concentrate, middling and head-water slime to 
vanners and tailing to a 50-mesh single-belt Callow screen, the oversize 
being tailing to waste and the undersize going to vanners. The No. 3 
and No. 4 spigot tables produced clean concentrate, middling to vanners 
and tailing to waste. The No. 5 and No. 6 spigot tables produced clean 
concentrate and middling for grinding. The results of the test are 
summarized in the table on p. 218. 

Shortly after the foregoing test was completed a second test was made 
on the pulsator-classifier system, using as feed the product of 5-ft. Hunt- 
ington mills crushing through 1.25 by 10 mm. slot screens. The flow sheet 
of this test. was the same as for the preceding test except that the pulsator- 
classifier spigots, 4, 5 and 6 (coarse) were combined after leaving the classi- 
fier and treated on one Wilfley table instead of being treated separately. 


Richards Pulsator Classifier System Treating Middling from Evans Jigs 
Crushed through 1.25 by 12 mm. in Huntington Mills. 


Rate Per 24 Hours | ASSAY Pir Cent. or ToTau 
Propuct : 
Pulp Solids Copper | Insoluble Solids Copper 
Gallons Pounds | Per Cent. | Per Cent. 
it pee tak eee ie SHG, S00 1374 200 fet 82° hl oe 100.0 | 100.0 
ABONEENURE LE oa cic ieieinbe els vs ,900 | 26,070 6.98 26.5 7.0 36.9 
VN ye eee esr eh eas GEIOO WIZ 530 0244 ae 34.4 es 
WViridhinotre he See. tey tees AS50091. 146:420 0292 || ene 39.1 27.4 
Vanner feed and slime..... SOT TOO. | 6a, 400/ (0 Lib4 Jenkins ese 19.5 24.2 
Total product....... A20;000 1S714,2004 15382) |aatie ses 100.0 | 100.0 
\ 
"Tons treated per 24 hours by system.............0 sees eee eee eee nneee 187 
“honsstireated per 24 hours by -classifier..... 5... 12. s 2222s cr lesen 171 
Gallons water used per ton treated by system..........-.+--.0-+-seeee- 1,140 
‘Gallons water used per ton treated by classifier................++.++-+:: 760 


Further experiments were made on the treatment of the 2.5 mm. 
undersize resulting from the crushing of the Hancock-jig middling by the 
pulsator-classifier system in which the last three spigots of the classifier 
(coarse) were combined and treated on one Wilfley table. This amounted 
+o making four instead of six classifications, a procedure to which Dr. 
Richards was opposed from the first. 

The classifier system as installed in Section No. 1 had shown so much 
better results than the Evans jig and unclassified table-feed system which 
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was in use at that time in the mill that it was decided to remodel one 
section (No. 4) of the mill and install the pulsator-classifier system. 

b. Richards pulsator classifier system installed in Section No. 4.—The 
flow sheet of this remodeled section will be outlined briefly. The crude 
ore after being crushed through 1.5-in. round hole by Blake crushers was 
passed over a series of three screens: trommels 3 by 6 ft.—?-in. round 
hole, and 8mm. (4-in.) round hole and 2.5 mm. (7/j-in.) round hole, 
respectively. The oversize of the 74-in. and 8 mm. trommels was com- 
bined and treated on a 42 by 30-in. Woodbury jig. This jig produced 
coarse concentrate, a hutch product which was sent to the Hancock 
jig, and a middling which was divided into coarse and fine by screening 
and crushed through two sets of rolls (15 by 28 in.), coarse and fine re- 
spectively, the products of the rolls being returned to the head of the 
system. The oversize of the 2.5 mm. trommels was treated on one Han- 
cock jig (20-ft. tray). This jig made a coarse concentrate from the first 
three hutches, a return middling to the jig from the fourth hutch, and a 
middling to be crushed from the fifth and sixth hutches.e This Hancock- 
jig middling was crushed in two sets of rolls, through 2.5 mm. round hole, 
and fed to two six-compartment Richards pulsators in which only four 
compartments were used. -The four classified products were fed to four 
sets of Wilfley tables. The four tables treating the first two spigots sep- 
arately—fine material—produced a concentrate, a middling to vanners 
which in turn produced concentrate and tailing, a tailing which was 
treated on a 50-mesh Callow screen, the oversize being tailing and the 
undersize going to vanners which produced a concentrate and a tailing, 
and. a head-water slime which went to the slime division for treatment. 
The two tables treating the third spigot made a concentrate, a tailing to 
waste, head water to the slime division, and a middling which was ground 
in the Huntington mills. The two tables treating the fourth or coarse 
spigot made a concentrate, a middling and tailing to be ground in the 
Huntington mill, and a head water (carrying practically no solid matter) 
to waste. The undersize of the 2.5 mm. trommels containing the original 
mine fines and the fines from the coarse-crusHing section was treated in 
two six-compartment pulsator classifiers, but four compartments being 
used. The flow sheet of this classifier system is identical with the one 
just described except that the fourth spigot, instead of going directly to 
tables, was treated on a Richards pulsator jig. This jig made a concentrate 
and a middling, the middling being sent directly to two Wilfley tables, 
which made a concentrate, a middling and tailing to be ground in the 
Huntington mills, and a head water to waste.. The middling was ground 
in 5-ft. Huntington mills through 1.25 by 12 mm. slots and treated in 
one six-compartment pulsator classifier, only four compartments being 
used. The two tables treating the first two spigots (fine) separately made 
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a concentrate, a middling to vanners which produced a concentrate and 
a tailing, a tailing to 50-mesh Callow screens, the oversize being tailing 
and the undersize going to vanners which made concentrate and tailing 
a head-water slime to the slime division. The table treating the third 
spigot made a tailing and head water to waste and a middling which 
was returned to the Huntington mills. The table treating the fourth 
spigot made a concentrate, a middling which was returned to the Hunt- 
ington mills, and a tailing and head water to waste. The total slime, 
consisting of the overflow of the desliming tanks preceding the pulsator 
classifiers and the head water slime from the Wilfley tables as noted 
above, was treated in the slime division. This division consisted of 30 
8-ft. Callow cones for thickening the slime, the spigot of the cones going 
to 16 round tables, 18 ft. in diameter, and one Deister No. 3 slime table, 
and the overflow going to waste. These tables made concentrate and 
tailing. This section had a capacity of 500 tons per day. 

The new section did not do as good work as had been anticipated, the 
tailing being little, if any, better than that produced in the old sections 
and the concentrate more siliceous. The failure of the section is attributed 
largely to the presence of the original mine fines in the pulsator-classifier 
system, this material being rich in fine free mineral. It should be noted 
that this product was not included in the pulps that were treated ex- 
perimentally by the pulsator-classifier system in Section No. 1. Another 
condition which had a decided effect upon the results was the constant 
variation in the quantity and quality of the mine fines, a condition with 
which the pulsator classifiers could not successfully cope on account of 
their extreme sensitiveness to changes in the feed. It must be borne in 
mind that the Great Falls mill was built before the day of independent 
crushing plants, and although the value of separate crushing has long 
been recognized at this mill, one thing and another has interfered with 
the carrying out of the plans for an independent crushing unit. The mine- 
run ore is fed direct to each section which does its own crushing, and con- 
sequently the quantity and quality of the undersize from the original 
2.5mm. trommels varies immediately and considerably with the varia- 
tions in the character of the ore. 

Several alterations were made in the section, such as the substitution 
of six classifications in place of four in the pulsator classifiers, the elimi- 
nation of the pulsator jig, the mixing of the original 2.5 mm. undersize 
with the 2.5 mm. middling product and Huntington mill product, and the 
substitution of Harz jigs for Wilfley tables in the treatment of the coarser 
spigots of the pulsator classifiers. None of these changes, however, in- 
creased the efficiency of the section to any extent. 
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~ IV. Woopsury CLASSIFIER AND JIG SYSTEM. 


Experiments made in 1905 on Woodbury classifiers and jigs had shown 
such favorable results that it was decided to install this system in Section 
4, to be run in parallel with the. Hancock jig—Richards pulsator-classifier 
system. A Woodbury classifier and two jig compartments connected in 
series, known as an 8 mm. unit, were set up in parallel with the Hancock 
jig. This unit received the total 8 mm. undersize as feed. The classifier 
removed the slime and fine sands (undersize of about 0.4 mm.), which 
were sent to V tanks, the spigot product being treated on Wilfley tables 
and the overflow of the tank sent to the slime division. In addition, this 
classifier made a cup and a hutch concentrate and a classified middling, 
which was fed to the first jig. This jig made a cup and a hutch concen- 
trate and a middling, which passed over the second jig. The second jig 
produced a cup concentrate, a hutch product which was treated on a 
Wilfley table, and a middling which was crushed through a 2.5 mm. round 
hole by two sets of rolls.. The total 2.6 mm. was split into halves, one 
part going to a Richards pulsator system similar to that described and 
the other part being treated by the Woodbury 2.5 mm, system. The 
Woodbury 2.5 mm. unit consisted of a Woodbury classifier followed by 
four Woodbury jig compartments (48 by 30 in.) arranged in series. The 
classifier removed the slime and fine sand, which were sent to a V tank, 
the spigots of the tank being treated on Wilfley tables and the overflow 
going to the slime division. The classifier also produced a hutch con- 
centrate and a classified middling, which went to the first jig. This jig 
produced a hutch product, which was treated on a Wilfley table, and a 
middling which passed to jig No. 2. Jig No. 2 made a hutch product 
for table work, a middling to be ground in Huntington mills and a mid- 
dling which went to jig No. 3. This jig made the same products as No. 2, 
passing a middling to the No. 4 or last jig. The No. 4 jig made a hutch 
product for table work and a tailing. The Wilfley tables treating the 
classifier overflows made a concentrate, a middling for vanner treatment, 
the vanners making a concentrate and tailing, a tailing and a head-water 
slime to the slime division. The tailing was screened over a 50-mesh 
Callow screen, the oversize going to waste and the undersize to vanners 
which made concentrate and tailing. The Wilfley tables treating the 
hutch products of the jigs made a concentrate, a middling to Huntington 
mills, and a tailing to waste. After considerable experimental work and 
change in the flow sheet this system was also abandoned as not being ap- 
plicable for the most efficient treatment of the Butte ores. 


V. Tue Great Fats System or CoNCENTRATION. 


Two classifying systems, the Richards pulsator and the Woodbury, had 
now been tried out and had not proved satisfactory. During the summer 
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of 1911 the Richards-Janney classifying system had been tried in the 
Washoe concentrator at Anaconda, which mill receives about the same 
ore as the Great Falls mill, and had not given satisfactory results. The 
experimental work that had been carried on had proved quite conclu- 
sively that the Hancock jig is more efficient for the concentration of the 
Butte ores than the Evans jig, that the Harz type of jig will not produce 
a satisfactory tailing on account of the fine free mineral which the jigging 
action throws into the tailing, that a reciprocating table is the best form 
of concentrator for the production of tailing, and that the feed to any 
concentrating machine should be so prepared, either by classifying or 
sizing, that it will contain only those grains of mineral and gangue mate- 
rial which can be treated efficiently by the machine in question. Classi- 
fication was preferred to screening in preparing for treatment material 
finer than 4 mm. on account of its simplicity and lower cost. The prob- 
lem then became one of either finding or developing a suitable form of 
classifier. As some of the best classifiers on the market had been tested 
and found wanting, it seemed that a classifier would have to be developed 
for the particular work to be done. This classifier had to be a flexible one 
which could handle efficiently a feed which varied considerably in quan- 
tity and quality. 

During the summer of 1910 experiments had been carried on to deter- 
mine the adaptability of the Richards pulsator classifier of the direct, 
type. Some difficulty was experienced in keeping the slime contained 
in the feed out of the spigot products, and to overcome this difficulty Dr. 
Richards advised that we use a conical tank to deslime partly the feed 
to the classifier. He suggested the use of a short sorting column at the 
base of the cone in which a pulsating rising current of water was to be 
introduced. It was found later that this pulsation was of no advantage 
and a plain rising current was used. This deslimer gave very satisfactory 
results, removing all of the slime from the feed to the Richards classifier. 

At this time the Hancock jigs were receiving as feed the total undersize 
of about 3% in., the slime being partly removed by a plain V settling 
tank before the material was fed to the jigs. The presence of the slime 
and fine sand in the feed was detrimental to the work of the jigs and it 
was decided to try one of these desliming cones ahead of the jig, not only 
to remove the slime from the jig feed but also the fine sand. This in- 
stallation gave very satisfactory results, the work of the jig being im- 
proved considerably; a large amount of table feed was sent directly to 
finishing tables, where it belonged. ui 

Having obtained such satisfactory results from these desliming cones, 
which were virtually classifiers, it was decided to develop this machine 
with the hope of producing an efficient hindered-settling classifier. The 
experimental work, which extended over a period of a year or more, re- 
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sulted in the development of an extremely simple classifier, which gave 
practically perfect hindered-settling products.’ 


weezer aera 


1 and No. 3, A—7 ft. 0 in.; B—4 ft. 3 in. 
2; A—2 ft. 4 in.; B—32 ft. 6 in. 
No. 4, A—2 ft. 1 in.; B—2 ft. 6 in. 
5, A—1 ft. 11 in.; B—2 ft. 6 in. 
6, A—5 ft. 0 in.; B—8 ft. 6 in. 


Fig. 2—ANACONDA CLASSIFIER. 


Having developed what seemed to be an efficient hindered-settling 
classifier, we were now ready to design a flow sheet embodying the prin- 
ciples which our years of experimental work had brought out. In de- 
signing this flow sheet, the following factors were kept constantly in mind: 

1. Maximum récovery of valuable minerals; 

2. Simplicity of flow sheet and machines; 

3. Minimum consumption of water; 

4. Minimum cost of operation; 

5. Maximum tonnage per unit of floor space. 


Description of Great Falls flow sheet as installed at Anaconda.—Refer- 
ence should be made to the pictorial flow sheet of the Great Falls system, 
Fig. 3, and to the pictorial flow sheet of the Anaconda concentrator, 
Sections 2-8, Fig. 4. The Anaconda flow sheet, sometimes referred to 
as the ‘‘ Evans system,”’ was modeled after the flow sheet used in the Great 


8 


1 See paper, The Anaconda Classifier, by Robert Ammon, p. 277, this volume. 
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Falls mill and is practically the same, the most important change being 
the use of Wilfley tables in place of Frue vanners for the treatment of 
the Wilfley table middling. The Anaconda flow sheet is the one which 
was replaced in Section No. 1 of the Anaconda mill by the Great Falls 
system. 

1. Coarse crushing and jigging division.—In ‘installing the Great Falls 
system of concentration in Section 1 of the Anaconda mill, the coarse 
crushing and jigging section remained practically as it was. Although 
the installation of an independent coarse-crushing plant has been under 
consideration for a number of years the opportunity for its installation 
has not presented itself as yet. The mine-run ore is therefore fed directly 
to the concentrating sections. There is one 1,000-ton ore-supply bin for 
each section of the mill. The ore is fed from the bin through two air- 
operated gates to two shaking screens with 2-in. round holes. Two men 
are employed as feeders, one on each shaking screen, and the usual prac- 
tice is for one man to feed while the other cleans his screen. In this way 
a fairly uniform feed is maintained. The oversize of the shaking screens 
goes to one 12 by 24in. Blake crusher set to crush through 2.5 in. The 
product of the crusher goes to two trommels, 3 by 6 ft., clothed with 2-in. 
round-hole, cast manganese-steel screens. The oversize of these screens 
goes to two 5 by 15-in. Blake crushers set to crush through 2-in. The 
undersize of the shaking screens, the undersize of the 2-in. trommels, 
and the product of the two smaller Blake crushers are elevated to the 
head of the mill, where they pass through four 1-in. round-hole trommels, 
3 by 6 ft., clothed with punched sheet steel. The oversize of these screens 
is treated on two double-compartment coarse Harz jigs, which make a 
cup concentrate, a hutch product, and a middling. The middling is 
partly dewatered by inclined screens and passes to one set of coarse 
rolls, 24 by 54 in., crushing through 1 in., and from there returns to the 
head of the system. The water from the middling, together with the hutch 
product, joins the feed to the coarse Hancock jigs. The concentrate is 
dewatered by a shaking screen and passes up an inclined conveyor to 
the coarse-concentrate bins. The water from the concentrate is used to 
sluice the undersize of the 2-in. shaking screens. The undersize of the 
l-in. trommels goes to four 10 mm. (-in.) round-hole trommels, 3 by 
6 ft., clothed with punched-steel screens. The oversize of these screens 
passes to four double-compartment Harz jigs, which make a cup concen- 
trate, a hutch product, and a middling. The concentrate joins the con- 
centrate from the coarse Harz jigs. The middling is partly dewatered and 
passes to one set of fine rolls, 24 by 54 in., crushing through 10 mm. 
(2 in.), and from there returns to the head of the system. The hutch 
product, together with the water from the middling, unites with the 
feed to the coarse Hancock jigs. 

VoL. XLviI.—13 
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The Anaconda flow sheet in the remaining sections of the mill differs 
from the above in the use of but two l-in. trommels and two 10 mm. 


trommels. 
2. Hancock jig division.—The total undersize of the 10 mm. trommels 


1 Ore Bin. 


2 Shaking Screens, 2-in. Round Hole, 
1 Blake Crusher, 12 by 24 in. 

2 Trommels, 2-in. Round Hole. 

2 Blake Crushers, 5 by 15 in. 


4 Trommels, 1-in. Round Hole. 


Coarse 4 Trommels, 10 mm. Round Hole. 
Conct:o 

Cee 2 2-Comp. Harz Jigs (Coarse). 2 2-Comp. Harz 
Jigs (Fine). 


1 Set of Rolls, 24 by 54 in. (Coarse). 1 Set of 
Rolls, 24 by 54 in. (Fine). 
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7 Clean Water 35 Round Table Decks (Concrete). 
Fine Conct. Tailing 


Fig. 3.—Great Fats System or CoNCENTRATION. REMODELED Suction No. ik 
ANACONDA CONCENTRATOR. 


goes to eight 4 mm. (;1;-in.) round-hole trommels, 3 by 6 ft., clothed with 
punched-steel screens. The oversize of these screens is fed to two coarse 
19-ft. Hancock jigs (trays 15 ft. long), which make a concentrate from the 
first three hutches, a middling from the fourth hutch, which is returned 
to the jig, and a middling from the fifth and sixth hutches, which is ground 
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through 4 mm. by one set of intermediate rolls, 16 by 42 in., the product 
of the rolls going to six 4 mm. round-hole trommels, 3 by 6 ft., the over- 
_ size of the trommels returning to the rolls. The concentrate passes to a. 
set of dewatering tanks in the tank house and is known as 3-in. concen- 
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trate. These coarse Hancock jigs receive also the water from the mid- 
dlings and the hutch products from the Harz jigs in the coarse crushing 
and jigging division, as noted above. This water replaces part of the water 
that would otherwise have to be added in the hutch of the jigs and as a 
result only about 100,000 gal. of water are added in the hutch of each jig. 
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The overflow of water from the jigs, together with the overflow water 
from the jig middling dewatering tanks, furnishes about three-fourths of 
the water required on the fine Hancock jigs. The total undersize from 
the 14 4-mm. trommels passes to six Anaconda classifiers No.1. (See Fig. 
2, p. 224.) These No. 1 classifiers overflow slime (0.08 mm. to 0 quartz) 
which is sent directly to the slime division. The spigot discharge of these 
classifiers goes to the six No. 2 classifiers, which overflow 0.75 to 0.08 mm. 
material and discharge the 4.0 to 0.75 mm. material through the spigot. 
All sizes given for the Anaconda classifier products refer to the diameter 
of the quartz grain, the mineral grain being about one-fourth the diameter 
of the quartz grain. For example, a classifier product of 0.75 to 0.08 mm. 
material would contain quartz grains ranging in size from 0.75 to 0.08 
mm. and free mineral grains ranging in size from 0.20 to 0.02 mm. This 
spigot discharge is treated on three fine Hancock 19-ft. jigs with 15-ft. 
trays. These jigs make fine concentrate from the first three hutches, 
middling from the fourth hutch, which is returned to the jig, and mid- 
dlings from the fifth and sixth hutches, which unite and go to eight trom- 
mels, 3 by 8 ft., clothed with punched-steel screen having openings 1.25 
by 12 mm. This middling product is sent to the screens before going 
to the rolls to remove any fine free mineral which may be present. The 
water overflowing from the fine jigs, together with the overflow from the 
middling dewatering tanks, is used in the fine middling division as wash 
water on the tables. The final products from this division are then: 
3g-in. concentrate from the coarse Hancock jigs, fine concentrate from 
fine Hancock jigs, table feed from No. 2 classifiers going directly to table 
division, slime from No. 1 classifiers going directly to slime division, and 
fine middling from fine Hancock jigs. 

The equipment in the Anaconda flow sheet that was replaced by this 
division consists of four 5 mm. round-hole trommels receiving undersize 
from 10 mm. trommels in coarse-crushing division, four 2.5 mm. round- 
hole trommels treating the undersize of the preceding trommels, four 
3-spigot Evans classifiers treating the undersize of the 2.5 mm. trom- 
mels, 12 double-compartment Evans jigs treating oversize of 5 mm. 
trommels, 12 three-compartment Evans jigs treating oversize of 2.5 mm. 
trommels, and 12 three-compartment Evans jigs treating the Evans 
classifier products. The overflow of the Evans classifier, consisting of 
slime and sand, goes to the table section. The jigs treating the oversize 
of 5 mm. receive also the hutch product of the Harz jigs in the coarse- 
jigging division. These 5mm. oversize jigs make a cup concentrate 
which goes to separate tanks in the concentrate tank house and is called 
’¢-in. concentrate. The hutch product from these jigs goes to the next 
set of jigs. The 2.5 mm. oversize jigs make a cup and a hutch fine con- 
centrate and the 2.5 mm. undersize jigs make a hutch fine concentrate. 
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All three sets of jigs make a middling which passes to the roll middling 
division. This middling after being dewatered passes over four 3 by 8-ft. 
trommels clothed with slotted steel punched screens, 1.5 by 12 mm. The 
oversize goes to two sets of 16 by 42-in. finishing rolls, the product of the 
rolls being returned to the trommels. The undersize of the trommels 
goes to four Evans three-compartment classifiers which feed 12 Evans 
three-compartment jigs. The overflow from the classifier, containing 
slime and sand, goes to the table section. These jigs make a hutch fine 
concentrate, a middling to the Huntington mill division, and a tailing 
to waste. 

8. Fine middling division—The fine middling from the fine Hancock 
jigs goes to eight trommels as noted previously, the oversize of these 
trommels (1.25 by 12 mm.) going to two sets of 16 by 42-in. rolls, and the 
product from the rolls being returned to the trommels. The undersize 
of these trommels goes directly to eight No. 3 Anaconda classifiers, which 
remove the slime and send it directly to the slime division. The deslimed 
spigot discharge of the No. 3 classifiers passes to six No. 4 classifiers of 
the same type, where it is classified into finishing table feed, 0.75 to 
0.08 mm., and coarse middling table feed, 1.25 to 0.75 mm. The coarse 
middling tables, nine in number, make a fine concentrate, a rough con- 
centrate, and a middling tailing. The rough concentrate, containing the 
coarser mineral grains, is returned to the No. 2 classifiers preceding the 
fine Hancock jigs, where the coarser free mineral is discharged through 
the spigot and recovered at once by the jigs. ’ The middling-tailing, being 
a mixture of the coarser middling and tailing grains, goes to two No. 5 
Anaconda classifiers, which overflow about 30 per cent. of the material 
as tailing and discharge the remainder through the spigot, this product 
going to four 6-ft. Huntington mills of the Anaconda type, clothed with 
punched-steel screens 0.75 by 12 mm. The excess water contained in 
the tailing classifier overflow is recovered and used in the No. 4 classifiers. 
The Huntington mill product is delivered to the No. 3 classifiers, where 
the slime is at once removed. The coarse middling tables are standard 
16-ft. Wilfleys of the No. 6 type, slightly modified mechanically. The 
riffles are spaced 1.5 in. between centers and are 0.75 in. high at the head 
end, tapering to 4 in. at the concentrate end, and all but the upper 
eight are carried to the end of the table. The final products from this 
division are: Fine concentrate from the coarse middling tables, rough 
concentrate returned to the No. 2 classifiers, slime from the No. 3 classi-- 
fiers sent directly to the slime division, and table feed overflowed from 
the No. 4 classifiers going to the table division. Mh SS 

The portion of the Anaconda flow sheet displaced by this division in 
Section 1 consists of three 6-ft. Huntington mills grinding the middling 
from the Evans roll middling jigs through 1 by 12 mm., 4 three-spigot 
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Evans classifiers treating the Huntington mill product, and 12 three- 
compartment Evans jigs treating the classifier spigots. The overflow 
from the Evans classifiers goes to the table section. The jigs make a 
fine concentrate from the hutches, a tailing to waste, and a middling 
which is returned to the Huntington mills. 

4. Table division—Standard 16-ft. Wilfley tables are used in this 
division both in the remodeled section and in the original Anaconda sec- 
tions. This division receives the deslimed overflow from classifiers No. 2 
and No. 4. The overflow from classifiers No. 2 containing the original 
mine fine material is further divided into two classes by three No. 6 
classifiers, which overflow 0.35 to 0.08 mm. material and discharge through 
the spigot 0.75 to 0.35 mm. material. Each class goes to a set of Wilfley 
tables which make a concentrate, a tailing, and a middling, the latter 
product being returned to the No. 2 classifiers. The overflow from the 
No. 4 classifiers, ranging in size from 0.75 to 0.08 mm., is treated directly 
on a set of tables which make a concentrate, a tailing and a middling 
which is returned to the No. 2 classifiers. The feed to the tables is de- 
watered, the water being used as wash water in the table division and the 
slime division. 

The Anaconda table division is divided into two parts. The upper table 
floor receives the overflow from the 2.5 mm. Evans classifiers and from 
the roll middling Evans classifiers. This overflow is partly deslimed in 
V tanks before being fed to the tables. These tables make a fine con- 
centrate, a tailing, a middling which goes to the tables on the lower floor, 
and a head-water slime which goes to a square tank on the lower table 
floor, the spigot of the tank being treated on one table and the overflow 
uniting with the overflow from the upper table feed tanks and leaving 
the mill as slime. The lower table floor receives as feed, in addition to 
the upper table floor middlings, the overflow from the Huntington mill 
Evans classifiers. This total feed is partly deslimed in V tanks and is 
then treated on Wilfley tables making a concentrate, a tailing, a middling, 
which is returned to the table-feed tanks, and a head-water slime which 
goes to the square tank mentioned above. The overflow from these 
lower table-floor V tanks unites with the slime leaving the mill. 

5. Slime division —The slime division is an experimental plant and has 
a capacity of about 50 tons of slime per day, which is about 20 per cent. 
of the total slime produced in the remodeled section. This plant has 
now been in operation for about one year; after considerable experimental 
work, in which most of the leading slime concentrators on the market 
were tested, it was finally decided to adopt the concrete-and-steel round 
table. These tables are 18 ft. in diameter and have a slope of deck sur- 
face of 1.25 in. per foot.’ The slime pulp, having a density of 2 per cent. 


‘See paper, Concentration of Slime at Anaconda, by Ralph Hayden, p. 239, this volume. 
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of solids, was originally thickened in 8-ft. Callow cones, operated to 
settle 95 per cent. of the solids in a product having a density of about 
9 per cent. These cones did very good work, but have now been discarded 
in favor of 28-ft. diameter Dorr thickening tanks 3 ft. deep. These latter 
tanks, being larger units and flat bottomed, have the advantage over the 
Callow cones of a considerably lower cost of installation. These 3-ft. 
deep thickeners will probably be installed in stands of four tanks, one 


_~ above the other. 


A slime plant, consisting of Dorr thickeners and multiple-deck concrete- 
and-steel round tables, to treat the entire slime pulp from the eight sec- 
tions of the mill, will undoubtedly be built this year. At the present 
time this slime pulp is settled in large ponds, the recovered solids being 
briquetted with fine first-class ore screenings and fine concentrate and 
treated in the blast furnaces. 

b. Special features of the Great Falls flow sheet.—A great deal of ex- 
perimental work was carried out during the development of this flow sheet 
and some of the more interesting experiments will be described. 

1. Development of Hancock jig flow sheet—One of the principles which 
was adhered to in designing the flow sheet was to treat on a given machine 
only that class and size of material which could be most efficiently treated 
by that machine. Thus it became necessary early in the work to deter- 
mine the minimum size of free-mineral grain which can be recovered by 
the Hancock jig. This was investigated by screen sizing samples of the 
Hancock jig concentrate and middling taken during regular operation, 
and then sorting each screen-sized product into a true middling and true 
concentrate of given grades. This work showed conclusively that all 
mineral grains finer than 90 mesh (0.17 mm.) should be eliminated from 
the feed to the jig. Above this size the recovery of the copper which was 
present in the feed in the form of free mineral ranged between 95 and 
100 per cent., but just at and below this limiting size the recovery dropped 
off abruptly, being only about 50 per cent. for mineral grains ranging in 
size between 90 and 120 mesh (0.17 to 0.10 mm.). As the Anaconda 
classifiers produce practically perfect hindered-settling products, the 
smallest quartz grain contained in the jig feed would be 0.17 by 4= 
0.68 mm., if we limit the smallest mineral grain to 0.17 mm. All of the 
quartz grains finer than 0.68 mm. would then be thrown off by the classi- 
fier and pass into the overflow together with the mineral grains finer 
than 0.18 mm. It so happened that it had previously been determined 
that the largest tailing grain should be about 0.75 mm., which size prac- 
tically coincided with the maximum size grain in the overflow of the classi- 
fiers preceding the Hancock jigs. Thus it followed that this classifier 
overflow should be put on machines producing a tailing. It was found 
advisable to divide the Hancock jig feed, ranging in size as it did from 
0.10 to 0.75 mm., into two parts by screening it over 4 mm. round-hole 
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trommels. The jigs did better work on the more closely sized feed and 
it also enabled us to introduce a more graded crushing by crushing the 
middling from the coarse jigs through 4 mm. in one set of rolls and the 
middling from the fine jig through 1.25 mm. in two other sets of rolls. 
An investigation was also carried on to determine whether the oversize 
of 4 mm. resulting from the first passage through the rolls should be re- 
turned to the coarse jigs or further crushed at once through 4mm. Sorting 
tests made on this product showed the presence of such a small amount 
of free mineral that the jigging would not pay, therefore it was decided 
to use a closed circuit of rolls and 4mm. trommels, and to crush all of 
the middling through 4 mm. before subjecting the product to concen- 
tration. 

2. Development of finishing table flow sheet—It having been determined 
that a reciprocating table is the best form of concentrator on which to 
produce a tailing and that the maximum tailing grain was to be about 
0.75 mm., the next point to be investigated was the minimum size min- 
eral grain which can be recovered by the reciprocating table, this table 
being in this particular case a standard 16-ft. Wilfley. This investigation 
was carried on for the most part in the testing laboratory on a small 
size Wilfley table. The limiting grain was found to be approximately 
0.025 mm. in diameter, which would carry with it in the hindered-settling 
classifier product a grain of quartz approximately 0.08 mm. in diameter 
(0.08 mm. is equivalent to a 200-mesh screen opening). This meant that 
all slime must be eliminated from the table feed,—the term “‘slime” 
being rather loosely used to apply to all material, both granular and col- 
loidal, finer than 0.08 mm. quartz and 0.025 mm. mineral. As a matter. 
of fact this slime contains about 65 per cent. of granular material and 35 
per cent. of colloidal material. 
~ It will be noted that while the overflow of classifiers No. 2 is further 
classified into two products, 0.75 to 0.35 mm. and 0.35 to 0.08 mm., 
before being subjected to table treatment, the overflow of the No. 4 
classifiers, consisting entirely of crushed low-grade middlings and ranging 
in size from 0.75 to 0.08 mm., is treated directly on the tables without 
further classification. This procedure is also the result of careful investi- 
gation, the experimental work having proved conclusively that while the 
further classification of the lower-grade material was of no advantage, 
the classification of the richer material increased the recovery on the 
tables by about 7 per cent. 

3. Treatment of coarse middling table products—As has been noted, it 
was originally intended to make no tailing coarser than 0.75 mm. How- 
ever, when tests were made on the 500-ton unit, which was installed at 
Great Falls, it was found that the middling from the coarse middling 
table contained a considerable amount of tailing material, although 
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ranging in size from 0.75 to 1.25 mm. During the first test this entire 
product had been returned to the Huntington mills for crushing, but 
this so congested the middling section that the tonnage to the unit had 
to be materially reduced. During the second test a tailing was cut out 
from the product as it left the tables. This resulted in the elimination 
at this point in the system of 22.2 per cent. of the solids in the feed to 
the entire 500-ton unit assaying 0.43 per cent. of copper. It was then 
suggested that possibly more tailing material could be produced by the 
classification of this middling product, the overflow of the classifier being 
tailing. A laboratory test was made in which some of this middling prod- 
uct ranging in size from 2.0 to 0.8 mm. was treated in a hindered-settling 
classifier. Six products were drawn off through the spigot, the one settling 
against the strongest rising current being called No. 1 and the one settling 
out against the weakest rising current being designated as No. 6. 


Classification of Middling from Coarse Middling Table. 


Tora Soxrips Assay COPPER TotaL Copper 
SPrco | 
ne Individual | Cumulative} Individual Cumulative Individual | Cumulative 
Down Up 

Per Cent. | Per Cent. | Per Cent. | Per Cent. | Per Cent. | Per Cent. | Per Cent. 

1 8.8 8.8 0.98 0.98 0.40 21.0 21.0 

2 15.9 24.7 0.57 0.70 0.35 22.4 43.4 

3 18.8 43.5 0.36 0.56 0.30 il feat 60.5 

4 37.4 80.9 0.30 0.44 0.28 27.6 88.1 

5 12.2 93.1 O225 0.41 0.25 7.9 96.0 

6 6.9 100.0 0.22 0.40 0.22 4.0 100.0 
Total LE a Pop ome Bs ped ABD at ROE laden yg LOOLOiS niyenret eek 

| 


The first spigot contained the coarser middling grains and a few coarse 
quartz grains; the second spigot contained finer middling and tailing 
grains, while the last spigot contained for the most part only tailing 
grains. There were no free-mineral grains in the original middling fed 
to the classifier. The preceding tabulation shows that it is possible to 
discard in the tailing classifier 56.5 per cent. of the solids (Spigots 4+5+6), 
assaying 0.28 per cent. of Cu, as tailing, and to send to the Huntington 
mills only 43.5 per cent. of the solids, assaying 0.56 per cent. of Cu. In 
practice we have never been able to make a tailing as low as 0.28 per cent. 
of Cu at this point. In the third test at Great Falls on a 500-ton section 
this classifier tailing contained 25 per cent. of the total solids fed to the 
section and assayed 0.42 per cent. of Cu. ; 

The rough concentrate from the coarse middling tables contains the 
coarser grains of free mineral and the finer middling grains. Experiments 
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were made in which this product was treated on a second set of Wilfley 
tables. The results, however, of this treatment were not at all satisfac- 
tory, the secondary tables making a low-grade concentrate and a tailing 
altogether too rich in copper. The next scheme tested was to treat this 
product in a classifier, with the idea of drawing off the coarser mineral 
grains through the spigot as a concentrate and overflowing the finer 
material and tailing grains for table treatment. This worked out very 
well on a small scale, but it was found to be impractical to produce a 
concentrate from a classifier in large-scale operations. The next set of 
experiments was made in the laboratory and consisted of a classifying 
and jigging flow sheet, the spigot of the classifier treating the rough 
concentrate containing the coarser mineral and middling grains being 
jigged and the overflow sent to tables. This flow sheet gave very good 
results and was finally adopted, the rough concentrate being returned 
to the No. 2 classifiers preceding the fine Hancock jigs, where the coarser 
mineral and middling grains would pass through the spigot and on to 
the jig, the mineral grains being saved at once as concentrate and the 
middling grains going to the roll system for further grinding. The fine 
mineral grains and tailing grains being overflowed from the No. 2 classi- 
fiers, pass at once to the finishing table system. 

4. Results of test made on 500-ton section at Great Falls —A test made 
during October, 1911, on a 500-ton unit at the Great Falls mill gave the 
following results: 


Test Made at Great Falls Plant on 500-Ton Section. 


, ASSAY Perr CEent. OF ORIGINAL 
Solids ee ee ee Cones 
Propwuct per per 

24 Hours Copper Si02+AI1,03} 24 Hours Solids Copper 

Pounds Per Cent. | Per Cent. Pounds 
Ore to section....... 986,075 3:51 TES 34,651 100.0 100.0 
Coarse concentrate ..| _ 67,000 13.83 24.5 9,266 6.8 26.7 
Fine concentrate. .... 166,595 10.00 iS 16,652 16.9 48.1 
Slime concentrate....} 42,610 9.49 53.8 4,044 4.3 BD ie’ 
Total concentrate..| 276,205 10.85 22.5 29,962 28.0 86.5 
Mill tailing.......... 469,120 0.40 96.3 1,900 47.6 5.5 
Slime tailing........ 211,745 | 1.01 87.0 2,149 21.5 6.2 
Total tailing...... 680,865 0.59 93.4 4,049 69.1 VaaG 
Overflow loss........ 29,005 | 2.21 | 982.5 640 2.9 1.8 
Total products. ...| 986,075 3.51 73.3 Bi 34,651 100.0 100.0 


Following are some screen analyses of the tailings made during the 
tests of the system at Great Falls: 
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VI. Comparative Data OF OPERATION OF GREAT FALLS AND EVANS 
Systems AT ANACONDA. 


The Great Falls flow sheet was installed in Section No. 1 of the Ana- 
conda mill during the summer of 1912. The remodeled section was first 
put into operation during October, 1912, and by November 1 was running 
normally, treating its rated capacity of 1,500 tons per day. 

The data contained in the accompanying table for the Great Falls 
system, remodeled Section No. 1, were obtained from a test made during 
March, 1913, and those for the Evans system, Sections 2 through 8, were 
taken from the metallurgical sheets covering the first six months of 1912. 
The tailing obtained during the test made on Section 1 assayed 0.48 
per cent. of copper and the tailing for the first six months of operation 
of this section also averaged 0.48 per cent. of copper, so that we may say 
that the test conditions, which as a matter of fact were the regular op- 
erating conditions for the section, did not favor the section at all. Also | 
by referring to tabulation on p. 234 entitled “Test Made at Great Falls 
Plant on 500-Ton Section,” we find a mill tailing assaying but 0.40 per 
cent. of copper. It is thought that the mill tailing for the remodeled 
section at Anaconda will be lowered in the near future to from 0.40 to 
0.45 per cent. of copper as the operators become more familiar with the 
flow sheet. It should be noted that the ore treated during the test on 
the remodeled section happened to be of a lower grade than the usual 
run of concentrating ore at Anaconda,—2.98 per cent. of copper as against 
an average of 3.27 per cent. for Sections 2 through 8. Other conditions 
being constant, this lower copper content of the ore would of course 
lower the recovery. 

The slime produced in the mill is not being concentrated at present, 
but a plant consisting of Dorr tanks and concrete multiple-deck round 
tables is being planned and will soon be erected for the treatment of all 
of the mill slime. With the complete treatment the remodeled section 
shows a net increase in recovery of copper of 3.0 per cent. over the original 
mill. The recoveries of silver and gold follow very closely that of the 
copper. The recoveries of copper in the slime from the two systems are 
based upon the results of treating these slimes in the 50-ton experimental 
slime division. 

The Great Falls system as originally installed at Anaconda includes 
a “fine sand” division equipped with 20 8-ft. Callow tanks followed by 
16 Wilfley tables. This division receives the total classifier overflow from 
the remodeled section. This pulp is thickened in Callow tanks and the 
thickened pulp fed to the Wilfley tables. These tables make concentrate, 
middling, tailing, and head-water slime. The middling is returned 
to the tables and the head-water slime unites with the overflow from the 
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Callow tanks and leaves the plant as slime. This sand division has been 
recovering about 3.0 per cent. of the copper in the original ore, so that if 
we include the work of this fine-sand division the net mill recovery in the 
table on p. 237 would be 80 per cent. instead of 77 per cent. However, 
we have found that a reciprocating table is not well adapted to the treat- 
ment of this fine sand (approximately 200 mesh and finer), and as soon as 
the slime plant is completed this fine-sand division will be discarded. 
I have therefore eliminated this division from this paper, and all of the 
classifier overflow from the remodeled section is included in the product 
termed ‘‘slime.” 

The increase in the recovery of copper in the remodeled section over 
that of the other sections using the Evans flow sheet is due for the most 
part to the saving of the fine free mineral which is lost in the tailing 
from the Evans jigs and the fine free mineral which is lost in the Wilfley 
table tailing of the Evans system. Another decided advantage of the 
Great Falls flow sheet is its capability of producing a very high grade of 
fine concentrate without any sacrifice in the recovery of the valuable 
minerals. This advantage is due entirely to the excellent classification 
resulting from the hindered-settling classifiers preceding the Wilfley 
tables. The system is operated at Anaconda to produce a fine concen- 
trate containing about 25 per cent. of insoluble, as this grade of concen- 
trate meets the present smelter requirements. However, during tests 
made at the Great Falls plant fine concentrate running as low as 10 
to 15 per cent. of insoluble was produced in a 500-ton section. The in- 
soluble in the coarse concentrate cannot be reduced below 18 to 22 per 
cent. on account of the fact that this amount of insoluble is combined 
with the mineral. 


I desire to thank the following gentlemen for valuable data supplied: 
C. W. Goodale, E. P. Mathewson, A. E. Wheeler, W. A. Estabrook and 
Arthur Crowfoot. 
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I. IntRopvuctTIon. 


239 


In the wet concentration of ores there is always a certain amount 
of very fine material with which to contend, and which invariably 
carries such quantities of value that the treatment of it is worth 
while, commercially. This fine material usually contains that por- 
tion of the ore which hinders the separation of the mineral values: 
namely, the colloidal material resulting from the decomposition of 
certain constituents of the ore. 

The object of this paper is to show what efforts have been made to 
solve the slime problem as it occurs in the concentrator of the Washoe 
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Reduction Works at Anaconda, Mont., where the copper sulphide 
ores from Butte are treated. 

Before entering upon the discussion of the problem, it is necessary 
to define the material under consideration, in order that the problem 
may be apparent, and that due consideration may be given to the 
effort made in trying to solve it. 

This fine material is termed slime; but as slime is a widely used 
and much misused term, further definition is necessary. Local con- 
ditions in individual mills determine the constitution of slimes. The 
material which is called slime in one mill may not be termed such in 
another mil]. Different treatments of the same ore may produce 
slimes with different characteristics. This latter point is shown by 
the fact that the concentrator at Great Falls, treating the same gen- 
eral class of ores as is treated at Anaconda, produces a slime contain- 
ing more copper and a larger proportion of granular material. Asa 
result of this difference. in granular content, any settling tank will 
handle about twice as much Great Falls slime as Anaconda slime, 
when operated to the same efficiency. Therefore, when conclusions 
from experiments conducted at Great Falls were applied to Anaconda 
slime they did not hold good in all cases. 


IJ. DEFINITION oF ANACONDA SLIME. 


Anaconda slime may be defined as that portion of the Butte sul- 
phide copper ores, concentrated by the Anaconda practice, which 
results from the breaking down of the ore in the mine and the crush- 
ing and regrinding of the ore in the mill; and which overflows the 
settling tanks receiving the overflow of the hydraulic classifiers, plus 
that which is contained in the head waters of the tables treating the 
spigot product of these tanks. 

The constitution of the slime under consideration is determined 
largely by the settling capacity of the tanks and by the amount of 
table head water cut from the table tailings. But as the operating 
conditions are uniform, there is little variation in the slime produced. 


III. Tue Source or Sure. 


The two flow sheets, Figs. 1 and 2, show the source of slime in 
Section No. 1 and Sections Nos. 2 to 8, respectively. 

Section No. 1 was remodeled during the summer of 1912, according 
to data obtained from experiments conducted at Great Falls. The 
classifier installed consists of a single pocket and has center feed and 
peripheral overflow. It was developed at Great Falls and is known 
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as the Anaconda single-pocket classifier.’ Two sets of these are used 
to remove the slime from the ore before further classification. Six 
No. 1 classifiers remove the original slime and also what is made jn 
the crushers and in the coarse, fine, and intermediate rolls. Seven 
No. 8 classifiers remove the slime produced by the middling rolls 
and the Huntington mills. The overflows of these two sets Sriclauee 
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y | 


To Classifiers No.2 
Undersize of 1.25 x 12 mm!Trommels 


1 
Se 8B. & M. Classifiers No.3 
¥ 


To Classifiers Not 


— a 


20-8'0" Callow Cones 


16 Wilfley Tables 


24 Callow Cones 


Excess to Ponds 


8-18/0'Deck Round Tables 


Final Slime to Slime Plant or to Ponds 
_____— Slime Producing Products 
Sand Products 
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T= Tailings to Waste 
---.-----. Clean Water for Re-use 


Fic. 1.—Sourcr oF SLIME IN Section No. 1. 


fiers are combined and go to 20 Callow tanks, where the coarser sand 
is removed through the spigot and treated on 16 Wilfley tables. 
This spigot product carries down some of the colloidal material, which 
is removed as head water of the tables, and which joins the overflow 
of the 20 Callow tanks, the combination constituting the slime from 
Section No. 1. 


1 See Fig. 2 of paper by A. E. Wiggin, The Great Falls System of Concentration, p. 224, 
this volume. 
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The two sets of classifiers, No. 1 and No. 3, use sufficient hydraulic 
water to just give a clear water spigot, so that no colloidal material 
is treated on any machine in the section proper. 


Y ‘ 
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Fie, 2.—Source or Sure mx Sections Nos. 2 to 8. 


Sections Nos. 2 to 8 have the original flow sheet. The Evans, 
launder type, three-spigot classifier is used. There are 


three sets of 
four each, and the spigot products are treated on Evan 


s jigs. The 
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first set, or fine classifiers, receives the undersize of the 2.5-mm. trom- 
mels and overflows material which contains the original slime and 
that produced by the crushers and coarse and fine rolls. The second 
set, or middling classifiers, receives the undersize of the 1.5-mm. trom- 
mels and overflows material which contains the slime produced in the 
middling rolls. The third set, or Huntington mill classifiers, receives 
the product of the Huntington mills and overflows material which 
contains the slime produced in the mills. The last two overflows are 
desanded in small tanks, the overflows of which, as well as the over- 
flow of the fine classifiers, each go to seven Y settling tanks, each 5 by 
15 ft., fed at one end and overflowing at the other. The two sets of 
spigots, coarse and fine, from the tanks are treated on 32 Wilfley tables, 
the head waters of which are combined and desanded in a tank about 
9 ft. square, having center feed and peripheral overflow. The plug 
of this tank is treated on one Wilfley table, the head water of which 
joins that of the other tables. The overflow of this square tank plus 
the overflow of the three sets of Y tanks (21 in all) constitutes the 
slime from Sections Nos. 2 to 8. 

Thus the sources of slime in the two flow sheets are similar, and 
with few exceptions, which will be noted, the slimes are similar. 


IV. ConstituTIon oF SLIMzEs. 


Chemical.—Chemical analyses of slime samples do not vary much. 
The analyses given in Table I. are of samples covering periods of 
from several days to a month, and extend over six years. 


TaBLE I.—Chemical Analyses of Anaconda Slimes. 


fee Cu: SiO2. FeO. | S| AlgO3. CaO. | Ag. Oz.| Au. Oz. 
| Per Cent. | PerCent. | Per Cent.) Per Cent. | Per Cent. |Per Cent.) Per Ton.| Per Ton. 
| / 

June, 1907...... 1.83 58.9 Ey a ee | 19:8 0.4 1.6 0.004 
April, 1908...... 2.18 61.5 3.7 BAe ed 810 0.3 1.6 | 0.004 
April, 1909...... 2.08 60.1 3.5 3.7 | 21.9 0.2 1.5 0.005 
April, 1912...... 2.04 | 58.8 4.5 AA AOA Mma es seth ie ae bee 
August,1912......| 2.09 62.2 3.7 4.2 |} 18:6 OSes cteect (enacts . 
September, 1912 2.14 60.8 4.1 4.4 | 189 | 0.6 2.0 | 0.005 


Attention is called to the percentage of Al,O,, which is from 18 to 
22 per cent., while the Al,O, in the original ore is only 9 per cent. 

Physical_—Physical analyses of the slime show that it consists of 
granular sand, mineral, and middling grains, and colloid, the whole 
being in mechanical suspension in water. The granular materials 
are fine undecomposed ore constituents. The colloids are hydrated 
amorphous substances resulting from the decomposition of some of 
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the ore constituents, as kaolins, feldspars, etc., and some sulphides. 
Thus not only is part of the gangue in the colloidal form, but there is 
some of the copper in the same form, and wet concentration will not 
recover it. Slime as produced contains approximately 2 per cent. by 
weight of solids and 98 per cent. by weight of water. ; 

Physical analyses of the slime were made in the following manner: 

A sample of slime was procured from the main slime flume, and 
the colloid separated by repeated dilution and settling out of the 
sand, followed by a final settling of the colloid, or hydrated amor- 
phous material, by the addition of clear lime water. 


Fie. 3.—Guass JAR For Srmre-Serriine EXPERIMENTS. 


The settling was done in glass candy jars, Fig. 83, which hold about 
2.33 liters when filled to the lower end of the neck. These jars are 
found to be very convenient for such work, as the wide mouth per- 
mits rapid pouring, and the shoulder A serves as a trap to prevent 
the unintentional decantation of fine sand which has already settled. 

Thirty-five liters of slime water were divided among a number of 
these jars, and after standing 15 sec. most of the water was poured 
into other jars and allowed to stand another 15 sec.; this operation 
being repeated till but very little additional sand settled out. The 
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residues, containing the coarser sand, were all combined and re-treated 
in the same way to obtain a sand product nearly free from colloid. 
The decanted water was then diluted to about twice the original 
volume, which reduced the size of the individual masses of coagulated, 
amorphous colloid, and thus lessened their rate of settling, sv that, 
on standing 30 see., considerable sand settled out, and but very little 
colloid. This operation was also repeated several times, and the ap- 
proximately clean sand combined with the coarser sand. The decanted 
water was again diluted and allowed to stand for still longer periods, 
this process of stage dilution being continued till the original 35 liters 


PER CENT. 
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eras tree opeterden 0) a 
wo ee 
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Fic. 4.—Setriinc Tests of GENERAL CONCENTRATOR SLIMES. 


1 


had become about 800 liters. The very finést crystalline material 
settled out of the highly diluted colloid in 45 min., but further stand- 
ing of the decanted colloid for 1.5 hr. failed to settle any more sand. 
Considerable of this sand-free colloid remained in suspension for more 
than 24 hr., but was finally precipitated by the addition of a moderate 
amount of clear lime water. 
The approximately clean sand was freed of the last of the colloid, 
by highly diluting with clear water, and allowing to settle an hour or 
more, decanting, and repeating the washing till no more colloid 
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remained, all these wash waters being added to the main bulk of 
sand-freed colloid. oe 

The clean sand was classified by free settling in the same glass 
jars, first for 960 sec., pouring off the top 6 in. of water, filling the 
jar again, and repeating four times. The settled sand was similarly 
treated for successive periods of 480, 240, 120, 60, 30, and 15 sec. 
Each product was dried, weighed, and assayed. To determine the 
range of sizes of the sand products, microscopic measurements were 


PER CENT- 
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made on clean quartz obtained under the same settling conditions as 
those of the sands. From this data, curves, Figs. 4 and 5, were 
plotted, the former being the settlement curve for the general slime 
and the latter that for the sand portion only. 

During the classification test a small amount of “ Secondary colloid ” 
was produced, owing to the chemical effect of water on the large area 
exposed by the finely divided sands. 


*Cushman: Bulletin Nos. 85 and 92, Bureau of Chemistry, U. S. Department of Agriculture. 
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Table IL gives the results of such a physical analysis made on a 
sample of mill slime; and Table III gives chemical analysis of the 
colloidal portions. 


From Fig. 5, 96 per cent. of the slime is finer than 200 mesh 
(0.08 mm.). 


’ 


TaBLE I1.—Settling Test on Anaconda Slime. 


} 


: Solids. Copper. 
Velocity of Settling apnea 
er Second. ; 7, 4 Direct C lative. i i 
Bottling Velocity.) par Cent. | Per Cant. | Assy. | perCent,| Ber Gent 
Millimeters. | Millimeters. | 
10.16 + 0.146 + | 0.6 0.6 1.40 0.4 0. 
10.16 —5.08 | 0.146—0.106) = 1 1.8 1.96 el rs 
5.08 — 2.54 0.106 — 0.074 3.1 4.9 2.54 3.5 5. 
2.54 —1.27 | 0.074—0.046 | 7.3 12.2 3.05 10.0 15. 
1.27 — 0.635 | 0.046—0.029| 11.1 23.3 3.46 17.2 32. 
0.635 — 0.318 | 0.029—0.017| 24.0 47.3 2.94 31.4 63. 
0.318 —0.159 | 0.017 — 0.009 | a by al 64.4 1.96 15.0 78. 
0.159 — 0.000 | 0.009 — | 0.4 64.8 0.86 0.1 78. 
Obagi eneestc-= |e sesasearereete ee 64.8 2.72 ESSE alinvecccerss 
Primary colloid..... | seeseeeeeeeeeeeees 33.0 97.8 1.47 20.3 99.0 
Secondary colloid...) .................. 22 100.0 1.13 1.0 100.0 
100.0 Asocd seas: 2.27 WOOD! | acuscican 


Tas_eE IlIl.—Chemical Analysis of Colloids. 


{ 
Ls eon a: promt ta 0 | Fe. s. ALOg | ca0s"| Cu 


Water. | Loss. 


| Per Cent. | Per Cent. | Per Cent. ‘Per Cent.|Per Cent.| Per Cent. |PerCent.| Per Ct- 
Primary colloid...... 0.46 8.08 52.5 | Ee 2.3 24.8 0.9 | 1.47 


Secondary colloid... 0.43 5.18 58.1 | 1.3 ab y/ 25.4 0.9 1,13 


V. THE SLIME PROBLEM. 


The problem of wet concentration of the Anaconda slimes may be 
divided into two parts, viz.: First, to prepare the slime for use on 
some concentrating machine by thickening it to the proper density, 
and at the same time recover water clean enough for re-use in the 
mill; and second, to recover the mineral values from the thickened 
pulp in a concentrate which can be smelted. 

The quantity of material to be handled calls for an extensive plant 
and consequently the most efficient and economical installation is 
sought. The quantity of slime produced is given in Table IV. 
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TasLe [V.—Quantity of Slime Produced. 


| Per pws: 

Ore Treated Per Section | | Slime Produced Per | ate Original. 

Per 24 Hr. / Assay | Section Per24hr. | Assay. | Density Ora lconnee 
| | 
“Per, Cent. | Per Cent. 

Tons. Cu. | Gallons. | Tons. | Cu. Per Cent < 
Section 1.. 1,470 | | 3.25 | 2,275,700 | 1938.6 | 1.85 1.98 2.9) | a 
Sections 2 to 8. 15313) So 2eem 2, 646,000 | 225.0 | 2.03 2.01 7.2 Re 0.8 


The present output of the mill, based on 10,000 tons of ore treated 
per 24 hr., is 18,401,000 gal. of ae containing 1,660 tons of dry 
slime. 

The first part of the problem, then, is to thicken 18,401,000 gal. of 
pulp at 2 per cent. density to a pulp of 10 per cent. density, necessi- 
tating the removal of 15,700,000 gal. of water. The second part is 
to obtain machines of suitable capacity, efficiency, and cost of main- 
tenance to treat 1,660 tons of dry slime and produce a concentrate 
which can be smelted. 


VI. EXPERIMENTAL SLIME PLANT. 


All of the slime produced previous to July, 1912, was sent to the 
slime ponds, located below the works, and whatever settled in them 
was excavated and stored in a pile adjacent to the ponds. A limited 
amount of the excavated material has been smelted in the blast fur- 
naces. Since the summer of 1911 the Peck centrifugal concentrator 
has been treating a portion of the slime settled in one of the ponds. 

Thus there had been little done to treat all of the slime direct 
from the mill until July, 1912, when Section No. 1 of the concen- 
trator was remodeled. No decision had been reached as to.the best 
method for treating the slime: but from data obtained from slime 
experiments conducted at Great Falls, sufficient Callow tanks and 
round tables were installed in an experimental slime plant to treat 
one-fourth of the slime produced in one section of the mill. This 
flow sheet is given in Fig. 1. Since the installation several thicken- 
ing and concentrating devices have been added and competitive tests 
made upon them, to determine the machines best adapted to the 
solution of the slime problem. The various thickeners include the 
Kuchs-Laist centrifugal separator, the Callow tank, the Garred filter, 
and the Dorr continuous thickener. The concentrating machines 
include the round table and four standard makes of concentrators, 
the latest slime machines on the market. All these machines have 
received slime from Section No. 1, slime from Sections Nos. 2 to 8, 
and the total classifier overflow of Section No. 1. 
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VIL. TurcKuners. 

The simplest slime thickeners are the open rectangular tanks and 
the slime ponds, the latter being enlargements of the former. A 
modification of the open tank is the Callow tank, which has center 
feed and peripheral overflow. Mechanical thickeners include the 
Kuchs-Laist centrifugal separator, the Garred filter, and the Dorr 
continuous thickener. A brief description of the several devices and 
the results of tests made upon them are given below. 

Slime Ponds.—There are six of these, each 300 ft. wide and 600 ft. 
long, and average 15.5 ft. deep. These are operated in cycles, and 
when possible three are used in series. As soon as a pond becomes 
filled, it is allowed to drain, and the resulting settlement, contain- 
ing 85 per cent. of moisture, is excavated by a Lidgerwood bucket 
excavator. No very complete data of the operation of the ponds are 
available, but the degree of settlement has been governed by the 
extent to which excavation has been carried on and empty ponds 
provided. Whatever has been excavated has been stored for future 
treatment, by smelting or otherwise. 

One of these ponds has been reserved to thicken slime for the Peck 
machine. It was hoped that the pond could be partly filled with 
slime and then, by pumping from different depths, a pulp obtained 
of the proper density for feed: viz., 20 per cent. of solids by weight. 
Several attempts were made to perfect this scheme, but with no suc- 
cess. The scheme finally adopted is as follows: Two large tanks, 
16 by 16 ft. and 8 ft. deep, supplied with agitators, are located under a 
hopper-bottomed bin, into which is dumped slime dredged from the 
pond. A portion of this is charged into one of the agitation tanks 
and mixed with water pumped from near the surface of the pond, 
until a pulp of about 20 per cent. density is obtained. This is fed to 
the Peck machine. Meanwhile the other tank is preparing a charge, 
which is held in readiness until the first tank is emptied. In this 
way a uniform feed is obtained. This, however, is rather a crude 
way, particularly where large tonnages are to be handled. 

If the ponds are fed with the proper quantity of slime complete 
settlement is obtained; but difficulty arises in recovering the slime at 
the proper density. 

Tanks.—Open tanks include any tanks where no baffles are used, 
and free settling is used. They may be fed at one end and overflow 
at the other, as in rectangular tanks, or they may be fed at one or 
more interior points and overflow peripherally, as in square, round, 
or rectangular tanks. Baffle tanks have some arrangement of baf- 
fles (either vertical or sloping) and may be fed the same as the plain 


tanks. 
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A tank 10 ft. 10 in. by 9 ft. 6 in. and 8 ft. deep, fed at the center, 
having peripheral overflow, and having one spigot from the center of» 
the bottom, gave the following results when fed with slime at 2.5 per 
cent. density. In this tank the slime forms its own hopper in the 
bottom of the tank. The spigot density was about 8 per cent. 


Gallons Per Minute. Per Cent. of Solids 
Total. Per Square Foot. In Spigot. 
20 0.194 100.0 
22 0.213 95.0 
25 0.233 90.0 
28 0.272 85.0 
31 0.301 80.0 
34 0.330 75.0 
38 0.369 70.0 


SOY 


Fig. 6.—EXPERIMENTAL BAFFLE TANK. 


Comparative Efficiency of Open and Bafile Tanks :—For this experi- 
ment, a tank 3 ft. wide, 9 ft. long, and 3 ft. deep, with three hoppers, 
was used, Fig. 6. Feed entered at one end over an apron, so as to 
produce as little disturbance as possible, and overflowed at the oppo- 
site end, over the entire width. Corrugated iron bafiles sloping 45° 
were placed in different positions, including longitudinal and trans- 
verse, and at different depths below the surface. The results of the 
various tests are given in Table V. and plotted in Fig. 7, the latter 
also showing a composite curve, A, of all the bafile tests. Table VI. 
summarizes the tests under varying quantities of feed. From this 
table, if perfect settling is required a baffle tank has no advantage, 


but if it is desired to slough off a portion of the solids, the baffle 
tank has a greater capacity. 
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TaBLeE V.—Slime Settling in Open and Baffle Tanks. 
| Feed to Tank : q 
| Feed to Tank. Per Foot of | Spigot Discharge from Tank. 
: | Width. 
Test | ) \ ) 3 

No. Arrangement of Bafiles. | ay ong Pounds! Garions| Pounds eat of Density Gat Cent of 
allons!"sojid |G 2OB%| Solid |“maormy |e? _lorrot al 

Per 24 oq | Per 24 | per oa | Total |cent. of of Total) Tot 
Hr, | Per? Hrs. |} ir. Feed |“Qoijq. | Solids. | Copper 

| Hr, T. ‘vol'me.| S04: | Fea. | Fed. 

} | 
3 |No baffles 9,360 | 1,300 | 3,120 483 |- 9.4.7" 1009 |) 65.999) (Gaen 
4 |Ditto 10,075 | 1,545 | 3,858 515 | 9.4 10.4 | 57.4 | 59.4 
5 |Ditto 12,010 |} 1,655 | 4,008 5b2 | 7.6 | 12.6 | 63.1 | 66.3 
6 |Ditto 14,900 | 2,290 | 4,966 763) 5.4 | 12.2 |) (80.7) Wl 41e2 
7 |Ditto 19,500 | 3,240 6,500) 1,080, 4.6 | 18.8 | 35.3 | 37.4 
8 |Longitudinal baffles4in. deepa| 10,250 | 1,540 3,416 518 IOS: a TAS 92.5 93.4 
9 | Ditto 19,715 | 2,960 6,572 9870) 3Bi0- sheloaz 76.9 | 79.0 
10 |Ditto 28630 | 4,300 | 9,543 | 1,483| 4.6 | 90.5 | 61.1 | 68.4 
13 |Longitudinal baffles 0.oin.deep| 15,905 | 2,390 5,302 797 823, 17.0 9) 287.6 88.7 
14 | Ditto 19,704 | 2,965 6,568 OSSip 472 4e Bia 74 Oe eee 
TSS NDLitO cee seen ete 95,885 | 3,585 | 8,628] 1,295 | 4:5 | 25.4 | 76.6 | 79.4 
16) |, , j 9,955°| 1,495 | 3,318 498 | 11.2 | 14.2 | 97.4 | 97.8 
17 | |Crosswise baffles 4.5 in. avepe | 14:125 | 2/190 | 4,708|* 706| 7.9 | 18.7 | 93.6 | 94.5 
18 with tops sloping away, | 18.965 | 2,845 | 6,322 | 948 7.4 | 18.8 | 89.4 91.2 
19} | from feed end of tank....... || 257855 | 3'880 | 8,618 | 1,293| 4.2 | 25.5 | 70.6 | 75.6 
20° | ah 9,735 |. 1,460.1 8,245). 487 | e908. 9) 16.919/) 98 Sete ases, 
21 ..| 14,360 | 2,155 | 4,787| 718| 8.7 | 17.7 | 98.3 98.8 
22 ..| 14,255 | 2,140) 4,752| 718 | 7.5 | 20.0 | 96.0 | 96.8 
23 .| 19,070 | 2,865 |} 6,357 953 | 5.4 | 24.2 | 86.8 | 90.9 
24 | 25'965 | 3,900 | 8,655 | 1,300) 4.5 | 26.9 | 92.3 | 85.9 
25) |Crosswise baffles 0.5in. deepa (| 14,355 | 2,155 | 4,785 | 718 4.8 28.6 93.4 94.8: 
26) with tops sloping toward 19,040 | 2,860 6,347 | 953 6.0 pa 84.8 87.5 
27 A he ae of tank ae or 95,010 | 8,755 | 8,837 | 1,252] 3.6 | 27.7 | 68.3 | 72.2 
2g | Ditto, butil 5 in. deepa at feed (| 49 og5 | 9,865 6,958; 955 5.1 | 22.1 | 76.7 | 80.1 
zt end and 4in. at overflow end4| 95’a75 | 3’s95 8/492 | 1,275 4.1 | 23.4 | 62.9 | 63.2 
OF CaM s2- si Nesccncacsasesesccenaues 3 her? , , | | : 


a The depth here, means the depth of the top edges of the bafiles below the overflow of 
the tank. 


TaBsLe VI,—Summary of Open and Baffle Tank Data. 


Per Cent. Settled. 


Gallons of Feed Per 

Foot of Width Per Rates of Settling 
24 hr. | Baffle Tank. Open Tank. are 

| Per Cent. Per Cent 

1,883a | 100.0 100.0 1.00 
2,000% 99.9 94.8 1.05 
3,000 97.5 67.8 « 1.44 
4,000 94.0 53.5 1.76 
5,000 | 90.3 44.8 2.02 
6,000“ 86.8 38.0 2.28 
7,000 82.0 32.6 2.52 
8,000 | 75.9 28.0 trad 
9,000 67.8 23.8 2.85 


. These figures estimated by extending the curves. 


Callow Tanks.—The Callow tanks in the slime plants are 8 ft. in 
diameter, center feed, peripheral overttow, and discharge through 
goose necks from the bottom of the cone. Twenty of these receive 
the classifier overflow. They are each handling 118,700 gal. in 24 hr. 
(82.4 gal. per minute) of pulp at 2 per cent. density and discharging 
40 to 45 per cent. of the solids in a pulp of 8 per cent. density. 
Twenty-four tanks are used to thicken whatever feed is to be treated 
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on the round tables or competing machines. At the Great Falls 
plant tanks corresponding to these are handling 25 gal. per minute 
and overflowing clear water, but owing to the difference in constitu- 
tion of the slimes 9 to 11 gal. per minute is the maximum capacity 
when settling Anaconda slime to a clear water overflow. The opera- 
tion of these tanks under different conditions of feed and efticiency 
is shown in Table VII. 


Taste VII.— Operation of Callow Tanks Under Different Feed Conditions. 


A. Feed : Total classifier overflow from Section No. 1. 


Gallons Per Pounds of en , be Bee ane 

Tank Per Solids PerTank Density. Assay. 

Minute. Per Minute. Per Cent. Cu. Solids. Pulp. 
Heed s.... cc 1ST 1.93 2e1 2.22 100.0 100.0 
Spigot....... 1.9 1.85 11.0 2.26 94.5 95.5 
Overflow... 9.2 0,10 Ord 1.56 5.5 4.5 
B. Feed: Slime from Section No. 1. 
Reba ocak E23t its 2.0 1.83 100.0 100.0 
Spigot....... 1.9 1.64 10.0 1.85 94.5 95.4 
Overflow... 10.2 0.09 0.1 1.56 5.5 4.6 
C. Feed: Same as B. 
Feeds... .... 11.6 1.63 2.0 1.84 100.0 100.0 
Spigot....... 1.9 1.48 9.0 1.88 Oira 93.0 
Overflow... 9.7 0.15 0.2 1.43 8.9 7.0 
D. Feed : Slime from Sections No. 2 to 8. 
Heed... 13.9 2.37 2.0 2.03 100.0 100.0 
Spigot....... 1.6 2.11 14.5 2.07 89.2 91.2 
Overflow... 12.3 0.26 0.3 1.66 10.8 8.8 
E. Feed: Same as D. 
Feed........- 10.9 1.91 2.0 1.93 100.0 100.0 
Spigot....... LT. 1.79 Aes 1.98 94.0 95.6 
‘Overtlow... 9.2 0,12 0.1 1.45 6.0 4.4 


Kuchs—Laist Centrifugal Separator—This machine is designed to 
remove the colloidal material and excess water from the slimes and 
produce a spigot discharge containing all the granular material and 
which is suitable for feed to some slime-concentrating machine. As 
shown in Fig. 8, it consists of a set of radial chambers mounted on a 
horizontal hollow shaft, about which it revolves. At the outer pe- 
riphery of each chamber is a spigot discharge plug to remove the 
heavier material which settles in the chambers due to centrifugal 
force. Feed enters at one end of the hollow shaft, through a stuff- 
ing-box connection to the feed pipe, and passes to the chambers, 
which are provided with baftles. These baffles serve to check the 
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flow of material and direct the heavier material to the point of dis- 
charge. The heavier material is discharged through the plugs, and 
the lighter is forced back to the hollow shaft and is discharged at the 
opposite end from which it enters. This particular machine has two 
chambers, but the circumference could be completed with chambers 
so that the machine would have about 12 times its present capacity. 
The speed has been varied from 640 to 1,200 rev. per min., and, 
roughly, the capacity varies directly with the speed, if the same 
density of spigot produet be maintained. 

Considerable difficulty was experienced in obtaining material of 
which to make discharge plugs which would wear a reasonable 
length of time. Plugs of cast iron, steel, topaz, agate, and rubber 
were used. The holes in these plugs varied from zs to + in. when 
new and gave a spigot density of from 15 to 30 per cent. After 
running from 3 to 5 hr. these holes were enlarged to such an extent 
that the density dropped to from 8 to 15 per cent., and in the case of 
rubber plugs the holes became choked with pieces of rubber torn 
from the plug. Finally a set of plugs of sintered alumina (called 
“alundum”) having a hole =, in. in diameter was tried. These 
plugs were in use for 85 hr. and the density dropped from 80.7 to 16.2. 
The high density at the start is due to the small opening. 

Between the speed limits of 640 and 1,200 rey. per min. the speed 
at which the machine is run does not materially affect the life of the 
plug. 

Table VIII. gives the data of two tests run at 1,200 and 640 rev. 
per min., respectively. 


Taste VIII.—Operation of Kuchs-Laist Centrifugal Separator on 
Slime from Sections Nos. 2 to 8. 


A. Speed of machine, 1,200 rey. per min. 


Gallons. Solids. Copper. 
Y ds P / Per Cent. of Per Cent, | Density. 
Fas Minutell: ricer ch minnie. | Total, | Assays |< oycen 
foOteceeee. 8.57 9.3 10°25 alee 6 137, 2.90 76.1 iB 
Oe eit 83.76 90.7 a ee oe 1.47 23.9 0.9 

TotAl..ceus 92.33 100.0 16.5 | 100.0 2.35 100.0 1 
B. Speed of machine, 640 rev. per min. 

i 5 55 2.36 67.9.4) £10.38 
Spigot .......+ 5.43 9.8 5.0 | 55.1 | 6 | 
Oe. 50.82 90.2 | 41 | 449 4-187 32.1 0.7 

Total..cn 56s 100.0 81 |. 100.0! 1.92 100.0} 2.0 
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To show the extent to which the colloid is separated, a colloid analy- 
sis, as previously described, was made on the product of a test similar 
to B, Table VIIL., with the results shown in Table IX. 


Tapie LX.—Colloid Analysis of Products of Kuchs-Laist Separator. 


Spigot, Overflow. | Total Products. 
Solids. | Copper. | Solids. Copper. |Solids|} Copper. 
a ie | ice eae | ; | 7 | Per| 
Per Per Per | Per i\Cent.| Per | Per Per 
Cent. of Per Cent. of; Per |Cent-of Cent. | of |Cent. |Cent. Cent. 
Total Cent. of Total |Cent. of, Total |_ of Total| of of of 
Spigot.! Feed. | Assay. | Spigot.) Feed. | Over- | Feed. | Assay Over-| Feed. |Total./ Assay| Total. 
| flow. flow. 
eS —= |= = — : ——| = = 
| 
Sand....| 85.0 | 56.1 2.96 91.6 76.8 7.2 | 2.5 1.96 | 14.1 2.8 | 58.6 | 2.92 | 79.1 
Colloid| 15.0 9.9 | 1.54 8.4 ask 92.8 | 31.5 0.95 85.9 | 13.8 | 41.4 | 1.09 | 20.9 
Total ...| 100.0 | 66.0 2.75 100.0 83.9 100.0 | 34.0 | 1.02 {100.0 16.1 |100.0 | 2.16 |100.0 


Garred Filter—An experimental Garred filter has recently been 
installed to prepare feed for the round tables, slime from Sections 
Nos. 2 to 8 being used for feed. The filter consists of 100 leaves, each 
6 by 10 ft., made of 10-oz. canvas, and connected to a centrifugal 
pump. The 100 leaves are divided into five sections of 20 leaves 
each, and connected with water at 15 lb. pressure in such a way that 
the suction on the several sections can be cut off and the water turned 
into the leaves. After the filter has been in operation: for a while, 
the suction is cut off from one section of leaves and the clean water 
turned on. This forces the cake, which is formed on the outside of 
the leaf, from the leaf, and it falls to the bottom of the tank contain- 
ing the leaves. The several sections are similarly treated, with the 
result that a thickened pulp is discharged through plugs provided in 
the bottom of the tank. . 

The filter has the advantage of positive action, with 100 per cent. 
efficiency in settling, provided the leaves are kept in good condition. 
This filter treating slime at the rate of 400 gal. per minute produced 
a pulp of 11.9 per cent. density. The filter was run at this capacity, 
as it produced suflicient pulp to feed the eight round table decks used 
to treat the pulp. No definite data as to maximum capacity has been 
obtained, but in all probability the 100-leaf filter will handle 1,000 
gal. of slime per minute as an average during the life of the filter 
leaves. 

Dorr Continuous Thickener—One Dorr thickener was installed near 
the slime plant, and fed with slime from Sections Nos. 2 to 8. As 
this was just recently installed, only a few tests have been made upon 
it, but the results are very favorable. , 


CONCENTRATION OF SLIMES AT ANACONDA, MONT. 257 


The tank is cylindrical, is 27.5 ft. in diameter and 9.7 ft. deep, and 
has center feed and peripheral overflow. The discharge is through 
one spigot at the center of the bottom. Near the bottom of the tank 
is a set of four rakes attached to a central vertical shaft which 
makes about 3.3 rev. per hour, and rakes the settled slime to the 
point of discharge. The rakes are set at 12° with the horizontal, so 
that a flat cone of the slime is formed. In later tests the rake arms 
were made horizontal. This machine has the advantage of, first, a 
large settling area, without the disadvantage of the conical tank with 
subsequent excessive loss of mill head; and, second, only one spigot 
of reasonable size, instead of numerous small spigots as in the case 
of small settling units. The capacity of the 27.5 ft. Dorr thickener 
per square foot of settling area is practically the same as that of the 
Callow tanks when operated to the same efliciency. 

Experiments were made to determine the capacity and efficiency 
of different depths of tank. For this purpose the overflow launder 
was lowered to make the tank 3 ft., and then 2 ft. deep. The rakes 
were made horizontal. The data obtained are given in Table X., 
and indicate that when operating to about 98 per cent. efficiency a 
3-ft. tank has 85 per cent. of the capacity of a 9.7-ft. tank; while a 
2-ft. tank has about 85 per cent. of the capacity of a 3-ft. tank. 


TasLeE X.—Treatment of Slime from Sections Nos. 2 to 8 in Dorr 
Continuous Thickener. 


Feed. Spigot Discharge. Overflow. 
| Per Cent. of Per Cent. 
Depth. | Rate Per 24 Hr. Ad Oi raters Hr. | Total, |Rate Per 24Hr.| of Total. 
_ | ——_ Density .| ———~———_ Density. : 
eee | Pulp. {Solids PE*CeBt Purp, | solids. PerCent. puip. Solids. Pulp. | Solids. Pulp. Solids. 
-| Gal. | Lb. | Solids. | Gal. | Lb. | Solids. | Gal. | Lb. 

Feet | oe 110! 34.380 | 1-90" | 39,860 | 34,205 | 9.6 | 20.0) 99.5 | 155,950) 175 | 80.0] 0.5 
3.0 | 163,350| 31,250 | 2.26 | 24,210 | 30,640 | 13.2 | 14.9 | 98.0 | 139,140) | 610 | 85.1 | 2.0 
3:0 | 162/940| 29/320 | 2:18 | 22,800 | 26,380 12.7 | 14.0 | 90. | 140,140, 2,940 | 86.0 | 10.0 

-! bod | | a | } | | 


VIII. ConcEnTRATORS. 

Two types of concentrating machines have been tested very thor- 
oughly, both on short and long time tests. These are the round 
table and the Peck centrifugal concentrator. In addition to these, 
competitive tests were made on four standard machines, each fur- 
nished by a different manufacturer, and which are the latest types of 
slime machines on the market. As these machines were furnished 
by the makers and there were differences in the recoveries made by 
the several machines, and not wishing to publish data detrimental to 
the less efficient ones, when treating this slime, the results of these 
tests will be discussed only in a general way. 

voL. xLv1.—l4 oe 


258 CONCENTRATION OF SLIMES AT ANACONDA, MONT. 


Round Table-—Probably one of the oldest types of concentrating 
machines, the round table, or “buddle,” has been revived of late 
years, and with the improvements made in the construction, 1s now 
a serviceable and efficient machine. Those installed in the experi- 
mental slime plant and on which these tests were made have a steel 
frame, with concentrating surfaces of cement. They are 18 ft. in 
diameter, and are built in stands of four decks each, the decks being 
spaced about 5 ft. apart. The whole stand is driven from the top 
and makes 12 rev. per hour. 

In practically all the work, each of the eight decks has received 
the same kind of feed, and any middling product resulting from 
them has been returned to the feed of the decks. Feed has been 
prepared principally by Callow tanks, but the Garred filter and the 
Kuchs-Laist separator have been used to some extent. The first two 
thickeners in combination with the round tables give about the same 
recovery, but with the latter the recovery is slightly higher, as the 
separator removes a great deal of the colloid, and gives a cleaner 
sand product to the round table. 

Table XI. gives the results of treating the products of the several 
thickeners on the round tables, and the effect of removing the col- 
loids is evidenced by the part C, even when figured back to the 
original slime. 


TaBLe XI.—Operation of Round Tables. 


A, Preceded by Callow tanks. 


Ese Assay. : Copper. Per Cent. of Total. 
per 24 Hr. Pounds 
per Deck. Cu. Insol. FeO. per 24 Hr, Solids. Copper. 
Per Cent.|Per Cent./Per Cent. | 
eGR er atncneaccote 9,325 DAS liemrecucee Resichawcere 204 100.0 100.0 
Concentrate......... 1,425 7.31 55.1 13.8 104 15.3 51.2 
aL ailing aseaemence: 7,250 1.21 weeeanmansullbce eeeeee 88 77.8 43.1 
Tank overflow... 650 1 ES Ha ae eee 12 6.9 5.7 
B. Preceded by Garred filter. 
Rate per Deck 
per 24 Hr. Density, Assay. Copper. Per Cent. of Total. 
a Solids. Pounds 
Gal. Lb. Cu. | Insol. | Per24Hr. |  golias, Copper. 
Parent ao Per 
3 er Cent. vent. | Cent. 
Feeds dius. 0A 80,625. 11,199 .* 11.9" |C1,98|..ccccl OBO 0) otto dg Oume 
Concentrate...... USS 803 aieest Gola ene eee 7.02 | 58.8 114 14.6 51.6 
MDallivtee.ceeteees 1658227) 9e0"568 uae wedi Gaaleeececee 108 85.4 48.4 
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C. Preceded by Kuchs-Laist separator. 


Separator Spigot Round Table Feed. Round Table Gonbentratea 
Density) Assay. \P = 9 ie ipetys : 
Rate per 24Hr,| Per Pen | Per Cent. of | Per Cent. of Be 
Cent. | Cent. Original. | Original. os eh 
A aie} | | : | Sa 
. | 5 S 
S | a . | Be 
| | wo . s & o 
ao ete ee ee oe 3 
oO EI 2Q So S = a : van] 
peeeeioet eset Soe Pie tS |) 8 aay & pe gekeg 
| } | Per Per Per 
1 | 8,240 | 12,260] 16.6 | 2.26 | 67.0 | 78.2 | 16.0 | 5.9 | ns | e795" 50.8" “30 
2 8,380 11,320 14,5 | 2.46 63.6 le Face 91) 1G.7~ ). 58.5 74.5 6.95 57.7 13.7 
3 9,050 11.300 13.0 2.53 65.9 78.6 14.8 | 53.6 68.2 7.69 52.5 14.9 
4 9,800 13,070 14.0 2k f ‘GY.0) f 76.9 13.3 56.0 | 72.8 9.68 47.1 16.8 


One round table deck used in this test. 


Peck Centrifugal Concentrator.—The Peck machines, of which there 
are two, have been treating the slime which has settled in one of 
the slime ponds, which under the present operating conditions are 
sloughing off an appreciable amount of colloid and fine sand. No 
direct comparison of the work of this machine with that of the round 
table can be made except where the feed for the two machines is 
prepared in a similar manner. 

The Peck concentrator is an intermittent centrifugal machine, and 
consists primarily of two cones, one within the other, both revolving 
in the same direction about a vertical shaft. The feed is introduced 
through an annular feed box, attached to the shaft, into the annu- 
lar space between the two cones at the lowest point, and rises 
through it, where the concentration takes place. Centrifugal force 
throws the solids to the inner wall of the outer cone, and the water 
in the feed, rising in the annular space, carries the lighter material 
along with it and is discharged through a set of plugs distributed 
around the upper edge of the outer cone. The result is, a layer of 
concentrate adheres to the wall of the cone and the tailing has been 
discharged through the plugs. When this layer is sufficiently thick 
the feed is shut off; the outer cone is slowed down, thus reducing 
the centrifugal force on the concentrate; and wash water is turned 
in. At the same time launder connections with the discharge plugs 
are changed, so that a middling product is discharged, and finally 
the concentrate itself is discharged. 

The effect of centrifugal force is to increase the apparent weight of 
the slime constituents and thus allow of greater capacity, but there 
is, of course, no effect on the ratio of the specific gravities of these 
constituents, 

The changes of the cycles, which are about 3.5 min., are accom- 
plished by an ingenious automatic device, operated hydraulically. 
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The older of the two machines treats 120 tons of dry slime per day. 
The speeds of its cones are 473 rev. per min. for the outer cone and 
271 for the inner cone. The corresponding figures for the newer 
machine are 150 tons, and 505 and 285 rev. per min. 

Competitive Tests on Standard Concentrating Machines.—These four 
machines were fed with slime from Sections Nos. 2 to 8, slime from 
Section No. 1, and the total classifier overflow from Section No. 1, 
and the results were very consistent. Tests on any one feed were 
run simultaneously on all the machines, the feed being distributed by 
a rotary feeder to be described. The results of these tests compared 
with the work of the round table under operating conditions show 
that the best machine does slightly better work than the round table; 
that the next best machine does just about the same work; but that 
the other two are not as efficient. Assuming that the machines were 
doing their best work when being tested, under the supervision of 
representatives of the manufacturers, the round table would be just 
about as efficient as the best of them if they were under operating 
conditions. 

Twenty-Deck Round Table—As the round table type of concentrator 
has proved so satisfactory as regards floor space occupied, mainte- 
nance, operation, tonnage, and efficiency, a machine of this type with 
20 concentrating surfaces superimposed one on the other has been 
eonstructed, Fig. 9. This may be called a multiple-deck concen- 
trator, the 20-deck machine being a special case. This 20-deck round 
table occupies a circle of floor space 20 ft. in diameter and is 80 ft. 
high including the feed box. It will therefore occupy about the same 
space as the four-deck stands previously installed, but will have five 
times the capacity. 

The decks are about 1 ft. apart, allowing room for inspection of 
each deck. The bottom deck acts as a support for the upper ones, 
and is itself supported near the periphery by wheels running on a 
circular track. The power is applied by a motor, through gears, to a 
circular rack attached to the lower deck. The surfaces of the decks 
are concrete made of two parts tailing sand which is under 1.5 mm. 
and one part cement, and are supported by sheet steel. The concrete 
is reinforced with expanded metal lathing fastened to the sheet metal. 
The rest of the machine, other than the concentrating surfaces, is of 
steel. Suitable steel launders are provided on each deck for the va- 
rious products of the decks. Each deck also has its own feed and 
wash water box. J 

In the center of the structure, and passing through each deck, is a 
circular opening, designed as a shaft to carry the feed and water 
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pipes, and sufficiently Jarge to permit the table operator to pass up 
and down and inspect the decks and feed boxes. 

No formal tests have been made as yet, but preliminary sampling 
of the products indicates that the 20 decks are handling 140 tons (dry 
weight) of slime in 24 hours containing 2 per cent. copper, and pro- 
ducing a concentrate containing 7.25 per cent. copper, and a tailing 
containing 1.10 per cent. copper. The recovery is about 53 per cent. 


Fic. 9.—TweEnty-Dreck Rounp TABLE. 


Slime Feed Distributor.—In connection with test work in the slime 
plant, there has been devised a feeding device, Fig. 10, to give equal 
distribution of feed to any set of machines to which it is desired to 
send the same feed. The same device is used as a distributor for 
the 20-deck round table. It consists of two cylindrical tanks, one 
within the other, and the annular space between divided radially 
into as many equal parts as there are machines to be fed.. Hach 
compartment is connected by a pipe to a machine. Above the tanks 
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revolves a pipe with a 45° elbow on it, which distributes the feed to 
the several compartments. The top edge of the inner cylinder is 
slightly lower than the radial partitions, so that if one machine has 
to be closed down the feed which went to its compartment would 
overflow into the inner cylinder, which in turn would overflow all 
the other compartments, and the feed would still be equally divided. 
This device has been checked by time samples for tonnage, volume, 
and-assay, and found to give very accurate distribution of the feed. 
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IX. Conciusron. 

The data given in the preceding part of this paper are representative 
of the work which has been done on the problem. In many cases the 
figures given are averages of several tests or are tests of several days’ 
duration. Moreover, operating tests have been cited where possible, 
as these are the conditions under which machines have to work in 
practice. There are therefore sufficient data to indicate the mode of 


procedure followed, and the results obtained in the attempt to solve 
the slime problem. 
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It is evident that large settling areas are required to thicken the 
slime where free settling is to be used. If filters or centrifugal 
machines are resorted to, then space can be economized, but in- 
creased maintenance costs and operation costs, together with complex 
machines, enter into the problem. 

The Dorr tank has nearly the same capacity per square foot of 
settling area as the smaller units; namely, 0.20 to 0.25 gal. per square 
foot per minute; but it has the advantage of large units, say 50-ft. 
tanks, which can be built 3 ft. deep and three in a stand; and conse- 
quently requires few discharge plugs, and these of good size. The 
filter is a very compact and efficient machine, but has the disad- 
vantage of operating in cycles as well as having high maintenance 
costs. 

The Kuchs-Laist separator is very compact and is continuous in 
operation, but requires power, and also a satisfactory discharge plug 
to give constant density. Its product is freer of colloids than that of 
the other thickeners, which allows concentrators to make a greater 
net recovery from it. If a uniform spigot density could be main- 
tained this machine would be very satisfactory. 

The round table has proved very efficient for handling slime, it 
being simple in construction and operation, and a number of decks 
may be placed one above the other, thus economizing on floor space, 
where the mill height is available. 

The Peck machine has a good principle, namely, the utilization of 
the effect of centrifugal force, which allows it to handle a good 
tonnage in a small space. It makes a good recovery on the slime 
settled in the ponds. 

The best net recovery of copper in the original slime is from 50.0 
to 52.0 per cent. except where the Kuchs-Laist machine is used. 
The slime contains about 20 per cent. of colloidal copper, which is 
not recoverable by wet concentration; and there are middling grains 
to be considered as well. Thus the net recovery of recoverable 
copper is probably 65 per cent., which is very good work for wet 
concentration on this class of material. 


Discussion. 

Joun V. N. Dorr, Denver, Colo.:—Mr. Hayden has placed the 
metallurgical profession greatly in his debt for this valuable paper. 
The importance of such a complete description of the research work 
on which is based the building of a plant to add at least 10,000,000 lb. 
of copper per year to the production of the Anaconda Copper Mining 
Co.,at small expense, will be appreciated by all our members, and. 
especially those who are facing similar problems. 
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The information given in regard to the treatment methods dis- 
earded will be a great help to many workers, as it is often of as much 
importance to know what “not to do” as what method to adopt. 

Some further comment on the tests of the Dorr thickener may be 
of interest, as they have led to developments which I believe will 
prove of great importance. 

Before the Dorr thickener was installed, I had shown Mr. Laist 
reports from the Steptoe Valley concentrator, in which it was stated 
that one thickener 17 ft. in diameter was the equivalent in settling 
capacity of twelve 8-ft. cones, although the latter contained double the 
surface area. Mr. Laist had made careful tests on the settling ca- 
pacity of an 8-ft. cone on Anaconda slime, and we naturally expected 
the thickener would show a much higher capacity for equivalent area. 

When, as Mr. Hayden stated, the tests showed no increase, I re- 
alized that we were comparing it with a cone under test conditions, 
while the Steptoe results were based on operative conditions, and the 
explanation given by Mr. Waddell for the great difference had been, 
that ‘there is only one unit to watch instead of twelve, without the 
constant result of feed to twelve cones becoming unbalanced. Also 
the one 1}-in. spigot used on the Dorr requires no attention compared 
with the dozen 2-in. spigots of the cones.” 

I realized also as a result of the tests that the total settling area 
required to handle the immense tonnage of the Anaconda company 
would be enormous, and very expensive in view of the housing re- 
quired by Montana climatic conditions. After studying the matter 
over, I told Mr. Laist that I believed a thickener operating in a much 
shallower tank would have nearly the same-capacity. I asked him to 
test it out in the same tank filled 3 ft. deep, and stated that if my idea 
proved correct, we could manufacture thickeners to operate with 
one mechanism in a number of superimposed shallow tanks. Asa 
result of the tests we are now manufacturing for the Anaconda com- 
pany 40 of what we call four-deck thickeners, each to operate in four 
tanks 28 ft. in diameter by 3 ft. 3 in. deep. This will reduce to 
nearly one-fourth the size of the building required for housing the 
settlers, and save in operating costs as well. Based on power mea- 
surements at other plants, and assuming one man giving constant at- 
tention to the operation of the plant, the cost of clarification, omitting 
interest, should not exceed 0.1 ¢. per 1,000 gal. clarified. 

Carrying the idea still further at that time, I devised a system of 
trays to be installed in deep thickeners, for the purpose of making in 
effect a plurality of shallow tanks, each with its own feed and with a 
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common overflow of clear liquid, and common or separate discharge 
of thick product. 

A practical test along these lines at its mill has satisfied a large 
gold mining company, now cyaniding 1,800 tons of slime daily, that 
it can double its settling capacity with no additional expense for 
buildings, foundations, or tanks, and a very, moderate cost for equip- 
ment. Both modifications of the thickener are now being patented, 
and I hope shortly to publish in the Z'ransactions a full description of 
these recent developments. 

The reduced cost of settling area thus obtained makes it probable 
that the machines can be used profitably in clarifying the water sup- 
ply of cities depending on turbid river water, although I have no 
data as yet regarding the relative settling rates of a difficult metal- 
lurgical slime and river silt. 

The installation at Anaconda should clarify enough water to supply 
a city of from 200,000 to 300,000 people, at the usual per capita rate 
of consumption. 
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Application of Hindered Settling to Hydraulic Classifiers. 


BY EARL S. BARDWELL, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


In his paper entitled, Development of Hindered-Settling Apparatus, 
Dr. Richards has related the history of the development of the hin- 
dered-settling classifier and given illustrations of the several types of 
this apparatus which he has designed.’ An earlier paper,’ Close Siz- 
ing Before Jigging, shows the nature of the hindered-settling phe- 
nomenon and the results which it produces. In the first-mentioned 
paper Dr. Richards describes the method of getting hindered settling 
and shows the relation that the constriction bears to the classifier. 
The question of proper ratios between the area of the sorting column 
and the area of the constriction opening Dr. Richards leaves open, 
aside from certain statements as to the ratios which have been found 
to give good results in practice. 

While working with a hindered-settling classifier of the type now 
in use at the Boston & Montana Reduction Plant of the Anaconda 
Copper Mining Co. a number of interesting facts were brought out 
which have thrown considerable light on the question of proper ratio 
between the area of the sorting column and the area of the constric- 
tion and which will be made the subject of this paper. 

Free and Hindered Settling.—If a mineral particle be dropped into a 
vessel containing still water, the particle will sink in accordance with 
the laws of free settling in water, which are as follows: 

1. Of two grains having the same specific gravity but differing in 
size, the larger will settle in still water at the greater velocity. 

2. Of two grains having the same size but differing in specific 
gravity, the heavier grain will settle at the greater velocity. 

From these laws it becomes evident that the velocity of settling 
depends primarily on the specific gravity and the size of the mineral 
grain. The fracture of the mineral may exert a very considerable 


' Trans., xli., 421 to 489 (1910). 
® Trans., xxiv., 409 to 486 (1894). 
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influence on the settling velocity. Rittinger® has expressed the set- 
tling velocity of mineral grains by the formula, V — K VY Di(GEly 
where V = velocity in millimeters per second, K is a constant de- 
pendent in part on the shape of the mineral grain as determined by 
its characteristic fracture, D is the diameter of the grain in millime- 
ters, and G its specific gravity. Richards‘ has shown that this general 
formula holds true only within a specified range of sizes; in the case 
of quartz down to 0.2 mm. 

If the mineral grain be subjected to the action of a rising current 
of water, as in a hydraulic classifier, we find that the settling velocity 
is exactly equal to the velocity of the rising current of water which 
will keep the grain poised, neither causing it to rise nor allowing it to 
sink, 

If, instead of a single mineral grain, we drop a considerable number 
of grains into the vessel containing still water, we find that some of 
the grains are prevented from settling at their normal velocity by 
reason of the movement of neighboring grains. The grains are hin- 
dered in their efforts to settle, and this I shall term the hindered- 
settling effect. The same effect is observed to an even greater extent 
when the grains are subjected to the sorting action of a rising current 
of water, as in a hydraulic classifier. The action is similar to that 
which we might expect were the grains settling through a medium of 
higher specific gravity than that of water. The constriction which is 
placed in the sorting column of the hindered-settling classifier causes 
to be maintained in the sorting column a bed of grains, each grain of 
which is poised freely in the water. Dr. Richards has likened these 
grains to the grains of sand sometimes observed in similar motion in 
a boiling spring. This quicksand column acts as a filter, through 
which the other grains must make their way in order to be able to 
pass out of the apparatus through the spigot. The smaller grains of 
lighter material are unable to penetrate this bed to any depth and are 
consequently turned back, thus giving a spigot product with the 
high diametral ratios between average light mineral and average 
heavy mineral particles which are characteristic of hindered-settling 
classifiers. 

Thus hindered settling may take place in a free-settling classifier 
when the classifier is overfed. The hindered-settling classifier differs 
from the free-settling classifier in that it is designed to make the best 
possible use of this hindered-settling effect and at the same time to 
furnish means of controlling and maintaining these conditions. 


3 Lehrbuch der Aufbereitungskunde, p. 191 (1867). 
4 Trans., XXXVili., 231 to 235 (1907). 
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The Constriction.—The constriction is the essential part of the hin- 
dered-settling classifier. Without some form of constriction at the 
base of the sorting column or teeter chamber no classifier can prop- 
erly be classed as a hindered-settling classifier. 

The constriction may consist of a plate or diaphragm with a central 
circular opening of less diameter than that of the sorting column or 
with a series of smaller circular openings, or of a plate in which a 
series of short pipes or tubes have been inserted. The latter form of 
constriction has been found to give the best results when the classifier 
is designed to overflow quartz grains with a diameter of 0.75 mm. or 
larger. The former is sufficient in the case of deslimers. 


Teeter Chamber 


Fie. 1.—Srncie-Pocketr CLASSIFIER. 


The effect produced by the constriction is as follows: It is evident 
from Fig. 1, which represents the type of classifier in use at the con- 
centrator of the Boston & Montana Reduction Works of the Ana- 
conda Copper Mining Co., that with a given volume of water rising 
through the constriction, C, the velocity through this constricted 
area will be greater than the velocity of the rising water in the teeter 
chamber, 7’; the velocities varying inversely as the respective cross- 
sectional areas. 

Such being the case, grains of sand, the free-settling velocities of 
which are greater than the rising velocity in the teeter chamber will 
sink and find their way into the teeter chamber, 7. Such of these 
grains as have a free-settling velocity greater than the rising velocity 
through the constricted area will pass through the opening in the 
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constriction plate and out the spigot. Grains which are able to sink 
into the teeter chamber but are not able to sink through the swifter 
rising current in the constricted area accumulate in the teeter cham- 
ber and remain there poised freely in the water, moving among them- 
selves and forming a quicksand bed which is in its effect somewhat 
analogous to a liquid having a higher specific gravity than water. 

When grains have thus accumulated in the teeter chamber until 
a point is reached such that, in any cross-section taken through the 
sorting column or teeter chamber, the area occupied by sand is to 
the area occupied by water as the constricted area is to the area of 
the sorting column, then a condition of equilibrium is reached, which 
the classifier, if properly designed, will maintain. The classifier may 
now be said to have become bedded. The grains which now enter 
the classifier, and which are able, by reason of their higher settling 
velocity, to penetrate the teetering mass of grains in the teeter cham- 
ber, tend to upset this state of equilibrium and will either pass 
through the teeter chamber and out the spigot, or, if they have not 
a settling velocity sufficiently great, will, by increasing the density of 
the teetering column, cause a sufficient amount of material to be dis- 
charged through the spigot to restore the condition of equilibrium 
above mentioned. The bed or teetering mass of grains in an open- 
spigot classifier may be considered as composed of grains of a definite 
size; 7.e., they are the grains which will sink into the teeter chamber 
and which are not able under free-settling conditions to pass through 
the opening in the constriction plate. 

Observation of classifiers under operating conditions has shown 
that for each size grain there is a certain density that can be maintained 
in the teeter chamber, and that the ratio existing between the area of 
the sorting column and the area of the constriction opening depends 
primarily upon this permissible density. Dr. Richards points out that 
when the ratio is too large full teeter will take place in the sorting 
column, but no sand will be discharged through the spigot, while if 
the ratio is too small there will be no bed; in other words, the classi- 
fier will act by free settling. 

With a closed-spigot classifier, such as Dr. Richards used in his 
experiments, this statement holds true. In the case of an open-spigot 
classifier it appears that if the ratio between the area of the sorting 
column and the area of the constriction opening be too large the 
result is a decrease in the capacity of the classifier and tendency to 
banking. There is a ratio which gives the maximum capacity obtain- 
able from the classifier, and this ratio is the one arrived at by design- 
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ing the classifier to maintain a teetering column of maximum permis- 
sible density. 

The permissible density which can be maintained with any given 
size of grains is that density which exists when all of the grains in 
the sorting column or teeter chamber are poised in the water, free to 
move up or down among themselves. This condition Dr. Richards 
has very appropriately called “full teeter.” The density at full teeter 
varies, being greater when the bed of grains in the classifier is com- 
posed of large grains than when it is composed of finer particles. 
Experiments which will be described later seem to indicate that this 
permissible density varies inversely as the square root of the total 
surface exposed in a given weight of grains. This law apparently 
holds within the range of sizes that are usually handled by classifiers. 
There is an upper limit to the density that it is theoretically possible 
to maintain, and when this has been reached the theoretical ratio of 
the area of the sorting column to the area of the constriction opening 
becomes unity. Beyond this point we are unable to maintain a bed 
of teetering grains and the classifier acts by free settling. As this 
point would be reached in a classifier with which we wished to over- 
flow 2.35-mm. material, it is of no practical consequence as far as the 
problem of hydraulic classification is concerned. 

Permissible Density.—In order to determine what the full-teeter 
densities were the following experiment was tried. A quantity of 
tailings material was screen sized and the separate sizes treated in a 
sorting tube with closed spigot. This sorting tube was similar to the 
one used by Dr. Richards in his experiments. The weight of the 
grains of each size contained in a given volume at full teeter was 
determined. The densities which were obtained in this way formed 
a series varying from 4,618 g. to the gallon in the case of grains 
having an average diameter of 2.19 mm. to 866 g. to the gallon in 
the case of grains 0.07 mm. in size. A considerable number of rela- 
tions were tried, but it was finally found that the relation that seemed 
to hold most nearly true was that the densities varied inversely as the 
square root of the total surface exposed in 1 g. of grains of each of 
the given sizes. The assumption was made that the particles were 
spheres with diameters equal to the average screen size. On this 
assumption the volume of one grain, the weight in grams of one grain, 
the number of grains in 1 g., the surface of one grain in square milli- 
meters, and the total surface exposed in 1 g. of grains of each size 
were computed. Table I. shows the experimental results side by side 
with the computed results. 
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Taste I.— Permissible Densities of Quartz Grains in Quicksand 
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In Table I. the line marked “ Density at Full Teeter” gives the 
densities that were determined by experiment and are in fact the 
average of several results which agreed closely. The density in the 
case of grains 0.841 mm. in diameter being practically what we have 
found in practice, was assumed to be correct, and the values given in . 
the line marked “ Permissible Density” were computed on the as- 
sumption that the densities varied in the manner stated in the pre- 
ceding paragraph. As will be seen, this relation seems to hold ap- 
proximately true. 

The ratio of area of sorting column to area of constriction opening 


may be computed from the formula R = any = 1, where K is a con- 


/ 


stant approximately equal to 3. 

We have so far considered the bed as composed of quartz grains 
of the size which would not ordinarily be able to penetrate the cur- 
rent rising through the constriction opening and which would not 
overflow under free-settling conditions. As a matter of fact, there 
must be some middlings grains and some heavy mineral grains in 
the classifier bed. This would not affect the results to any consider- 
able extent. Wherever we have had occasion to use constrictions 
with these ratios in classifiers the classifiers have carried a bed and 
have given satisfactory spigot products. The curve, Fig. 2, covers 
the range of sizes with which we are ordinarily concerned in de- 
signing classifiers. The size or diameter in millimeters of the maxi- 
mum quartz grain to be overflowed is plotted as abscissa and the 
corresponding ratio between the area of the sorting column and the 
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area of the constriction opening is plotted as ordinate. Thus in the 
case of a four-spigot classifier in which we wish to make the first 
spigot deliver 2 to 1.25 mm. quartz; the second spigot, 1.25 to 0.75 
mm.; the third spigot, 0.75 to 0.85 mm., and the fourth spigot 0.35 
to 0.10 mm. quartz, the ratio should be 1.8, 2.6, 4.2, and 8.9, respect- 
ively. To work properly, each pocket would have to be designed 
with reference to the tonnage of each of these sizes which the classi- 
fier might be expected to handle. ; 

Having established the proper ratios for area of sorting column to 
area of constriction, it may be of interest to see how the other compu- 
tations are made. 

Size of Constriction Opening.—In designing a hindered-settling clas- 
sifier the size of the constriction opening is the factor that determines 
the capacity of the classifier. It is, therefore, the part of the classifier 
which must first receive attention. 
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The minimum size of constriction opening depends upon the 
amount of spigot product that the classifier is to be called upon to 
deliver. If we know the average diameter of quartz grain which is 
to be in the spigot and the maximum tonnage of spigot product to be 
delivered, we would proceed as follows: From a table of settling ve- 
locities° find the average settling velocity of the average quartz grain 
above referred to. Now, from the tonnage calculate the volume that 
must pass the constriction in a given time; say, in one second, 
Divide the volume found in this way by the free-settling velocity of 
the average quartz grain, the former being in cubic inches and the 
latter in inches per second, and we have the area that would be re- 
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quired for the opening in order that it should just pass this volume of 
material. We have found from experience that this area must be 
multiplied by about 8, for reasons that will be stated later. This 
latter statement refers only to classifiers which have a rising current 
of water in the sorting column. The area found in this manner 
must now be multiplied by the proper ratio, as shown on the curve, 
Fig. 2, in order to obtain the area of sorting column that will be 
necessary. 

Design of Classifier Top.—The top of the classifier should be so 
designed that the rising current at the top due to the combined effect 
of fresh water and feed water is equal or nearly equal to the rising 
current through the constriction or to the free-settling velocity of the 
largest quartz grain which the classifier is designed to overflow. If 
this is done, then the finer particles which we wish to keep out of the 
spigot, and which are not able to penetrate the bed of teetering grains 
in the sorting column, overflow at once. When the classifier is de- 
signed with a conical top or pocket and when the feed water quantity 
varies within wide limits it is practically impossible to so design a 
classifier as to enable it to do uniformly good work. When, however, 
the classifier is to treat the spigot of a deslimer and the volume of 
feed is kept constant the top can be so designed as to do very accu- 
rate sizing. In practice it has been found advantageous to feed a 
classifier of this type through a central feed cone so designed that 
the annular space at the bottom will give a rising current equal to 
the rising current through the constriction, with the annular space 
at the top approximately 25 per cent. greater than that at the bottom. 
In this way the full effect of the feed water may be utilized for the 
work of sorting. 

Method of Designing a Classifier—It may be of interest to outline 
the method that is used in designing a classifier of the general type 
illustrated in Fig. 1 so as to satisfy a given set of conditions. We 
will suppose a case in which we want a single-pocket classifier capable 
of desliming 500 tons per 24 hours, the material being the undersize 
of 5-mm.trommels. We will further assume that we have 8 ft. of head 
room, that we wish the deslimed product to have a density of 1,200 g. 
to the gallon, and that the feed to the classifier contains 10 per cent. 
of material finer than 200 mesh which we wish to overflow as slime. 
The feed water amounts to 300,000 gal. per 24 hours. 

Size of Spigot.—In order that we may obtain a spigot discharge with 
a density of 1,200 g. to the gallon, the spigot discharge must amount 


450 7X 2000 % A586 340,200. ‘This 
1,200 


to 340,200 gal. per 24 hours, 


t 
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is equivalent to 3.938 gal. per second, or 910 cu. in. per second. 
With a 2.25-in. spigot, which has an opening equal to 3.97 sq. in., we 
would require a velocity of 910 ~ 3.97, or 229 in. per second in order 
to obtain the above-mentioned spigot discharge. From the formula 
V’* = 2¢h, we can compute the head room theoretically required for 
the classitier. This comes out equal to about 68 in., or 5 ft. 8 in. 
This would be satisfactory, as we have allowed ourselves 8 ft. of head 
room. To allow for friction we would probably so construct the classi- 
fier as to have the overflow about 6 ft. higher than the spigot opening. 
This may be further modified when we come to design the classifier 
top. 

eee of Constriction Opening.—li we are to make 450 tons per 24 
hours of spigot product then we shall have: 


450 x 2,000 


= 10.42 lb. per second, or 
86,400 


10.42 x 1,728 
64.5 X 3.1 


= 90.05 cu. in. per second. 


This calculation is based on the assumption that the specific gravity 
of the material is 3.1. 

We will assume that we have made a sizing test on the feed after 
first screening out the through-200-mesh material, and that we have 
obtained results as follows: 


Screen Size. Per Cent. Total. Cumulative Per Cent. 

On 5 mm. 0.6 0.6 

2.38 23.2 23.8 

1.41 23.5 47.3 

0.841 19.2 66.4 

0.500 13.3 79.8 

0.350 4.2 84.0 

0.166 10.6 94.6 

0.078 5.4 100.0 

Total 100.0 


The average screen size figures out 1.7 mm., and this grain has a 
settling velocity of 136 mm. per second, or, Say, 5.35 in. per second. 
In order that 90.05 cu. in. of sand may pass the constriction with an 
average velocity of 5.35 in. per second the constriction Opening must 
have an area of at least 16.8 sq. in. To allow for variations in feed 
we will make the constriction opening 5 in. in diameter, giving us 
an area of 19.6 sq. in. 

Size of Sorting Column.—lt we were making the calculations for a 
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classifier which was to be operated with a rising current and intended 
to overflow 200-mesh material we would multiply the constriction 
area which we have just found by 10.56, the ratio obtained from the 
curve, Fig. 2. This would necessitate a sorting column 16 in. in 
diameter. For a deslimer we have found that this does not seem to 
be necessary and that a 12-in. sortin g column will answer the purpose, 
In the ease of a deslimer the sorting column should be made at least 
4 in.in length. The coarser the material which we wish to overflow, 
the longer should the sorting column be. A sorting column 8 in. 
long is, however, sufficient in most cases. 

Area of Classifier Top.—A grain of quartz 0.078 mm. in diameter 
settles at the rate of 4 mm. per second. We will therefore make the 
rising velocity at the top of the classifier 3.5 mm. per second, in order 
to be sure that we overflow the least possible amount of on-200-mesh 
material. In a deslimer of this sort we need use only enough fresh 
water to supply the spigot, and all the water which will overflow is 
the water which comes to the deslimer with the feed. This we have 
stated amounts to 300,000 gal. per 24 hours, or HIM 3,472 gal. 
. 86,400 
per second, or 802 cu. in. per second. 

If our rising velocity is to be 3.5 mm. per second, or 0.138 in. per 
second, we must have a top with an area of 5,812 sq. in. or a top 
with diameter of 86 in. If we make our cone 48 in. in vertical 
height, the classifier will have to be somewhat more than 6 ft. in 
vertical height, in order to allow for the sorting column, pressure 
chamber, and spigot discharge. About 7 ft. of head room would be 
required. As we have 8 ft. of head room, this will work out nicely. 
The classifier designed in this way will deliver its overflow with a 
density of 150 g. to the gallon. 

As was stated previously, a classifier in which there is to be a 
rising current would be designed in a similar manner; the only dif- 
ference being that when the size of the constriction opening has been 
computed the area found should be multiplied by about three. The 
reason for this is that with a given rising velocity through the con- 
striction, and a definite volume of sand sinking through the constric- 
tion at a known average velocity, if the area of the constriction 
opening is made double the sand area the rising velocity is doubled 
and the classifier will bank or choke, since the rising velocity becomes 
greater than the average rate of settling of the grains in the spigot 
discharge. We will suppose a case in which the average settling 
velocity of the grains going into the spigot discharge is 170 mm. per 
second and where we have a rising velocity of 100 mm. per second. 
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In this case, if the sand area were doubled to get the constriction area 
the effective rising velocity would become 200 mm. per second. If 
the sand area be multiplied by three then the constriction area when 
sand is passing is reduced one-third and the rising current becomes 
150 mm. per second, or may have this value momentarily. Now, the 
average settling velocity is 170 mm. per second, and experience has 
shown that under these conditions the classifier will operate satisfac- 
torily and will handle its rated tonnage. It might in some cases be 
advisable to make the constriction opening a little larger in order to 
be on the safe side, but in order that we may make the most economical 
use of water the classifier should be made only sufficiently large for 
the work that it is called upon to do. 


If the classifier is made too large forthe amount of feed which > 


it is to handle there will not be enough material coming into the 
classifier to maintain a bed and the classifier will tend to act by free 
settling. Classifiers designed in the manner outlined have been 
found, to operate satisfactorily and to be extremely efficient as re- 
gards water consumption. 

In the mills we have two variables which affect the operation of 
classifiers; namely, variations in tonnage and variations in density of 
feed. For this reason a classifier, to do its best work, should be 
especially designed to meet the conditions under which it is to 
operate. This is, however, impracticable from the point of view of 
the manufacturer of milling machinery, who is obliged to standardize 
the parts and confine himself to a few standard sizes. Of the two 
variables, the one which is the more serious as regards operation of 
the classifier is the variation in volume of feed. This can be made 
negligible in classifiers of this type by desliming the pulp previous to 
classification, the classifier receiving its feed directly as the spigot 
product of a deslimer. In this way a few standard sizes may be 
designed so as to satisfy practically any condition which may arise in 
practice. 


ee 
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The Anaconda Classifier.* 
BY ROBERT AMMON, GREAT FALLS, MONT 


(Butte Meeting, August, 1913.) 


THE purpose of this paper is to present a brief sketch of the develop- 
ment of this hindered-settling classifier, but primarily to show the actual 
results obtained in practice with the classifier working on the Butte cop- 
per ores at the Boston & Montana Concentrator at Great Falls and the 
Washoe Concentrator at Anaconda. The writer has endeavored to be as 
brief as possible, giving only the essential figures showing the efficiency 
of the classifier and leaving considerable interesting information to be de- 
rived by the reader from the statistics given. 

The paper deals with the practical work of the classifier under the 
following heads: 

1. Desliming 4.0-mm. primary feed, overflow from 0.07 to 0.0 mm. 

Desliming 1.25-mm. secondary feed, overflow from 0.07 to 0.6 mm. 

Desliming Huntington Mill discharge, overflow from 0.07 to 0.0 mm. 

Classifying 2.5-mm. deslimed secondary feed, overflow from 1.00 to 0.07 mm. 

Classifying 2.5-mm. deslimed primary feed, overflow from 0.75 to 0.07 mm. 

Classifying 4.0-mm. deslimed primary feed, overflow from 0.75 to 0.07 mm. 

Classifying middling-tailing product from roughing tables, overflow coarse 
tailing. ’ 

8. Chsatying 2.5-mm. trommel undersize, not deslimed, overflow from 0.75 

to 0.0 mm. 
9. Remarks on the inner feed cone. 


NOaPwD 


In the following pages all overflows are given in quartz dimensions; 
i. e., by a 0.75-mm. overflow is meant an overflow whose maximum par- 
ticle is a 0.75-mm. quartz grain. By the term “slime” is meant all 
material which will pass through a 200-mesh screen whose average open- 
ing is 0.07 mm. 

The development of the classifier was commenced in the fall of 1910, 


*U. S. Patent No. 1,058,828, issued April, 1913, to A. E. Wiggin, A. E. Wheeler, 
and R. H. Richards. 
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and was primarily the result of a suggestion by Dr. Robert H. Richards, 
that a conical tank equipped with a pulsating current would deslime the 
feed to his direct pulsator classifier then installed in No. 4 Section of the 
Great Falls Concentrator. The success of this arrangement in removing 
the slimes from ore pulp, together with the demand for a deslimed feed 
to the Hancock jigs,! led to a series of experiments initiated by A. E. 
Wiggin in the fall of 1910. The final result of these and later experiments. 
has been the production of the Anaconda hindered-settling classifier, 
which has as its chief assets the three leading factors to be reckoned with 
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Fic. 1.—Firrst ANACONDA CLASSIFIER BUILT. 


in any machine: namely, simplicity of construction, large tonnage, and 
high efficiency. 

In criticizing the work of any classifier it must be remembered that we 
are dealing with grains of material of every conceivable size and shape 
from flat to round grains, and with varying specific gravities, from the 
purest and lightest gangue to the purest and heaviest mineral grains, to- 
gether with the innumerable combinations of the same. If a classifier 
were mechanically perfect it still would be impossible to separate a large 
flat grain of gangue from a much smaller rounded grain of rich middlings. 

Fig. 1 shows the first form of the classifier constructed. The early 
experiments proved that the pulsating current was of no advantage in 
this type of machine, hence it was abandoned for a plain rising current. 


‘ See paper to be presented at this meeting by Albert E. Wiggin, entitled, The Great 


Falls System of Concentration installed in Section No. 1 at the Washoe Concentrator 
p. 209, this volume. : 
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The classifier consisted of merely a vertical pipe for a sorting column 
with a superimposed inverted truncated cone, the hydraulic water being 
admitted at one side near the bottom of the sorting column at right 
angles to the spigot discharge. 

The experiments immediately following consisted chiefly in varying 
the dimensions of the sorting column and the conical top, which will be 
referred to hereafter as simply the “top.” * 

The object sought in these earliest forms was merely a deslimer which 
would give an overflow practically all through 200 mesh-and at the same 


Net Area at Top of 
Teeter Chamber, 1,0048q.in. 


Cross Sectional Area of 
Sorting Column, 28.3 sq.in. 


Plain rising current 


Fic. 2.—ANAconpDA CLASSIFIER. ONE OF THE INTERMEDIATE FORMS. 


time give a clear spigot free from slime. Many forms were tried. Fig. 2 
shows one of the intermediate stages. 

The hydraulic water was now admitted at 180° to the spigot discharge 
by means of a 90° elbow at the center of the sorting column. The work 
of this particular stage, while an improvement over earlier forms, was 
very crude when compared to the present form of deslimer. 


IMEI aD TH ess Mion) ees EM a en tee Mech penta, Ne SR ee, ene ae 108 
IPETACEN Ea pOLAL LEC OVELLOWEO «c.sie oan, faa ois,h sg catines aon) eee 12.0 
Per cent. solids in overflow on 200 mesh.............2.0eceec00- 45.7 


LABORATORY TEST ON MopeEt Size THREE-PocketT UNIr. 


Fig. 3 is a sketch to seale of a unit of three pockets in series, built for 
the purpose of determining in the laboratory the relative velocities of 
rising currents required in the sorting columns to make the proper sep- 
arations other than at 0.07 mm., and particularly at 1 mm., as this point 
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had been decided upon as the point of division between Wilfley table 
feed and Hancock jig feed in the mill flow sheet. The velocities shown 
on the sketch are the theoretical velocities and not the actual values. — 
The actual velocities could not be determined in the experiment because 
of the lack of suitable means for measuring accurately such small quan- 
tities of water as were used by the laboratory classifiers. The feed to the 
unit consisted of the undersize of a 5-mm. round-hole trommel screen. 


Central Feed to each Pocket and Peripheral 
Overflow from each Pocket 


Overflow 
Slime 


Velocity of 

Rising Current 
A 60 mm. per sec. 
B 2 mm. per sec 


Velocity of 
Rising Current 

A 15 mm. per see, 

B 7 mm. per sec. 


A| Velocity of 
Rising Current 
A 125mm. per sec! 


B 60 mm. per see!! } 
C 


Spigot No.1 Spigot No.2 Spigot No.3 
5.0 to 1.0 mm, 1.0 to 0.25 mm. 0.25 to 0.07 mm. 
Jig Feed Coarse Table Feed Fine Table Feed 


Fic. 3.—Turen-Pocxer Unit, Laporatory Size. 


The sand was fed dry to the first classifier by means of an automatic 
shaking feeder. The rising current in the sorting column of the first 
classifier was adjusted so that the dividing line between the first and sec- 
ond pockets was at about 1 mm. It was attempted to keep the overflow 
of the final pocket entirely through 200 mesh. The three spigot products 
and the overflow of the final pocket were screen sized, and each size was 
sorted into free mineral grains and quartz or middlings grains. The 
coarser sizes, from 4 mm. to 2 mm., were sorted by hand, while the finer 
sizes, between 2 mm. and 1 mm., were treated in a sorting tube, and the 
product below 1 mm. was concentrated on a laboratory size Wilfley table. 
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The amount of free mineral in the overflow (through 200 mesh) was esti- 
mated. The results of the test are shown in Table I and Fig. 4. 

The classification chart, Fig. 4, which brings out the degree of classifi- 
cation quite distinctly, was worked out by C. R. Kuzell. 

The free mineral overlaps on three screen sizes, 50, 60, and 90 mesh. 
The quartz grains in Spigot 1 which are finer than 1 mm. were fairly 
rich middlings grains whose specific gravities were greater than for those 
grains in Spigot 2 on 60 mesh, the latter being for the most part grains 
of quartz containing little or no mineral, and probably the bulk of these 
were flat grains. The feed was distributed as follows: 


Solids in Total Free Mineral in - 

eed, Total Feed, 

; Per Cent. Per Cent. 
SDISOUINO mel erm ae aoe Ate eee hee, Se ies au 61.1 Dome 
S)OT DLE INES OE US oe gener ee a ee 19.2 21.2 
SDIPOUNN OG Morera ett uw nk BAM ec, ok 3583 4.1 
DRL RE euets eeeattae Melee ae eae: rea ee eeaee eee eee eee 16.4 19.5 
COAT ee eae ae pe SOC Rt, 1 100.0 100.0 


THE ADOPTION OF THE CONSTRICTION PLATE. 


Up to this point no form of constriction had been used in the sorting 
column; and although a teetering mass had been observed in the column 
at times, there is no doubt in the writer’s mind but that this was due to 
overcrowded free-settling condition and not to true hindered settling. 
To produce strictly hindered-settling condition a constriction was adopted 
in the form of a thin plate of steel with a central circular opening. The 
result was to produce a teetering mass above the opening in the plate 
(sorting column), which will be called the teeter chamber. Later the 
depth of the sorting column was increased by using a nipple 2 in. long. 
The object of using a deeper sorting column was to do away with local 
eddy currents and to take up more or less the slight fluctuations in the 
hydraulic pressure. This lengthened sorting column increased the effi- 
ciency considerably, for at this point is determined whether a grain shall 
rise into the overflow or pass out the spigot. The teeter chamber had now 
been increased to 12 in. in diameter, and this diameter was adopted as a 


standard size. 
From the theory of hindered settling! it is seen that the ratio between 


1 Development of Hindered-settling Apparatus, by R. H. Richards, Trans., xli., 396 


(1910). 
Application of Hindered Settling to Hydraulic Classifiers, by E. 8. Bardwell, p. 266, 


this volume. 
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‘The entire chart area represents the total feed to the classifiers. 
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Fia. 5.—STANDARD 7-FT. Destimina CLASSIFIER. Cnross-SECTION. 
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the cross-sectional areas of the teeter chamber and the sorting column 
is of the utmost importance. If the ratio is too small, free-settling classi- 
fication is the result; if too large, the classifier will bank or choke up; 
while intermediate between these two ratios is one which will establish 
equilibrium between the teetering mass and the discharge through the 


sorting column. With this ratio established for a given condition, the 
classifier will maintain a bed of quicksand above the constriction, with 


Fic. 6.—DESLIMER IN UsE at B. & M. ConcENTRATOR. 


a constant discharge through the spigot. Numerous interesting experi- 
ments have been followed out along this line, with the result that the ratios 
given in the following pages have been found best. The single opening 
has been discarded for numerous smaller openings, with the idea of equal- 
izing the rising current throughout any given cross-section of the teeter 
chamber. , rao 

The present form of the classifier is installed in six of the eight sec- 
tions of the Great Falls Concentrator and the remodeled Section No. 1 
of the Anaconda Concentrator, of which it may be said to form the nu- 
cleus. 
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Tuer CLASSIFIER IN ACTUAL PRACTICE. 


The classifiers may be divided into two groups, according to the work 
performed: namely, desliming classifiers and table-feed classifiers. 


Desliming Classifiers. 

Fig. 5 gives a cross-sectional view of a standard 7-ft. deslimer, showing 

the essential point of construction. 
' Fig. 6 is a photographic view of a deslimer in use at the B. & M. Con- 
centrator, Great Falls. These deslimers are used for desliming pulp from 
4 mm. down and have proved very efficient. One particular feature 
which has been found to hold in practice is that when desliming fine pulp 
(2.5 mm. or under) no rising hydraulic water is used in the classifier; 
i. €., the only fresh water used in the deslimer is that used to supply the 
spigot, which is usually about 50,000 to 90,000 gal. per 24 hr. However, 
in desliming coarser feed some rising water is generally used. The B. & 
M. practice is to use a constriction of one 6 in. diameter by 2 in. long 
pipe, giving a ratio of 3.9. The Anaconda practice is to use a number 
of smaller pipes with a ratio of 4.6. Which is the better cannot be said, 
for conditions of practice are considerably different at the two mills. 
The shortest and best way to show what the classifiers will do in practice 
is to quote actual figures, obtained under different conditions. 

If fed under ideal conditions a 7-ft. deslimer will handle 250,000 gal. 
of pulp with 200 tons of solids, giving an overflow of not over 2 per cent. 
of total solids in the overflow on 200 mesh. The spigot will be perfectly 
clear and very dense. 


1. Desliming 4.0 mm. Primary Feed, Overflow from 0.07 to 0.0 mm. 
“Primary”’ feed contains all the original mine fines and no finishing- 
roll product. Of necessity it is a very rich feed and contains a large 
amount of free mineral. | 
Following are figures representative of the work done at Great Falls 
on the above class of feed.. The sum of the plug and the overflow is taken 
as the feed, which in all cases checked the actual feed sample. 


Gallons Pounds Density A 
Per Cent. xe een: 

of. | oft, | Totaled | PeyGent | Fer Cone 
Srigot: Wu eh Guests 110,416 | 320,972 80.4 28.3 2.9 
Overdowseviuec.. coats. 205,200 78,160 19.6 4.4 2. nd 
Vedder, 3 cueenes 134,616 | 399,132 | 100.0 28.7 2.83 
Total, fresh water ....... LST, O00. [ten ceo ol aera eee eee 
Rising water.....:....... 83,424 Jo. esol hes bans Geel en 


Gallons of water consumed per ton of feed, 905. 

Diameter of spigot discharge, 1.25 in. Spigot clear. 

Rising velocity through constriction = 226 mm. per second. 

Ratio of cross-sectional area of teeter chamber to sor ting column = 3.9, 
Constriction opening = one pipe 6 in. in diameter, 2 in, long. 
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Screen Sizing Figures. 
Spreor OvERFLOW 
ScREEN Sizzs, 
Millimeters Individual | Cumulative | Individual | Cumulative 
Per Cent. Per Cent. Per Cent. Per Cent. 
Solids Solids Solids Solids 
Thru | On 

Dae eee (MD concen rere te cok ees Ws 1.9 HORE oc ee, See eR Mee 
4.00 PASTS eat 5 cM gry hs) Se dee 22.0 2S 29 Sod Ue ee eee ac, ee 
2.38 1S Ay aes saeco tee, ee eee 16.9 A) 5S Sea euioeete tac | oscar eee 
1.68 Te Ee a Ae ees <a | ee 6.9 ATT A: eee eran ci core eee 
1.41 OR SA tei wens aoe es oe 18.9 G6. Be Liles Sl tenon) aes 
OS TO HOU) Ceti Satis cyere Pete ep thc, <0 AD 12.6 CO Mea Cer Eh ene eee 
Test W IDS ak 0s 25 0 ane petes Pae 4.5 cE eM fea eA ache ea hires nig al 
OUR Os GO omar tree eek ou eee 9.7 O83 oA aE Pee et <n cl nA eee 

CRT a ROMO ere ae yds mec eee ieee, <e 5.6 99.0 7.9 eo) 

DUE = 45 coe Eee ene aay eee ee 1.0 100.0 92.1 100.0 

PECUPA Virgen. ecto nie eee cease 100.0 100.0 100.0 100.0 


The overflow is shown as containing 7.9 per cent. of total overflow on 


200 mesh, which is no doubt due to excessive use of hydraulic water. 
Under test condition this same deslimer has shown 2.3 per cent. on 200 
mesh, which is normal. However, as these and all figures following, ex- 
cept where otherwise stated, are actual practice figures and not test 
figures, the writer will explain from his personal observations and experi- 
ence with the classifier such abnormal figures as might be misleading to 
the reader unfamiliar with the classifier. 

The same deslimer when treating a little coarser feed gave as follows: 


Gallons Pounds Per Cent Density, 
per per Total Per Cent. 
24 Hours 24 Hours Feed Solids 
SHIVA OUI oma o A Gs tee ne ee aes ee ee 111,104 222,221 91.4 20.7 
Echoes Ad ts ict ets Kanes, 2.39 196,340 21,600 8.6 183 
COU Mee Merc fete mete istetete pins se7t oie, £ 205,229 243,821 100.0 15.5 
(otal, wrest weaver. 22.. 2 see see cass ODD ec See peal ethane | ar aucasieeusese 
isin oe WALEI = waite ee Sony as eo ete Infyites WS Sa aionceknits cris onan a saat ce : 


Gallons water consumed per ton of feed, 840. 
Diameter of spigot, 1.25 in, Spigot, clear. 


The overflow screen sized 6.6 per cent. of total solids on 200 mesh. 
The water consumption is low, but could have been made considerably 


lower by running a denser spigot. 
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2. Desliming 1.25 mm. Secondary Feed, Overflow from 0,07 to 0.0 mm. 


In this case the “secondary”’ feed consisted of the undersize of 1.25 
by 12 mm. punched-plate trommels screening finishing-roll product. 
The feed was very dense and afforded excellent feed for a deslimer. 


Gallons Pounds Per Cent. Density, 
per per Total Per Cent. 
24 Hours 24 Hours Feed Solids 
Bpigotaisisiw cd. Ee ee 52,010 | 272,160 96.0 44.2 
OV CEO Waar ee © Sid WEE es aioe 85,790 11,230 4.0 1.6 
TE COCR ie cae ie a sao wa Hake RAT ee 79,800 283,390 100.0 33.1 
sLotal}iteshy wabetl- 5. 2c ae eee 58,000" [Sie ae SER ie eee cee 
URS E MODAN ER gimMuer Meee ue Goo Soke LO;873 lees a, -eihientei-s cil euersl oe aaa ee eee 


Gallons water consumed per ton of feed, 409. 
Rising velocity through constriction, 84 mm. per second. 
Diameter spigot 0.75 in. Spigot contains trace of slime. 


Screen Sizing Figures. 


Freep Spicot OVERFLOW 
ScREEN SIzEs, 
Millimeters Individual | Cumulative Individual | Cumulative | Individual | Cumulative 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 

Solids Solids Solids Solids Solids Solids 
COnely Alea 8.4 8.4 8.4 $24 SUloc-sasSen. iS eee 
On 0.841..... 38.1 46.5 41.1 49 -5.< ie ee 
Oni 500m. 29.0 15.5 29.1 (8:6 [ORs a eee 
OntOn350 eee 5.4 80.9 6.1 S47 Ns oe | 
On 0.166 9.5 90.4 9.0 O87 <) bocen eel eee 

Oni0"0 tees 4.5 94.9 4.3 98. 0.2 0.2 

Through 0.07. 5.1 100.0 2.0 100.0 99.8 100.0 

Torau....| 100.0 100.0 100.0 100.0 100.0 100.0 


The above results were obtained from one of the secondary deslimers 
in use at Anaconda running under normal conditions. The constriction 
opening in this case was 11 1.5-in. nipples 3 in. long giving a ratio between 
the area of the teeter chamber and the sorting column of 4.6. 


3. Desliming Huntington Mill Discharge, Overflow from 0.07 to 0.0 mm. 


The feed was the discharge of one or more 5-ft. Huntington mills clothed 
with 1 by 12 mm. punched-plate screens. The practice was to deslime 
the above feed and treat the spigot on finishing Wilfleys. The writer 
has observed tables fed in this manner handle close to 50 tons per 24 hr., 
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and make 80 per cent. of the feed into 0.45 per cent. Cu tailings. One,of 
the reasons for this splendid work is the distinct valley produced on the 
table as the hindered-settling effect of the classifier, resulting in the clean 
separation of free mineral and gangue grains. Oftentimes this valley 
was from 10 to 12 in. wide and extended the entire length of the diagonal 
division line between the mineral and the gangue. Very little middlings 
was made on these tables. I shall give two sets of figures under this 


type, showing a medium volume of feed and an excessive volume of 
feed. 


Gallons Pounds Per Cent. Density Assay 
per per Total Per Cent Per Cent. 
24 Hr. 24 Hr. Feed Solids Copper 
DeOeeenen aarti anc 118,300 307,108 75.0 25.8 101 
Spent O Weeeictalers Color cho ce 539,000 102,200 25.0 203 Be 
EGG Le Re BOe pha tees ater 536,100 409,308 100.0 8.6 1.10 
Total fresh water........ MOAT G Cet Is os Bee Roe AR eee ale ROE eee tale B Aa Ronen 
TRCTSVE SF ha 2 2 ee ee CLES SS Aaa POR eee etn ec re hc eon 3, cone arate ee Al eee oe gene 
Gallons water consumed per ton of feed, 590. 
Diameter of spigot, 114 in. Spigot, clear. 
Constriction opening, one 6-in. pipe 2 in. long. 
Constriction ratio, 3.9. . 
Rising velocity through constriction = 64 mm. per second. 
Screen Sizing Figures. 
FEED SPicotT OVERFLOW 
ScrEEN SIzES ei ¢ oy : 
ahi ivi i ] Individual C if 
Mialimeters | Individusl | Cumulative) Tadiviiue! | Ber Cent. | Per Cent. “| Per Gout. 
Solids Solids Solids Solids Solids Solids 
1.41 3.4 3.4 5A 5.4 Tee PRG ease et ee 
as 1.00 9.0 12.4 AT e7; a ype et fede eee sors eam Red 
On 0.841 13.5 25.9 16.0 ye eam Se a EP ed NS es Be 
On 0.707 10.9 36.8 13.9 CFS Ua eM Rk A eagles Re lS Ce, 
On 0..500 ihe 74 48.5 13.2 BOO fae TONSA Me ths notte allie nem od ee 
On 0.350} 9.9 58.4 14.7 FAD) ile sg eae, 2c: Sato 
On 0.166 12.4 70.8 1525 OD Aa cena cess toed a Rcries 
On 0.07 ‘oe 79.5 8.6 99.0 9.4 9.4 
Through 0.07 2025 100.0 1.0 100.0 90.6 100.0, 
Abordilee soe 100.0 100.0 100.0 100.0 100.0 eae 


The excessive fine material in the feed, 20.5 per cent. through 200 


att 


mesh, is due to the use of roll-product slime as sluicing water in the mill 
? 


aprons. 
vol. 


x3vr.—15 
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Following are figures showing the work of the same deslimer under a 


much smaller volume of feed pulp: 


Gallons Pounds Per Cent. Density 
per per Total Per Cent. 
24 Hr 24 Hr. Feed Solids 
SPILObs Lacerta ieee enter ee Rare 106,596 177,120 80.1 15.0 
Overllow Ase... cient tetera: eee tee 186,120 44,150 19.9 2.7 
hi crcle et Se cer ire ORI NE ars ay A on 182,716 221,270 100.0 11.6 
otal treshy watever eee eee 110,000... GSS See See el ee 
Rising? Water. ance eels 10,489 [pois oy eel pa i eaaicind <a 
Gallons fresh water consumed per ton of feed, 1,000. 
Same size spigot and constriction as above. 
Rising velocity through constriction = 41 mm. per second. 
Screen Sizing Figures. 
FEED Spicor OVERFLOW 
Screen Sizes 
Millimeters Individual | Cumulative | Individual | Cumulative | Individual | Cumulative 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Solids Solids Solids Solids Solids Solids 
On 1.41 5.9 5.9 imag ye a PR en Sete beers ae G 
On 1.00 12.1 18.0 12.0 Lid a Ra oe ee 
On 0.841 15.9: 33.9 18.5 35.6 fies Sscnat Ged a. 2 StS Slane 
On 0.707 9.8 43.7 13.0 48 .6 ows 0 Wit aee Leese een 
On 0.500 9.7 53.4 13.5 62 1 ive ea te ee 
On 0.350 6.2 59.6 rn!) 4020.) ORS SR ie ale eee eee 
On 0.166 10.9 70.5 14.7 S407 Shee oe as Al ee 
On 0.07 Gnd Whee 10.9 95.6 2 1-2 
Through 0.07 22.8 100.0 4.4 100.0 98.8 100.0 
‘Ova lmence 100.0 100.0 100.0 100.0 100.0 100.0 


In desliming classifiers the volume of the feed pulp is the most im- 
portant factor. Experiments have shown that with a deslimer with an 
84-in. diameter top the pulp volume should never exceed 250,000 gal. to 
make an overflow 100 per cent. through 200 mesh. The reason for this 
is apparent. 


Effective cross-section near overflow level = 5,290 sq. in. 
Overflow = feed volume plus rising water. 

Rising water none. 

Overflow = 250,000 gal. per 24 hr. 

250,000 X 231 X 25.4 
86,400 x 5,290 


= 3.2 mm. per second rising current near overflow level. 
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Cross-SECTION. 


Fig. 7.—TABLE-FEED CLASSIFIER AT WASHOE CONCENTRATOR. 
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Richards! gives the free-settling velocity of quartz whose average 
diameter is 0.0747 mm. as 3.57 mm. per second. ‘The feed must be con- 
stant, however, if we expect to use no rising water in the classifier. 


Fic. 8.—View or TABLE-FEED CLASSIFIER. 


From the foregoing, the following conditions are most favorable for 
desliming 2.5 mm. pulp: 

1. Maximum feed volume, 250,000 gal. 

2. Maximum feed density, 17 per cent. solids. 

3. Maximum tonnage, 250; average tonnage, 200. 

4. Rising velocity at overflow level, 3.2 mm. 

5. Rising velocity through constriction varies with the size of material, from. close 
to zero to 40 mm. 


For material coarser than 2.5 mm. the density of pulp through the 
sorting column (constriction) must be lower, to prevent the possibility 
of choke-ups. As a consequence a rising current must be maintained in 


‘1Ore Dressing, vol. iii, p. 1422 (1909). 
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the sorting column or slime will enter the spigot. The finer pulp (2.5 mm. 
or below) seems to act as a filter for the slime feed and oftentimes results 
have been reported showing the extraction of deslimed water from the 


Fic. 9.—OvrerFLow oF TABLE-FEED CLASSIFIER. 


feed and the addition of the same to the spigot. This can only be accounted 
for by the filtering effect of the teeter chamber. With feed above 2.5 mm. 
this phenomenon has seldom been observed. 


TABLE-FEED CLASSIFIERS. 


The second division of these classifiers are called table-feed classifiers 
because their function is to overflow a product which may be best con- 
centrated on some type of shaking table. The chief use to which this 
classifier is put is to overflow a 0.75 mm. table feed, either primary, or 
secondary, or mixed. 

Fig. 7 is a cross-section of one of the table-feed classifiers, of the type 
installed at the Washoe Concentrator. Unfortunately, no figures could 
be obtained showing the work of these classifiers in practice. At the 
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B. & M. Concentrator an inner cone has been added to the original design 
and has found universal use in this type of classifier. The development 
of the feed cone was begun in May, 1912, the first classifier with an inner 


Fig. 10.—C.assirier with INNER FEED Conr. 


cone being installed, I believe, on May 9, 1912. Although we have no 
figures showing the classification of the Anaconda classifiers at the Washoe 
Mill, Fig. 8 gives a very clear conception of the actual work done by 
them. Dr. Richards states in his paper, The Development of Hindered- 
Settling Apparatus, that the advantage of hindered-settled feed on a 
shaking table is the production of a valley between the mineral and the 
sand, thereby aiding the separation of the different products. 
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Fic. 11.—Spicot or TABLE-FEED CLASSIFIER. 
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In Fig. 8 we see this valley as obtained in actual practice. The photo- 
graph was taken after shutting off the feed and dressing water simul- 
taneously and then shutting down the table approximately 10 sec. after 
the feed and water were cut off. The table was handling from 15 to 18 
tons of feed per 24 hr. The tailings at the deepest point were 0.75 in. 
deep, the concentrates 0.25 in. deep, and the middlings about zs to % in. 
deep. The tailings will probably assay 0.30 per cent. of copper. The 
feed to the table ranged from 0.75 to 0.07 mm. and was overflowed from 
the classifier shown in Fig. 8. The apparent broken spot on the Wilfley 
is due to reflections. 


4. Classifying 2.5 mm. Deslimed Secondary Feed, ‘Overflow from 1.00 to 
ie 0.07 mm. 


The feed was deslimed rolled product through 2.5-mm. round-hole 
trommel. The overflow was heavy and classification not very close The 
classifier was one of the type shown in Fig. 9, no inner cone being used. 


Gallons Pounds Per Cent. . Density 
per per Total Per Cent. 
24 Hr. 24 Hr. Feed Solids 
SpILO bea ocies see eee oe eee 129,254 203,472 Sok 16.7 
Osviertlowies wenec or Sis lxsiat re ene ee 408,205 335,750 62.3 9.2 
eed eee eae cake Ais REN eer oe 223,484 539,222 100.0 24.2 
‘otal fresh <waler nae. tacts eae SES 028 Yeic sect choc eves eee hp ee 
Rising water spa reo pare were ara 19290600 an | oe oe | vere 


Gallons water consumed per ton of feed, 1,165. 


Screen Sizing Figures. 


, Spigot OVERFLOW 
Rema Size indind 

SEEN DEG tachi oa ; 

mee Par Conta Per Cane Pee Cece eee 
Solids Solids Solids Solids 

On 259 So Ore er eae 2.6 9.6 Act © a ee 

On 1241 534. eee tenes 34.3 36.9 3.4 ae ee 
On 100 7 tere ane aes 27.7 64.6 8.4 11.8 
On O' SAT tealete eee aie 21.2 85.8 17.4 29.2 
On 0: 500 g5) cutee ace eee 2 12.0 97.8 33.5 62.7 
On O:S50 Cott enn © eee 2.2 100.0 10.0 72.7 
On O.166 02. Pe ee ee cnet 18.9 91.6 
On 0.07 sce sehue icc eale ect eiate eae a aan ‘6.1 O77 
Through: 0.07; cs... 1 cane cou eeenaer es oe eee 2.3 100.0 
Tarek, eye dee cee ee 100.0 100.0 100.0 100.0 


Fig. 9 shows the overflow of the above classifier. 
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5. Classifying 2.5 mm. Feed, Overflow 0.75 mm. 
The classifier was equipped with an inner feed cone (Fig. 10). The 
feed consisted of 2.5-mm. round-hole trommel undersize, deslimed. 
Gallons Pounds Per Cent. Density Assay 
per per Total Per Cent. Per Cent 
24 Hr. ogee ELT. ‘Feed Solids Copper 
OSLO hae om a ee Oe pe eae 116,000 314,064 62.8 21.5 2.56 
MAVCDNLOW Mae ic slo cn Ae | 338,408 186,278 37.2 5.9 2.88 
ised beer ratek eae 175,3 500,342 100.0 21.8 2.69 
Total fresh water........ PATAUSNIC SSS Hs i cents tel ee APG Rae Areas 8 ai, EN ena ode 4 
Basing’ water... ...:.. 6.2: Bhs Mes is Cs TP A. Men 
Gallons water consumed per ton of feed, 1,100. 
Diameter of spigot, 1.25 in. 
Constriction opening, 12 2-in. pipes 2 in. long, or 40.0 sq. in. 
Ratio of area of teeter chamber to sorting column, 2.81. 
Rising velocity through constriction = 316 mm. per second. 
Rising velocity at bottom of annular space = 144 mm. per second. 
Rising velocity at top of annular space = 122 mm. per second. 
Screen Sizing Figures. 
FEED SPIGcoT OVERFLOW 
Giiinetars” | Tpdtvidaal | Cumulative | Individual | Gumeative | Ipdiiiual | Gumelativ 
Solids Solids Solids Solids Solids Solids 
O 2.00 7.4 7.4 12e3 7 I I ete ee ee 
ote 1.68 12.0 19.4 18.0 SiS deel ere sence ear et lck were 
On 1.41 pn 30.5 13.8 AASV ET re ns eee ee eee ne ears 
On 1.00 13.4 43.9 21.0 a sys es eg ees en, ade ik Seeedoragls Sem 6 
On 0.84170 “11.7 55.6 14.8 79.9 6.7 6.7 
On 0.707 feu 62.7 9.2 89.1 @all 12.8 
On 0.500 7.6 70.3 6.1 95.2 11.0 23.8 
On 0.350 7.5 77.8 2.9 98.1 16.0 39.8 
On 0.166, 10.5 89.3 1.9 100.0 27.8 67.6 
On 0.07 8.9 OS ae Nr een ec os oto yay -ne as) = 26.1 93.7 
Through 0.07 2.8 SOOO Mitts eek cess ec war tat sien 6.3 100.0 
EROGAL awe 100.0 100.0 100.0 100.0 100.0 100.0 


The figures show this classification to be excellent, although the classi- 
fier was designed to receive a feed of 250,000 gal. per 24 hr., whereas it 
is receiving only 175,000 gal. In the spigot fully 80 per cent. of the fine 
material, through 0.707 mm., is free mineral grains, which we would 
expect in any spigot, even the perfectly classified. 
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A second set of figures shows the work performed on a feed containing 
more fines. 
Gallons Pounds Per Cent. Density, Assay, 
per per Total Per Cent. Per Cent. 
24 Hr. 24 Hr. Feed Solids Copper 
Sinecitaryt tea alee nies: 115,300 | 283,392 47.8 19.3 3.15 
Overilow3yii nee eee 356,174 310,348 52.2 8.9 4.58 
GGG APRS vies, accel Kelner 158,300 593,740 100.0 25.7 .89 
Total fresh water........ SIS TTA a Fee See eel ec eee |e 
Rising=water.....-....... 209,210 \isce. a: che dace, 2| ae alae eee el area, Ciena ee 
Gallons water per ton of feed, 1,050. 
Spigot, 1.25 in. in diameter. 
Constriction area, 40 sq. in. 
Constriction ratio, 2.81. 
Rising velocity through constriction = 373 mm. per second. 
Rising velocity at bottom of annular space = 152 mm. per second. 
Rising velocity at top of annular space = 129 mm. per second. 
Screen Sizing Figures. 
FEED Spicor OVERFLOW 
SMLiincia eg tinea alco Individ | 
illimeters ndividua umulative ndividual | Cumulative | Individual | Cumulative 
Per Cent. Per Cent. Per Cent. 4 
Bolids |) Solids | Solids f= Salas le a ee 
On 2.00 7.2 OP 13.9 13:29! tet coe a ee 
On 1.68 11.8 19.0 23.6 37S > OT ee 
On 1.41 7.2 26.2 16.5 54.0 oe el ee 
On 1.00 12.9 39.1 20.3 74.3. Se 
On 0.841] 9.6 48.7 13.6 87.9 7.6 70 
On O07 Se 57.5 6.9 94.8 5.6 13.2 
On 0.500 8.3 65.8 3.8 98.6 8.7 21.9 
On 0.350] 10.6 76.4 1.4 100.0 16.6 38.5 
On 0.166] 12.0 8.2 Wits a ee oe 29.9 68.4 
On 0.07 9.0 Cae an Sea hs 26.7 95.1 
Through 0.07 2.6 100.00: 1b a ee eee 4.9 100.0 
TRON 5 oS 100.0 100.0 100.0 100.0 100.0 100.0 


The work done by this classifier, as shown by the two sets of figures, 
may be said to be the best obtained with any type of the Anaconda classi- 
fier. The separation at 0.75 mm. is remarkable and shows the possibilities 
of the machine. This particular unit is used at the B. & M. Concentrator 
to furnish Hancock jig feed and finishing-table feed. Figs. 10 and 11 
show the overflow and spigot of this installation as in use to-day. Note 
the appearance of the overflow in the photograph. It is very even except 
for the agitation produced by the inner cone throwing backwards into the 
overflow, material which is carried up the outside of the cone. 
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6. Classifying 4.0 mm. Original Feed, Overflow 0.75 mm. 


The feed was deslimed original material, being the undersize of 5.0 mm. 
round-hole trommels. Classifier equipped with feed cone. 


al 


Gallons Pounds Per Cent. Density, Assay, 
per per Total Per Cent. Per Cent. 

24 Hr. 24 Hr. Feed Solids Copper 
a ep 97,292 | 420,076 65.0 27.9 3.24 
Olsertlowes ss oe eto etek lok 253,806 224,994 35.0 9.1 3.42 
Reeder gen sted eee wee ett 207,708 645,070 100.0 22.9 3.30 
Crollangt ireslis waverremete| a 14a, S00 rises chose | Seige ae dee Jheemrn Teceloe Lease ae tae 
Rising “water... .< tise... 2G Sree ree te arena an cc aa eee re ooale mesma race 


Gallons water per ton of feed, 445. 
Spigot diameter, 1.25 in. 
Constriction area, 40 sq. in. 
Constriction ratio, 2.81. 


Rising velocity through constriction = 136 mm. per second. 
Rising velocity at bottom annular space = 109 mm. per second. 
Rising velocity at top annular space = 92 mm. per second. 


Screen Sizing Figures. 


FEED Spigot OVERFLOW 
S nS : ; oh: é sos : 
Mitmeters” | Individual | Cumulative | Individual | Cumulative | Individual | Cumulative 
Solids Solids Solids Solids Solids Solids 
On 4.00 i729 1.9 Pest EN Nh a Pee eA reece ER AERO 
On 2.38 22.0 23-9 28.0 SULTS Badranoere ancien oes 
On 1.41 23.8 47.7 30.2 60.9 bP AX Be ate 
On 0.841 18.9 66.6 Bad aes 83.7 ee WB 
On 0.500 12.6 79e2, 7.8 91.5 16.4 DB 7 
On 0.350 4.5 83.7 4.2 (YS). 7 8.9 32.6 
On 0.166 9.7 93.4 ull 99.4 33.0 65.6 
On 0.07 Fale, 99.0 0.6 100.0 PADS 91.4 
Through 0.07 1.0 VODA Oe, ellcoe te bel eee dco. ae 8.6 100.0 
Totaliva.: 100.0 100.0 100.0 100.0 100.0 100.0 


7. Classifying Middlings-Tavlings Roughing-Table Product, Overflow Coarse 
Tailings. 


At the present time there are no classifiers in the B. & M. Concen- 
trator overflowing tailings. This is due chiefly to the lack of head room, 
as the mill is old and not designed along modern lines. 

The B. & M. system of concentration as installed at the Washoe mill 
includes four of these classifiers in a 1,500-ton unit, although two of 
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them only are used most of the time. Fig. 12 is a view of one of the tailings 
classifiers in use at the Washoe mill. The classifier in this case is dis- 
charged through the lower spigot direct to Huntington mills. The feed is 
the middlings-tailings product from the roughing tables and the overflow 
averages 0.45 per cent. of copper. Two spigots are provided for the 
classifier, the original idea being to use one in case the other choked. 
However, it has been found unnecessary to provide the second spigot, 
the later types being cast with but one (see Fig. 7). The following data 
are not taken from regular practice but are taken from a several days’ 
test run and suffice to show what the classifier will do under this class of 
feed. The so-called middlings-tailings consist of true middlings grains 
and coarse tailings grains with no free mineral. The test was carried out 
according to the following flow sheet: 


Undersize 2.5-mm. round-hole trommels 


No. 2 Anaconda classifier ~ 


| 4 
Overflow Plug discharge 


0.75 to 0.0 mm. 2.5 to 0.75 mm. 


| 
One roughing Wilfley 


To finishing-table system 


\ 
I Rough concentrates Clean concentrates 
No. 7 Anaconda classifier 


| 
| a | To Hancock jig system 
Overflow, tailings Plug, middlings 


Huntington mills 


The numbers applied to the classifiers are arbitrary and are used merely 
for convenience. Fig. 15 shows the cross-section of the No. 2 classifier. 
Fig. 13 shows the No. 7 classifier, and Fig. 14 shows the distribution of 
products on the roughing Wilfley. 


Gallons Pounds | Per Cent. Density Assay Per Ct. To- 

Prop : on aoe 

nae afr. | 2fHr. | Feed | Sogate | PerGent [tall Copper 

Pred \y ord Aad eee a ee ea 132,546 | 100.0 . 

Clean concentrates....... 1,048 | 16,330 | 12.3 | 83°93. ae pte 
Rough concentrates........ 21,600 | 41,696 31.5 16.7 1.24 28.0 
Plug iniddiiigs; 2515 Bing «le aaeeene 43,594 | 32.9 0.69 | 16.3 
Overflow tailings... 111 | ‘ae 30,926]. 93.301) <2, Pipe 7.2 
Tonle. ah 132,546 | 100.0... 1.39 | 100.0 


The No. 7 classifier used 127,000 


gal. of fresh water, or 350 gal. 
of feed. As seen from the sketch, gal. per ton 


Fig. 13, the classifier was a very small 
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one, handling only 36 tons of feed. Still, there is every possibility of build- 
ing a larger machine with just as great an efficiency. The most essential 
feature of this system is that the roughing Wilfley must produce a mid- 
dlings-tailings product absolutely free of fine mineral. The writer has 
seen roughing Wilfleys at the B. & M. Concentrator doing very good 
work on 130 tons of 2.5 to 7.5 mm. feed. 


Screen Sizing Figures. 


Piue Mippiines OveRFLOW TAILINGS 

Screen Size. MILLIMETERS Individual | Cumulative | Individual | Cumulative 

Per Cent. Per Cent. Per Cent. Per Cent. 

Total Total Total Total 
Solids Solids Solids Solids 
On 0 CO A te ER ARs eo Re Ao ne 54.1 54.1 30.8 30.8 
On OS SA Le aera sek aera eee 43.2 97:3 62.3 93.1 
TL APOUCD OLS heer leee seh cteeeeene 2.7 100.0 6.9 100.0 
Ota st signet es oer eee 100.0 100.0 100.0 100.0 


Roughing Table Products—Clean and Rough Concentrates. 


Ciean CONCENTRATES RovuGH CoNcENTRATES 
Screen Size MIviimerers Individual | Cumulative | Individual | Cumulative 
Per Cent. Per Cent. Per Cent. Per Cent. 
Total otal Total otal 
Solids Solids Solids Solids 
On Le Al ops thcte geht. ceaeute sae arene 2.7 257 3.9 3.9 
On Ua Rae Sree ltr sono cheater. 4.3 120) 30.1 34.0 
On OB00.K encanta eee Ae 13.4 20.4 57.8 91.8 
On OBD0 aes re cee 15.2 35.6 5.3 eat 
On OS 166.5 200. acs one ee ee ee 51.9 87.5 2.9 100.0 
On On OF ae sons Guest ee ee L126 00. OT tae aah eeeclip ae eee 
“Tiarorigiy. 0) Ovi eun, «i pee ere ee ee 1.0 LOO. 0) lk rota ce cde Sills eee 
Totals sis ok ce cat) eee eee 100.0 100.0 100.0 100.0 


‘The screen sizing figures are self explanatory. The screen sizing of the 
rough concentrates shows the segregation of “through 0.841 on 0.500 mm.” 
material, amounting to 57.8 per cent. of the total rough concentrates, or 
18.2 per cent. of the total feed to the table. It may be well to state here 
that the No, 2 classifier preceding the roughing table, while doing good 
work, was one of the earliest fitted with the feed cone. One of the present- 
day cone classifiers would eliminate a great percentage of this fine ma- 
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terial. Some interesting tests have. been made on this No. 2 classifier 
and the results follow. This particular No. 2 was the pioneer of the present 
inner feed cone classifier as used at Great Falls. 


11 Riffos 
3 ” 
1% G.L, to 0.L. 


— eee a A a AA A BB 
ZZ LLL ff pg fp ffi ifsffpJd 

LLL Lp df fppsppppf fff ffijffisA 

LILLIA LAA PIF PP AT 


LLL Sfp ff of. 
LLL SSI ff fff fff ff. 

LLL IIs fp ppp fp fpfof. 
LL fh pp po oP PAP 


LLL LT TL 


LLL fff. 
LDpfdgfpdoppgppp pf fp ff. 
SIA AD df PPP oo oo PP 


APA PAP AA LLL LLL L LLL LLL ZZ 
tf PP LLL LAL LE ee 


Middlings-Tailings Head 


Fig. 14.—DistrrpuTion or Propucts oN WILFLEY TABLE. 


For the method of designing the Anaconda classifier reference is made 
to a paper before this meeting by E. S. Bardwell, The Application of 
Hindered Settling to Hydraulic Classifiers." 


8. Classifying 2.5 mm. Roll Product (Not Deslimed) «n No. 2 Classifier. 


The following test figures are actual practice figures. The classifier 
was not altered or adjusted in preparation for the test. Samples were 


1 Pp, 266, this volume. 
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taken on two days practically at 1-hr. intervals and each sample was 
screen sized and sorted into free mineral grains, true middlings, and tail- 
ings grains. The classifier was fed direct from the trommel undersize, 
taking all of the feed at this point of a 500-ton section. The primary 
object of the test was to show the work of the classifier under varying 


Area of top annular space = 269.4 sq. in. 
Area of bottom annular space = 163.4 sq. in. 
Area of teeter chamber = 78.8 sq. in. 
Area of constriction opening = 33.46 sq. In. 


Fic. 15.—Srcrion or No. 2 CLASSIFIER. 


feed. The feed varied during this run from 90 to 250 tons per 24 hr., 
although the pulp volume was fairly constant. The tabulations show 
remarkably good classification under this changing feed. 

The classifier was provided with a 1.25-in. spigot and used an average 


of 124,000 gal. of total fresh water per 24 hr., this being determined as 


an average of many samples. 
The following tabulations and classification charts tell the story at 
the time of each different sample more clearly than words. 


The symbols used in the tabulation are as follows: 


Vi = Rising velocity through constriction in millimeters per second. 

V. = Rising velocity in teeter chamber in millimeters per second. - 

Vs = Rising velocity at bottom of annular ring in millimeters per second. 
Vi = Rising velocity near top of annular ring in millimeters per second. 


=) laa 
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A = Per cent. of variation of feed pulp, gallons per 24 hr. above and below average. 
B = Per cent. of variation of feed pulp solids, pounds per 24 hr. above and below 
average. 

C = Average diameter in millimeters of quartz in plug discharge. 

D = Average diameter in millimeters of mineral in plug discharge. 

E = Ratio of C and D. 

F = Tons of plug discharge per square inch of constriction opening per 24 hr. 

G = Tons of plug discharge per square inch of cross-section of teeter chamber 

pet 24 hr. 
Details of No. 2 Classifier Tests. 
Test . Time 
Number | Taken | Vit | Veo | Va | Va A B C D B r G 
5-14-12 i 
1 9:00 87 37 | 110 67 |+1.5 |+21.2] 1.42 | 0.58 | 2.62 | 4.78 | 2.05 
2 10:30 76 32 93 56 |—17.0/—31.3] 1.30 | 0.58 | 2.24 | 2.95 | 1.26 
3 11:40 74 31 | 207 65 |—1.1 |—10.2/ 1.40 | 0.70 | 2.00 | 3.67 | 1.56 
4 12:40 100 43 | 112 68 |+1.5 |+29.6] 1.28 | 0.54 | 2.37 | 4.75 | 2.02 
5 1:40 94 40 | 130 79 |+18.9}+13.6] 1.47 | 0.77 | 1.91 | 4.26 | 1.81 
6 2:40 80 34 | 116 70 |+3.7 |—53.9] 1.51 | 0.91 | 1.66 | 2.06 | 0.88 
7 3:40 89 38 | 108 66 |—0.7 |+14.0) 1.40 | 0.80 | 1.75 | 4.63 | 1.97 
5-15-12 
8 11:20 100 43 | 107 65 |—4.6 |+2.8 | 1.54 | 0.65 | 2.36 | 4.33 | 1.84 
9 1:15 105 45 | 115 70 |+2.6 |+17.7| 1.29 | 0.72 | 1.79 | 4.40 | 1:87 
10 2:15 101 43 | 111 67 |—2.5 |—2.5 | 1.34 | 0.82 | 1.63 | 3.75 | 1.60 
11 3:15 102 43 | 114 69 |—2.5 |—1.1 | 1.28 | 0.77 | 1.66 | 3.79 | 1.61 
AVERAGE...|.......-. 92 Pde foe el 67 | 0.0] 0.0 | 1.39 | 0.71 | 1.95 | 3.94 | 1.68 


@ Volume of solids in plug discharge allowed for. 

b Assuming the volume of solids in the teeter chamber to be equivalent to the volume passing through 
the constriction for the same length of column. Actually V2 probably is nearly equal to Vi, due to the 
fact that the density of the pulp in the teeter chamber is greater than the density of the pulp passing 
through the constriction opening. 
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0.07 free mineral consists of 60 per cent. insoluble concentrates. 


CLASSIFICATION CHART No. 2 Cuassirizrn. Test No. 1. 
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on 0.07 mm. consists of 15 per cent. insoluble concentrates. All free mineral through 
0.07 mm. consists of 60 per cent. insoluble. 
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The entire area represents the total feed to classifier. Middlings on 2.38 mm. all 
true middlings. Middlings on 1.41 and 0.841 contained considerable free mineral. 
Free mineral = 15 per cent. insoluble for all sizes on 0.07 mm. Free mineral through 
0.07 mm. contains 60 per cent. insoluble. 


Cuassirication Cuart No. 2 Cuassirier. Test No, 3. 
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Free mineral in material through 0.07 calculated to 60 p 
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The entire area represents the total feed to classifier. 
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Middlings considerable tailings. 
Free mineral in material through 0.07 calculated to 60 per cent. insoluble. All other 
free mineral calculated to 15 per cent. insoluble. 
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Particular attention is called to the consistency of classification, and 
especially the low water consumption. 

Richards’s velocity! for full teeter of 1.37 mm. grains is 53 mm. per 
second. That obtained in the classifier was 39, but this calculation was 
made assuming the same density in the teeter chamber as in the sorting 
column. As a matter of fact, had this density been determined, the 
rising velocity in the teeter chamber would have checked Richards’s 
velocity. The low consumption of water is due to a great extent to the 
inner cone. 


9. The Inner Cone. , 


The inner cone, in the writer’s opinion, is a great improvement over - 
the type of classifier without the cone. The chief function of the cone 
is to produce a constant rising current under all conditions of operation. 
It also acts as a feed box and reduces liability of choke-ups. By utilizing 
every drop of feed water for the production of the rising current, the 
amount of rising fresh water is not much greater than that required to 
produce the quicksand or full teeter condition in the teeter chamber. 
This fact not only reduces considerably the total fresh water consumed, 
but produces a much better average classification than a classifier without 
the cone. In a classifier with no inner cone, if the solids in the feed pulp 
decrease the teeter chamber may disappear entirely and we have simply 
a free-settling classifier with considerable fine material being discharged 
through the spigot. But if in an inner cone classifier the density de- 
creases, 2. e., the volume remains constant but the solids decrease, we still 
have the same rising current, which has a tendency to lift out all of the 
fine material and a good part of the coarser feed. The inner cone has — 
given best results when so designed that the velocity at the top of the 
annular space is the same as the free-settling velocity of the maximum 
quartz grain we wish to overflow and the velocity at the bottom of the 
annular space is approximately 25 per cent. greater. Some particles are 
drawn up into the space which eventually settle down and are discharged 
through the spigot. 

As seen in Fig. 10, the overflow is constantly under a head of from: 5 
to 6 in. in the inner cone. Any tendency to bank, results in the increase 
of this head and a cleaning up of the banking material. However, banking - 
or choking is rare with the inner cone type. ; 

The advantages of the inner cone may be summed up as follows: 

*. A uniform close classification is obtained. | 

2. The water consumption is decreased. 

3. The liability of choke-ups is decreased. 


‘Ore Dressing, vol. iii, p. 1462 (1909). 
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4. Boiling in the overflow is prevented, thereby preventing coarse 
material being thrown over. 


The chief disadvantage is the requirement of 8 in. of extra head room. 


In any classifier or classifier system, the most important demands to 
be satisfied are: (1), flexibility of each unit and of the classifier system 
as a whole; (2), maximum tonnage; and (3), minimum water consump- 


_ tion. Let us see how the Anaconda classifier answers these fundamental 


requirements. 

(1). The Anaconda classifier system is remarkably adapted to meet 
any given set of mill conditions. The classifier units can be operated 
under the direct system or under the indirect system. In the direct 
system the slime is the product of the last classification. In the indirect 
system the slime is the first product removed. The direct system is best: 
adapted to conditions where mill head room is exceedingly valuable. 


_- The total pulp, usually a screen undersize, is fed directly into a table- 


feed classifier which overflows all material from a given size, usually 
0.75 mm., down to 0.0 mm. 

The overflow is easily laundered or pumped to some point where it 
can be further classified into slime and one or more classified table feeds. 
The valuable point here is that the second and third classifiers in this 
series can be placed immediately preceding the particular concentrating 
machine best adapted for the treatment of each product, allowing the 
practice of running very dense spigots as feed to the concentrators, which 
are usually some type of shaking table. Reference to Fig. 8 will show the 
manner of separation of such a feed into concentrates, middlings, and 
tailings by a Wilfley table. The concentrates are very clean, usually 
containing from 9 to 15 per cent. of gangue; the middlings are very small 
in tonnage, while the tailings are very dense and assay usually from 0.30 
to 0.40 per cent. of Cu. : 

The indirect system first removes the slime (98 per cent. through 200 
mesh), which can be segregated by itself in a plant equipped for slime 
treatment. The density of the slime produced in the indirect system is 
from 160 to 200 per cent. as dense as in the direct system. This is due 
to the fact that no hydraulic rising water is required for the separation 
of the slime alone. The spigot of the deslimer is fed directly into a table 
feed classifier, which affords to the classifier an absolutely constant vol- 
ume of feed pulp. This fact is the most important feature of the indirect 
system. A variable volume of feed pulp to a deslimer is immaterial pro- 
vided the deslimer is designed to handle the maximum volume. A vari- 
able feed volume to a table-feed classifier is serious in that the rising 
velocity varies proportionately with the feed volume. 

As to the flexibility of each unit, the tabulation following Fig. 10 shows 
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the results of a variable tonnage. This particular unit, which is one of 
she earliest inner cone types, received as its feed the total undersize of 
two 2.5 mm. round-hole trommels. This feed was far from constant, 
varying from 90 to 255 tons per 24 hr., and yet the classifier maintained 
practically the same degree of classification under all conditions. A 
variation of 40 per cent. of its rated tonnage, either way, is not serious 
in an Anaconda classifier. The hydraulic water is the only adjustment 
necessary, and this is only a slight one. 

The effect on the degree of classification due to variations of the per- 
centage of fine material (mine fines) in the feed is minimized in the Ana- 
conda classifier. In any mill which is not equipped with a central crushing 
plant the variations in the percentage of mine fines in the original ore and 
even the percentages of fines due to crushing are considerable. To per- 
form consistent work a classifier must be able to absorb these fluctuations 
in the quality of its feed. On pp. 296 and 297 are shown two complete 
sets of figures illustrating to a certain extent how well this function is 
performed by the classifier. 

A comparison of these two sets of figures shows the same quality of 
work on the rich fine feed as upon the coarser and more impoverished 
feed. Both sets of figures were obtained under actual operating condi- 
tions. 

(2). The maximum tonnage of the classifier is limited only by practice. 
In Montana it is the custom to design each unit to treat from 150 to 350 
tons per 24 hr., depending upon conditions of practice. Table-feed 
classifiers seldom treat less than 250 tons, while deslimers working on 
very fine feed, 2.0 mm. or under, will average from 180 to 250 tons. De- 
slimers treating material whose limiting size is larger than 2.0 mm. have 
a capacity of from 250 to 400 tons per 24 hr. The large tonnage handled 
by a single unit is one reason for its great flexibility. . 

(3). The consumption of water b>’ these classifiers is remarkably low. 
In all desliming Anaconda classifiers practically no rising hydraulic 
water is used, leaving only that which is added in the spigot to be charged 
against the classifier. However, the addition of water in the spigot re- 
duces the consumption of water in the subsequent classifier. The de- 
slimed overflow of the table-feed classifier is dewatered, and the water 
thus removed is used as hydraulic water in other classifier units of the 
system or as dressing water for concentrating machines. Thus the total 
water consumption for a system of classifiers is less than is shown by the 
sum of the individual units. The average water consumption in practice 
is as follows: 

Desliming classifiers:—600 gal. per ton of feed. 

Table-feed classifiers:—450 to 900 gal. per ton of feed. 

The relatively large consumption of water by the deslimer is due to 
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onerating with a spigot less dense than is used in table-feed classifiers. 

Fulfilling as it does the requirements of flexibility, efficiency of classi- 
fication, high tonnage, and minimum water consumption, together with 
simplicity of construction, the Anaconda classifier is a great stride in 
the progress on modern ore concentration. 

The writer wishes to thank A. E. Wiggin for, his assistance in obtaining 
data from the Washoe Concentrator, and A. E. Wheeler and C. W. Goodale 
for reading and criticizing the paper. 
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Ore-Dressing Improvements. 
BY ROBERT H. RICHARDS, BOSTON, MASS. 


(Butte Meeting, August, 1913.) 


Introduction. 


Watrer Renton InNGALLs recently gave a very interesting talk before 
the student mining society of the Massachusetts Institute of Technology. 
In it he showed the present status of mining as he sees it. In the talk he 
explained that, while discoveries of great mining districts are still possible, 
they are being made less and less often; that the great mining companies, 
although there are large numbers of mines offered for sale, are finding it 
less and less possible to find new mines that are up to the standard of rich- 
ness that they wish for purchase. 

The natural conclusion is that. better, cheaper, and more efficient 
methods of mining, concentrating, and smelting are needed if the lower- 
grade mines are to be worked at a profit. This is true also if the high-grade 
mines are to yield their greatest profit. 

This paper deals only with the concentrating or ore-dressing problem, 
and gives some thoughts which point towards greater profit. 

In a paper on The Development of Hindered-Settling Apparatus the 
writer showed that there were two main lines of work that would lead to 
greater saving, lower tailing assay, and, therefore, greater profit. 

The first is the recrushing of middling or tailing products for the saving 
of the contained values. This is well understood and largely carried out 
in existing mills. 

The second is the saving of fine free mineral at the first 6ppartann a 
This is a matter less well understood in the mills, and to oe upon this 
the present paper is written. 

The writer is himself convinced and hopes to convince the reader that, 
for obtaining the above result, not only is better classification needed, 
but also more classification; that is, there should be more spigots or 
pockets to the classifier. His attention was recently called to a small mill 
which had a three-pocket cone classifier fed with from 2 to 0 mm. stuff, 
supplying feed to four Wilfley tables. The first spigot had about all the 
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sand and a great amount of slime, the second and third spigots and the 
overflow were about all slime. As a result, all four Wilfley tables had 
wide bands of slime on them and all their tailing products were charged 
full of fine free mineral. In fact, the cone classifier was not classifying 
the ore at all, and the mill process was greatly harmed from the lack of 
classification. It is a proved fact that when the feed to a Wilfley table 
carries slime, then the Wilfley tailing will carry fine free mineral. When 
this ore was tested in the laboratory it easily yielded 12 spigots, all of 
which when fed to Wilfley tables gave no slime bands on the table, and 
the fine free mineral was absent from the tailing of all the coarser Wilfley 
tables and present only in small quantity in a few of the finer. 


All classifiers which classify by a rising current of water have a feature 
which we call the sorting column, in which the sand is trying to settle, 
and is allowed to settle or is prevented from settling, according to the size 
and weight of the grains, by the velocity of the rising current of water, 
a stronger current lifting larger and heavier grains, a weaker current lifting 
smaller and lighter grains. This sorting column, whether square or 
cylindrical in shape, will have adverse downward currents of water 
carrying slime down into the spigot, thus defeating the whole object of 
classification unless some special provision is made to stop it. 

To obtain better classification, and prevent the adverse down currents 
two methods have been employed: 

1. Causing a vortex or horizontal rotation in the sorting column. 

2. Using a pulsating rising current. 

Both of these methods give better classification by destroying the hurt- 
ful downward current, avoiding the carrying of slime into the spigot, 
and preventing fine free mineral from going into the tailing of all the 
coarser Wilfley tables. 

To obtain more classification we simply lengthen the classifier, using 
more pockets. As the benefit of this may not be apparent to the con- 
centrator man, figures are here given to prove the point: 


Three-Spigot Classifier. 


=i; of the quartz 


Quartz. is galena 
Diameter, Diameter, 
Spigot. Mithmeters. Millimeters. 
fhe oes io ee RE Ore Eee ene eS 6.3 to2.15 6.3 to0.614 
D> ob se Ge See oe oleae ae ens oer e 2.15 to 0.73 0.614 to 0.208 
By eacals byte cule Aleta eA oe CC a 0.73 to 0.25 0.208 to 0.0715 


Overflow 0.25 to 0.00 0.0715 to 0.0000 
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Twelve-Spigot Classifier. 


315 of the quartz 


Quartz. is galena 

Diameter, Diameter, 
Spigot. Millimeters. Millimeters. 
| RES BRA aes ito noc a cilaistens 6.30 to 4.79 6.30 to1.37 
eae oe A UE ics ee Ee, Oe oie 4.79 to 3.66 1.37 to 1.05 
ede Me Oe Dat pao Oaom cmc 3.66 to 2.80 1.05 to0.80 
Le Ne EERO ISS com soto dees dutho s 2.80 to 2.14 0.80 to0.61 
CP en Se eI ee Sis he dea mie ghee 2.14 to 1.63 0.61 to 0.47 
(a) Rae a nT Rarer iy Ree, 2 YS cy 3c A 1.63 to 1.26 0.47 to 0.36 
Tigao Sacitt gun ee ete ath Es ery 1.26 to 0.96 0.36 to 0.27 
Be alhnietia shaky soca ord Tahoe eee er eet” eee 0.96 to 0.73 0.27 to0.21 
eet eC reer eMC See eo oS 56 oes ee OM AS 0.73 to 0.56 0.21 to0.16 
1K) eee eine ee eum ay ll. SES a Sige Bic 0.56 to 0.43 0.16 to0.12 
1 Od eer RE MaMa Roa NirGeh other el & cl ene middle 0.48 to 0.33 0.12 to 0.094 
1D EE Rs forse eae Oe ee eee 0.33 to 0.25 0.094 to 0.071 
Overflowtek. Withee eee eects eer 0.25 to 0.00 0.071 to 0.000 


We will take two instances: 1, the classifier which has only three 
pockets (see table) and is classifying stuff from 0.25 in. (6.38 mm.) to 0; 
2, the classifier with 12 pockets, treating the same product. We will 
suppose that the classification is being done upon quartz (sp. gr. 2.64) 
and galena (sp. gr. 7.5) ore, and we will consider it to be a free-settling 
classifier, which will demonstrate the point better than if hindered set- 
tling was used. It will be borne in mind that with free settling the classi- 
fied products after the first spigot and before the final overflow will con- 
tain grains where the quartz is approximately 3.5 times the galena in 
diameter. 

If we consider any pair of products except the first, which in both 
instances has the added increment in it (see paper on The Development 
of Hindered-Settling Apparatus), and the overflow, both of which require 
special treatment, different from that of all the intermediate spigots, we 
believe it will be clear that a Wilfley table treating the second spigot of 
the three-spigot classifier, which has to separate 0.614 to 0.208 mm. 
galena from 2.15 to 0.73 mm. quartz, will not have so easy a task as the 
Wilfley table which treats the second spigot of the 12-spigot classifier and 
has to separate 1.34 to 1.001 mm. galena from 4.70 to 3.51 mm. quartz. 
The same opinion will hold if the third spigot of the three-spigot classifier 
is compared with the twelfth spigot of the 12-spigot classifier, and 
is true of all the intermediate spigots of the 12-spigot classifier. The 
comparison would be much stronger if quartz, 2.65 sp. gr., and pyrite, 5 
sp. gr., were used, and still more so if quartz, 2.65 sp. gr., and blende, 4 
sp. gr., were used. 

To put the case still more strongly the writer adds the following facts: 
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The late George Woodbury, of California, found that the Wilfley table 
could not compete with the vanner in treating unclassified feed of the gold 
mills of the mother lode of California which were treating 100 tons a day, 
more or less. He did not locate the cause of this difference between the 
machines, or, if he did, he did not make his views public. At the Massa- 
chusetts Institute of Technology we have located the cause. The chief 
loss in the tailing of the Wilfley or vanner, when treating unclassified feed, 
is the presence of fine free mineral. The maximum size of the grains of 
fine free mineral in the tailing of the Wilfley table is larger than that of 
the vanner. This amply explains Woodbury’s observation. We have 
many measurements on these sizes, but want better check results before 
we publish them. 

Next, let us see what a long classifier with many spigots will do, which 
a short classifier cannot do. We shall find, as we follow on down from the 
coarser spigots toward the finer, that Wilfley tables will yield tailing 
products free from fine free mineral and, therefore, at the minimum assay 
that can be obtained without further re-grinding. After a time, however, 
we shall arrive at a spigot where the heavy mineral in the spigot is the 
same size as the normal size of Wilfley fine free mineral. Then the Wilfley 
table breaks down, can no longer yield clean tailing, and the vanner 
should take its place, because the fine free mineral in the vanner tailing 
is smaller than that in the Wilfley table. If we follow still further down the 
spigots we shall find a spigot or the final overflow where the size of the 
heavy mineral is the same as the size of the fine free mineral in the vanner 
tailing. Then the vanner breaks down, can no longer yield clean tailing, 
and we go to the new great Anaconda round table, which takes all the 
rest down to the size of the heavy mineral that floats away in a slow- 
moving stream of water. With this the methods of water-gravity separa- 
tion of fine material, that are now in sight, close. 

The critic will say: ‘‘ But you are diluting your slime beyond reasonable 
limits by using so many pockets.”’ The writer answers that that depends 
upon whether the classifier is evenly fed. If it is not, the water may be 
unreasonably large in quantity, but if devices can be installed that give 
even, constant feed, as for instance, those in the Utah porphyry mills, 
then there need-be no fear of excess water. The following argument will 
show this: Suppose we have to classify 400 tons in 24 hr., and we wish to 
classify into 15 spigots. It takes 3.5 tons of water to l ton of sand for 
feeding the classifier; again 3.5 tons of water rising in a sorting column to 
allow 1 ton of sand to go down to the spigot, whether coarse or fine; again 
3.5 tons of water to 1 ton of sand to discharge it through the spigot. Next, 
suppose we need 350 tons per 24 hr. from the spigots and 50 from the 
overflow. What difference does it make whether we settle the 350 tons 
of sand in one spigot against (multiplying by 3.5) 1,225 tons of rising 


330 . ORE-DRESSING IMPROVEMENTS. 


water; or settle the 350 tons of sand divided out between 15 sorting col- 
umns, requiring 1,225 tons of rising water also divided out between the 15 
sorting columns. The 15-spigot classifier, then, if it is steadily and evenly 
fed, requires no more water and delivers overflow no more dilute than a 
one-spigot classifier. 

The writer believes he has clearly proved that both better classification 
and more classification are needed. 

Let us see what difficulties, if any, have to be overcome in order to put 
good_classifiers into a mill. 1. No one has yet succeeded in designing a 
good classifier that does not require some attention. The concentrator 
man who swears by fool-proof machinery and declares that nothing shall 
go into a mill that is not absolutely fool-proof can never get good classifi- 
cation or make the highest saving. 2. There is a certain lack of breadth 
about concentrator men who, naturally enough, perhaps, like to have their 
own machines, and refuse to allow the machines of outsiders to succeed 
in their mills. One instance of this may be mentioned. A classifier which 
had a screen in it was tested in a mill. In some way unknown to the de- 
signer the screen had holes develop in it as large as a crowbar would make. 
The manager asked the concentrator man to have samples taken and 
assays made to see what results the classifier would give. Of course the 
result was as bad as could be and the classifier was condemned and thrown 
on the junk pile. If the holes came by accident, the classifier was not in 
fit condition to test. This paragraph really belongs to the discussion of 
professional ethics, which has been so much under discussion lately. 
For example, has a concentrator man a right to turn down good machinery 
by unfair tests and deprive the stockholders of his company, whose money 
pays his salary, of the extra dividend that might be developed? 

If, then, it be admitted that fool-proof machinery of certain classes is 
bad machinery and that more perfect performance can only be obtained 
where the machine requires greater care, how can this care be secured? 
The answer is, get a higher-priced man to inspect and see that the machines 
are run properly and are always in good order. 

Good classification can save large sums of money, $25,000, $50,000, 
$100,000 or more a year. If to run such classifiers we require a $1,500 
man and three of him for the three shifts, it would pay well to spend $4,500 
a year to make any of the above figures of saving; $4,500 is only 18 per 
cent. of $25,000 and 9 per cent. of $50,000. What successful business 
man hesitates to spend 25 or even 50 per cent. of the net income 
in advertising in order to make the business? It is common, every-day 
custom. Then why should we not spend 18 or 9 per cent. of the increased 
net income in order to bring ore dressing to the highest pitch of profit? 

The conclusion, then, is that we need better classification, more classi- 
fication, and higher-priced, broader-minded men to see that the greatest 
benefit is derived from the improved machinery. 
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Discusston, 

C. D. Demonp, Anaconda, Mont. (communication to the Secre- 
tary*):—Any one who has observed the increased efficiency of the 
Wilfley tables in a mill when fed from a reasonably good hydraulic 
classifier, as compared with tables fed from a spitzkasten, will agree to 
the advantage of “ better classification.” It’must be gratifying to Dr, 
Richards to know that, directly or indirectly, many mill men are 
responding to his persistent advocacy of correct principles of ore 
dressing. As he says, these principles mean much for both the con- 
servation of resources and the profit of operators. 

When Dr. Richards gives us accurate figures as to the maximum 
size of free mineral grains in the tailings of the Wilfley table and of 
the vanner, they will be of a good deal of practical value in delimit- 
ing the proper fields for the Wilfley, the vanner, and the round table. 
He has coined the terms “free settling” and “hindered settling.” ! 
The series may be completed by adding “crowded settling,’ the 
main principle of action on both the vanner and the Wilfley table, 
which is the principle of separation in a mass of grains crowded as 
closely together as they can be and yet continue free to move between 
one another; and the occurrence of larger mineral particles in the 
Wilfiey tailing than in that from the vanner is apparently caused by 
the more violent agitation, due chiefly to the purposely sudden 
reversal of the stroke. It seems likely that the agitation caused by 
the wash water dropping directly upon the concentrate on the vanner 
is more harmful than that due to the shake. For the very finest 
material that can be concentrated by usual methods, the round 
table is superior to the vanner because it does not have even the 
gentle agitation of the latter. The action on round tables is, not 
“ crowded settling,” but “film sizing,” ? but agitation is harmful in 
the latter action. George Gates proved this harm 20 years ago: in 
making the first successful large-scale application of canvas tables in 
California gold mills he abandoned all shaking motion, although he 
had patented canvas tables to which such motion was applied. 

I hope that Dr. Richards’s results as to free mineral in tailings will 
cover different conditions as to violence of agitation, amount of wash 
water, and height from which both the feed and the wash water drop 
to the vanner, density of the pulp, and load per square foot. It will 
also be important to determine whether the efficiency of the Wilfley 
table can be increased. by adopting a plain eccentric motion in place 
of the “ quick return,” which will lessen the violence of the agitation ; 
and produce the travel toward the concentrate discharge end by 
means of a suitably steep, and adjustable, slope in that direction. 


* Received Oct. 17, 1913. 1 Trans., xxvi, 7 (1896.) 
2 Richards: Ore Dressing, vol. ii., p. 644 (1903). 
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Ore Dressing. 


Discussion of the papers of Albert E. Wiggin, p. 209; Earl S. Bardwell, p. 266; Robert 
Ammon, p. 277; and Ralph Hayden, p. 289. 


BY ROBERT H. RICHARDS, BOSTON, MASS. 


Tue group of fonr papers on ore dressing read at the Butte meet- - 
ing, all of them dealing with the recent developments at the Great 
Falls and Washoe plants of the Anaconda Company, form an ex- 
tremely important contribution to the subject of ore dressing. It 
proves the efficacy of the new hindered-settling principles first brought 
out in a paper entitled Close Sizing Before Jigging' and later elabor- 
ated in a paper entitled Development of Hindered-Settling Apparatus,’ 
and it is the first large demonstration on this class of mill that has 
been made. 

It must be very gratifying to all mill men to have these papers at 
hand, charged with careful investigations and results pointing to the 
conclusions reached; the papers cannot fail to be a great help to 
every designer of mills and to mill men who are working on this 
class of concentration. 

The papers have dealt with their subjects so completely and have 
demonstrated every point from beginning to end in each case so 
thoroughly it leaves little for the commentator to say in the way of 
criticism. Therefore it seems best to him to confine himself to 
adding a few points of history which he believes will be interesting 
to the readers. 

Referring to the paper by Mr. Wiggin, and to the fact that the 
Richards hindered-settling pulsator classifier was turned down, the 
writer wishes to say that this classifier was the first of its kind that. 
had ever been introduced, and since that time it has undergone great 
developments which he believes would overcome the difficulties en- 
countered in the test. In fact, there was one test made at Great 
Falls which with the Wilfley tables and vanners brought all the tail- 
ings down to 0.36 per cent. copper except the fine slime. Since that 
time, and since the classifier has been further developed, in one 
Colorado mill it proved a wonderful amalgam catcher, catching in all 


1 Trans., xxiv., 409 (1894). 
* Trans, xli., 396 (1910). 
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in a year $30,000, according to the mine report, which was not known - 
to be caught before the classifier was put in, and in another Colorado 
mill the success was so great that the manager declared if he could 
not have that classifier he would resign his position. 

The writer was honored by Mr. Mathewson by an invitation to 
walk through the mill with vanning shovel and screen in hand, and 
by them to call attention to the points at which losses were being 
made. This was done shortly before the investigations, results of 
which have now been published, were made. Starting from the 
2}-mm. jigs, he examined the tailings of all three sets of jigs, and of 
the Wilfley tables, and demonstrated that fine free mineral was going 
into the tailings at every point. He remarked to Mr. Mathewson 
that if the proper classifier was used this fine free mineral could be 
so removed from the feed to these machines that it would not appear 
in the tailings, and instead would appear in the concentrate of 
machines further down the line; and the writer further stated that 
he believed the hindered-settling classifier was the machine to do this 
work. 

The special advantages of a good classifier, and also those advan- 
tages which hindered settling gains over free settling, are as follows: 

1. The feed for jigs and Wilfley tables is so perfectly prepared for 
those machines that the capacity of the machines can be greatly in- 
creased with a classified product over what it would be with a natural 
product; in fact, Mr. Wheeler has informed the writer that the 
coarser Wilfley tables in the Great Falls mills have been put up to 
the capacity of 120 tons in 24 hr. without harming either the concen- 
trate or the tailing. This, of course, could not be done with the finer 
Wilfleys, but the finer Wilfleys are also increased in capacity. In 
comparing the hindered-settling classifier with the free-settling, the 
former is much more efficient in this work of increasing the capacity 
of the Wilfley tables than is the latter. 

2. The fine free mineral, the presence of which in the tailing of jigs 
and Wilfley tables when fed with natural product was a source of loss, 
which was pointed out in the paper entitled Development of Hindere d- 
Settling Apparatus, is completely removed by a good classifier, and 
in this case the hindered-settling does the work better than the free- 
settling classifier. The fine free mineral which would be in the earlier 
spigot and therefore in the tailing of the coarser machine, 18 pushed 
along to be saved by the later finer machine which is adapted to ita 
treatment. This happens all along the line down to the finest machine, 
in fact until we have reached the colloidal material, which is so fine 


that it cannot be treated. 
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3. The first spigot of a classifier must of necessity be enriched to a 
very great degree over the later spigots. This was brought out in 
the paper, Development of Hindered-Settling Apparatus, and the 
added product which enriches it was called the “added increment,” 
as being those particles of heavy mineral which were there in excess 
over and above the portion which was a truly classified product. 
This again is more perfectly done by the hindered-settling classifier 
than by the free-settling classifier because the ratio between the 
diameters of the waste minerals and the heavy mineral is much 
greater in the hindered-settling than it is in the free-settling. 

4, The eliminating of slime from the spigots is more perfectly done 
by the hindered-settling classifier than by the free-settling classifier ; 
in fact, the complete elimination of slime by any free-settling classifier, 
even the best forms, requires such an increase of water that it is 
almost impossible and impracticable. The elimination of slime from 
the spigots by the hindered-settling classifier is practicable and re- 
quires no excess of water to accomplish it. When slime is fed with 
the sand to a Wilfley table it always appears in the head water cross- 
ing the tables, and it is a sure sign that the tailings of the Wilfley 
table are carrying away to waste some fine free mineral that should 
not be there. 

In regard to the papers by Bardwell and Ammon on the hindered- 
settling principles and the Anaconda classifier, it is very gratifying 
indeed to see how the first tests described in Close Sizing Before 
Jigging show that the teeter chamber and the constriction there 
described have completely realized on a large scale the original 
predictions. 

In connection with this hindered-settling classifier adopted by the 
Anaconda Copper Mining Co., it is interesting to record that the first 
hindered-settling classifier which included a teeter chamber above 
and a constriction below, systematically put together without the use 
of a pulsating current, was installed in the Wolftung mill, in Boulder 
county, Colorado, some time about 1907. This classifier was designed © 
by the writer. 

Another very interesting point has been brought out by these 
investigations: namely, the determination of the relative areas of 
cross-section that are suitable for the constriction and for the teeter 
chamber, It is evident to a casual observer that there must be some 
ratio which makes for a suitable teetering condition in the teeter 
chamber, and at the same time a discharge of the heavier grains 
down through the constriction, for if the constriction were too small 
the teetering condition in the teeter chamber might be in perfect 
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order, but the rising velocity through the constriction would be so 
great that no sand would go down. This would be the case where 
the ratio between the two areas was too large. On the other hand, 
if a straight vertical tube was used, in which the lower part, where 
the constriction ought to be, was no smaller than the upper part, 
where the teeter chamber ought to be, then,there could be no teeter 
chamber at all, for the moment that a grain of sand entered the top 
of that sorting column its fate would be determined; if it was heavy 
enough to settle it would go down and out without hindrance, and if 
it was not heavy enough to settle it would go up and out. Hence 
there must be some ratio which is suitable for each size of grain 
between the area of the cross-section of the teeter chamber and that 
of the constriction. 

The writer has determined these relative areas by several different 
methods, but has never reached a final conclusion which was abso- 
lutely demonstrated as to just what the ratios between the areas ought 
to be. He has again and again proved that for coarser sizes the ratio 
should be smaller, and that for finer sizes it should be larger. The 
determination of the proper ratios given by Mr. Bardwell is most 
interesting, and presumably has been demonstrated with sufficient 
thoroughness to be of permanent value. Besides varying with 
different sizes of grain, it will probably be found to vary with different 
specific gravities of mineral, and in consequence for commercial work 
it will be necessary to adopt some general approximate ratios to do 
this work. This has been done with the writer’s own hindered- 
settling classifier. 

It is also very gratifying to note that the prediction made in The 
Development of Hindered-Settling Apparatus, that the space between 
the concentrate and the tailing should be so widened by hindered 
settling that there would be a valley between the two, has been 
realized in this work to a very marked degree. 

In regard to the paper on the concentration of slime, by Mr. Hayden, 
the writer thinks a word of history can well be put in here. He had 
visited a number of the Gates canvas plants in the gold mills of 
California and had made a special study of them, having in mind the 
slime problem of the large mills; he also visited in Telluride, Colo., 
a mill which had adopted the Gates canvas plant, which was success- 
ful there in concentrating slime. This Telluride plant, however, did 
not persist because it was found that cyaniding was more successful 
for the precious metals, and cyaniding did not work in satisfactorily 
with the Gates canvas plant. 

About this time the Taylor-Woodworth experiment was tried at 
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Lake Superior on the slime of one of the great copper mills. This 
process employed a Gates canvas plant with the slight changes neces- 
sary to make the discontinuing of the feed and the washing off of the 
concentrate so nearly automatic that one man could attend 100 or 
more tables, while by the Gates method one man could tend only 24 
tables. For various reason the Taylor-Woodworth plant was not 
continued. 

The writer conceived the idea of making a continuous canvas table 
in a circular form which should be automatically fed and discharged, 
and would therefore reproduce the Gates conditions with the labor 
item almost entirely removed, the table being provided with a rough 
canvas surface and being run extremely slowly. When he reached 
this point he discussed it with Mr. Goodale, of the Anaconda Com- 
pany, and Mr. Goodale immediately tested the idea in the slime plant 
at Great Falls, which was then in the experimental stage. After 
trying canvas for a while and finding that the rough surface so 
obtained encountered difficulties from the greasiness of clay or tale 
mineral he tried the use of rough cement surface instead, and found 
that the latter was far better than the canvas, giving no trouble what- 
ever from the greasiness which existed on the rough canvas surface. 

The investigators at Great Falls tried many other tests, all of them 
looking toward simplicity and efficiency, and the resulting slime table 
now used at Anaconda is that which they developed. It has drifted 
away from the Gates canvas plant idea suggested by the writer in 
several points, but it has retained the rough surface and the slow 
rotation. It is especially gratifying to the writer to find that this 
round table is winning out so finely and is able apparently to handle 
the slime problem in these large complex mills quite as well as, if not 
better than, any of the modern slimers which have been invented. 
It is particularly gratifying since he has watched the round table 
losing ground year after year until it has been taken out of nearly all 
the mills in the United States; the round tables in one of the great 


copper mills at Lake Superior are the only ones known to him to be - 


in operation at the present time. He has held the ground all along, 
and believed that he was right, that the day would come when these 
round tables would come back into the mills and be used on the 
product for which they were especially adapted. He believes that the 
tables which have been thrown out by mills have been so thrown out 
because they were asked to treat a product which was too coarse for 
them, and as a result their tailing ran too high in values. He believes 
that if the proper size is fed to the round tables, and a rough surface 
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is used, the round table will be found to be the best table there is for 
handling these very fine products. 

As Mr. Hayden says, when we get down to the colloidal material— 
that is, the material which floats in the water like clay—we have got 
beyond the reach of water gravity concentration. 

In winding up these remarks the writer wishes to express his great 
gratification at the liberal way in which the Anaconda Company has 
acted in regard to these papers. It is a direct boon to all the en- 
gineers, and to the country, that these investigators should have been 
permitted to put their ideas on paper and give them out to the world. 
It is to be hoped that other companies will find that their financial 
and commercial interests are not harmed by allowing a similar work 
to be made public so that the engineers and mill men of the country 
ean have the advantage of gaining the inside view of the development 
of ore dressing in all our great mills. 
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The Evolution of the Round.Table for the Treatment of 
Metalliferous Slimes. 


BY THEODORE SIMONS, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


Durine the last half century a great amount of ingenuity and energy 
has been devoted to the invention of appliances for the recovery of 
valuable minerals from very fine sands and slimes. The reason for 
this is that in almost every dressing plant the greatest losses of values, 
considered relatively as well as absolutely, occur in the treatment of 
slimes. The natural aim of mill operators to minimize these losses 
has in recent years received another impetus, from the fact that the 
gradually diminishing occurrence of high-grade ores makes a more 
intense recovery of values from existing resources absolutely necessary 
for profitable operation. 

The results of such attempts are found in the appearance of a great 
number of machines and appliances which make it profitable to-day 
to rework old dumps, containing the tailings of older processes. A 
constantly growing difficulty of obtaining skilled labor and the increase 
in wages made it prohibitory to employ those types of machines 
which required much attention, and in the middle of the nineteenth 
century the various concentrating tables of the percussion type, which 

automatically discharge their products, began to take the place of 

the intermittent tables, on which, when the bed had reached a certain 
thickness, operation had to be stopped in order to allow the skimming 
by hand of the separate layers formed on the table. 

In the course of years, two general types of machines evolved for 
the treatment of fine sands and slimes: The so-called concentrators 
and vanners, on the one hand, and the buddles and round tables on 
the other.’ For the profitable treatment of the very finest slimes, 
round tables have as a last resort proved more satisfactory and eco- 
nomical than other machines. 


In recent years they have again become the subject of close inves- 


' Another type of machines, making use of centrifugal force, is at present being tried 
out at the Washoe works in Anaconda, Mont. 
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- tigation on the part of the mill operators, with a view towards im- 
proving the mechanical features of these machines and thus making 
them surer of success in the competition with shaking tables and van- 
ners, which during the last decade have to a large extent usurped the 
function of slime-treatment machines. 

It is the intention of this paper to outline the evolution of the so- 
called round tables from the form in which they first appeared in the 
dressing plants of Germany and Austria to the various forms in which 
they are found to-day in the dressing plants the world over. 


GENERAL PRINCIPLES. 


The ultimate success of a machine depends in the first instance on 
its strict compliance with the laws and principles controlling the work 
to be performed. No amount of mechanical perfection can assure 
success when these Jaws and principles are violated. 

To enable the reader to draw correct conclusions as to how far the 
tables described in this paper have complied with fundamental prin- 
ciples, and in order to point out in which direction future improve- 
ments must be looked for, the writer deemed it helpful to explain 
briefly the principles and fundamental laws which underlie a separa- 
tion of minerals on so-called round tables as well as on other 
machines. They are generally known under the name of film 
sizing. 

Fito SIzINe. 


If we spread out, in a very thin film, on a slightly inclined plane, 
water-sized (classified) pulp containing equal-falling particles of 
mineral, the water running down the incline will not attack all the 
points of each particle with the same force as in a deeper stream, but 
the larger particles of lesser density will be exposed at their higher 
points to a greater force than the smaller, dense particles, because 
close to the deck of the table the water, due to adhesion, has a lesser 
velocity than in the upper part of the film. 

The result is, that, given a mean velocity of the water, which 
depends on the inclination of the table, the coarser particles of less 
density will be carried away by its force, while the denser—that is, 
the finer—particles will resist the action of the water and remain cling- 
ing to the tables. In this manner a separation is made, in which the 
specific gravity (density) of the particles seems to play the chief role. 

An important requirement for a separation of the equal-falling 
particles on an inclined plane is a thin film of pulp and water, be- 
cause only in a thin film can a difference in the force of attack on the 
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individual points of the particles of different size take place. If the 
water flows over the incline in a deep stream all points of each parti- 
cle are attacked by the water with nearly the same force, and a sorting 
action will take place according to the law of equal falling. 

Therefore, to subject a classified pulp to the action of a deep stream 
of water is practically the same as subjecting it to another process of 
classification, which may turn out to be more perfect than the preced- 
ing one; but will not effect a separation or concentration of the values. 

A further important condition for a successful separation is the 
proper velocity of the flow of pulp and water over the table; which 
depends likewise on the inclination of the table. Up to a certain 
inclination the stream of water flowing over the layer of pulp will 
have no effect on the particles, because the velocity of the water is 
too small to move them. If, on the other hand, the inclination is 
too steep, the velocity will be so great that the denser particles will 
be carried away with the less dense ones. Only a mean inclination 
of the table, and therefore a mean velocity of the pulp and water, will 
permit a separation according to specific gravity. 

Another requirement for successful separation is the proper con- 
sistency of the pulp. If too thick, that is, if the percentage of solids 
in the diluting water is too great, the water cannot act undisturbed 
upon the individual particles contained in the pulp because of inter- 
ference of the particles among themselves. If the pulp is too thin, 
larger table area is required to do the same amount of work; in other 
words, the capacity is unnecessarily diminished. 

What the consistency of the pulp should be in any individual case 
is a problem that can only be satisfactorily solved by careful experi- 
ments and trials. 


Finm Sizina APPLIANCES IN GENERAL. 


Appliances that depend partly on separation by falling through a 
horizontal current of water and partly upon the differential rate of 
travel along the bottom of the stream have been in use from imme- 
morial periods. They constitute the most primitive type of a dressing 
plant and illustrations of them are found in Agricola’s De Re Metal- 
lica, published iu 1556 (see Figs. 1 and Q\s They are found in almost 
Edenton, but doubtless independently invented, forms among semi- 
civilized races all over the world. 


BuppDLEgs. 


As usually constructed, these consist of-a rectangular inclosed 
wooden trough, at the betael of which the pulp to be treated is fed in, 
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an additional stream of water being sometimes 


run in near the head 
of the trough. 


The inclination of the trough, the quantity of 
water, and the resulting velocity of the current are 
to the size and weight of the particles of miner 
mineral remains at rest in the trough, while the ] 
In order to prevent particles of the lighter material from being en- 
tangled in and held back by the heavier 


, it is necessary to work the 
material lying on the floor of the trough up against the current, 
which is usually done by means of a broom, rake, or hoe. The clean 


so proportioned 
al that the heavier 
ighter is carried off. 
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A—Pipe. B—Cross launder. C—Small troughs. D—Head of the Buddle. 
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Fig. 1.—From Agricoxa’s De Re Metallica, PuBiisHEp in 1556. 


heads thus obtained are usually shoveled or raked out from time to 


time, while the water runs off continually. Fig. 3 shows a buddle 
as described above. 


Rounp TABLES IN GENERAL. 


From the rectangular buddle described above, developed in the 


natural course of evolution the round table. 


A large number of very narrow rectangular buddles arranged 

© . . . . . . . = 
around a common center, with their longitudinal dividing walls 
removed and the vacant sectors between the buddles filled out, form 
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the so-called round table, either of the form of a cone (convex) or 
that of a funnel (concave), according to whether the inclination of the 
surface is away from or towards the center. 

The principle of action of the round table is identical with that of 
the rectangular buddle, except for the fact that the velocity of the 
pulp as it flows down the table is not uniform, because on a convex 
table the pulp spreads out over a larger surface, while on a concave 
surface it is crowded into a smaller area. In the first case the thick- 
ness of the film of pulp and therefore its velocity gradually decrease, 
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Fie. 2.—From Agricona’s De Re Metallica (A. D. 1556). 


while the reverse takes place in the concave or funnel-shaped table. 
The less dense particles rushing towards the discharge end of the 
table will therefore accumulate at this portion of the table ina thicker 
mass in the case of a convex table and in a thinner mass in the case 
of a funnel-shaped table. Inasmuch as these particles are destined 
to go to the tailings dump or to another machine, this feature does 
not seriously affect the concentration of values, which takes place in 
the upper portion of the table. 
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Rounp TABLeEs oF THE INTERMITTENT Typpr. 


The first round tables, like the rectangular buddles, were intermit- 
tent machines; that is, after having been fed with pulp and water for 
a certain period, the operation had to be stopped to allow the skim- 
ming of the various layers of material formed. 


‘ 


Convex Rounp TaBLes—INTERMITTENT ACTION, 


Figs. 4 and 5 illustrate one of the old constructions of a convex 
round table. The table A forms a ring with an outside diameter of 
20 ft. and an inside diameter of 6 ft., which gives a radial length of 
the table of 7 ft. The deck consists of boards, nailed on the sills B, 
which are arranged star-shaped. The surface is carefully trued with 
a plane. The lower end of the deck is surrounded by a board wall, 


Fic. 3.—REcCTANGULAR BUDDIE. 


A,, from 9 to 12 in. high. The openings O in this wall permit the 
discharge of the tailings into the tailings launder R. The inner concen- 
tric wall A,, which is 12 in. high, is joined by the conical distributing 
apron H, which receives the feed through the funnel C. The center 
post K carries the step bearing for the spindle S, which at its upper 
end is supported by the bearing Z, and is revolved by means of the 
gearing T and the pulleys P. 

The pulp is brought to the table in the launder #,, which delivers it 
into the funnel C, whence it flows on the table via the apron H. Two 
sockets C,, cast integral with the funnel, carry the arms D on which 
are fastened the windlasses V and WN, by which the brushes F and F, 
can be adjusted. These arms with their brushes make from 10 to 12 
rev. per min. The object of the brushes is to keep the layer of ore 
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smooth. In proportion as it increases in thickness the brushes are 
raised by means of the windlasses. 

One drawback of these tables is, that, due to the variable current 
of the pulp, the bed forming upon the deck changes its inclination 
and that it remains too loose, permitting the formation of furrows, 


Fig. 5, 


Figs. 4 AND 5.—Convex Rounp TABLe. 


which prevent a perfect separation of the minerals. It is therefore 
not possible to make a clean product in one operation, but the several 
products must be re-treated on another set of tables. 

The work is intermittent, due to the necessary stops for skimming. 
It takes from’2 to 8 hr. for the table to form a layer ready for skim- 
ming. 
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Convex round tables of the intermittent type similar in design and 
Operation to the one shown in Figs. 4 and 5, but making use of ma- 
sonry Instead of wood construction, are also built, (See Figs. 6 and 7 ) 


Fia. 7. 
Fies. 6 Anp 7.—Convex Rounp TABLE, MAsonry CoNsTRUCTION. 


Concave Rounp TaBLE—INTERMITTENT TYPE. 

The substructure of the concave or funnel-shaped table is very 
similar to that of the convex table, as will be seen from the illustrations, 
Figs. 8 and 9. The deck A, which rests on the sills B, is surrounded 
by a wooden wall A, from 12 to 15 in, high, supporting the} conical 
feed apron H which receives the pulp for distribution on the table. 
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In the center the table is cut off by a wooden barrel A,, 6 ft. in 
diameter and extending 12 in. above and 18 in. below the deck sur- 
face. The upper part of the cylinder is perforated to allow the pas- 
sage of the tailings, which are carried off by the tailings launder R. 

The distribution of the pulp, which is brought to the table by the 
launder #,, is effected via the funnel C, from which radiate the four 


Fie. 9. 
Fies. 8 anpD 9.—Concave Rounp TABLE. 


Jaunders D which spread the pulp on the feed apron H. The laun- 
ders D also carry the windlasses V by means of which the position 
of the brushes is regulated. 

The spindle revolves 10 times per minute. Owing to the fact that the 
four revolving launders distribute the pulp more uniformly over the 
table, the surface of the bed of minerals remains smoother on a con- 
cave than on a convex table, which results in better work. 
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The principles of operation of the concave table are practically the’ 
same as those of the convex tables. It is likewise intermittent. 

The great drawbacks of intermittent action were soon realized, and 
efforts were directed to the construction of tables which discharged 
the various products automatically, thereby making the operation a 
continous one. } 


Rounp TABLES oF THE ContrINuOoUS TYPE. 


The principle of continuous action was first applied to the round 
table by making the table itself rotate, and allowing the pulp as it 
travels down the incline to come under the influence of stationary 
sprays of water, which wash the various products from those portions 
of the table on which they are formed, and as soon as they are formed, 
into suitable collecting launders. 

In this manner a clean surface is ready to receive another layer of 
pulp when the table has made a complete revolution; in other words, 
the action is continuous, 

Having thus achieved continuous action, capacity was the next 
item of importance. So, rotating tables were made of larger and 
larger diameter. In this process of evolution two obstacles were en- 
countered. As the tables grew larger, they required more extensive 
and costly foundations and substructures, occupying excessive space 
in the mill. Then they became so heavy as to require an excessive 
amount of power, and, being unwieldy, the motion became less 
steady, and as a consequence the separation less perfect. 

These obstacles were overcome: the first, by placing several decks 
on the same central shaft one above the other; the second, by making 
the table stationary and allowing the fixtures, consisting of the feed 
launder, the spray pipes, and the collecting launders, to revolve. 

All modern round tables belong to one or the other of these types 
as they evolved from the first rotary round table, installed in the 
mills at Clausthal in the Harz mountains in 1853. 

In principle, continuous-acting round tables have not undergone 
material changes since their introduction. But numerous mechani- 
cal improvements have been made, chiefly in the choice of material 
for the deck covering. Wood, which was used in the construction 
of the first tables, was subject to the undesirable property of warping. 
It was first replaced by cast iron, which for a great number of years 
was used for deck material as well as for other parts of the machinery, 
although the turning of the castings to a true surface was exceedingly 


expensive then. , 
In the beginning of the twentieth century a covering of rubber 
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was tried on a wooden substructure. The first experiments with this 
material were carried on in the Harz mountains at the Hiilfe Gottes 
mine. The technical results were altogether satisfactory, but the 
cost of this material proved too high in the long run, Next a cement 
cover was tried with a thickness of 3 cm. (1.25 in.). It was found that 
this cement cover would crack through the cold of the winter. To 
prevent this a series of nails was driven into the deck before the 
cement cover was applied, these nails being set 10 cm. (4 in.) apart 
and protruding slightly above the deck. 

This precaution, however, did not altogether prevent cracking, 
and new experiments with covering material were made, with the 
result that a concrete foundation with a thin cement surfacing proved 
in the end to be the cheapest and most satisfactory deck covering. 
A 3-cm. (1.25-in.) layer of concrete was placed on the deck, made of 
rough boards, and finished up with cement. This also permitted 
the surface to be made more or less rough, depending on the charac- 
ter of the slimes to be treated. 

A concrete cover was first employed on the so-called Harz two-deck 
round table (Fig. 10), the upper deck being funnel shaped, the lower 
cone shaped, both decks being fastened to and revolved by the same 
main shaft. 

This arrangement of decks had the great advantage of making 
possible the finishing of the product on the lower deck without taking 
up much mill space, although at the expense of much water. On the 
other hand, the increased weight of the table due to the concrete and 
cement covering made it impracticable to lubricate properly the toe 
and step bearing of the main shaft. In the end it became necessary 
to separate the decks, and at first the upper deck was made revolving 
while the lower one remained stationary. 

This new method of covering the table with concrete and cement 
had the other great advantage that it permitted giving the table in 
loco an inclination best adapted to the nature and the consistency of 
the slimes as found by trial. It also permitted a ready change of 
this inclination should a change in the nature of the feed demand it. 

One disadvantage of these tables is, that a small unevenness of the 
surface, which even with the greatest skill in turning will occur, is 
apt to cause an accumulation of the heavier material in concentric 
rings, particularly when the table is overfed. 

In recent years iron decks have come into use again, for various 
reasons. First, the technical improvements in the manufacture of 
iron appliances have made the manufacture of iron decks much 
cheaper than in previous years. An iron deck is also much lighter 
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than a wooden table with a concrete cover, and hence requires less 
power. In round tables of the percussion type, like the Bartsch 
table, wooden decks would not offer the necessary resistance, so that 
in these machines iron decks are used. 


EXAMPLES oF Rounp TABLES OF THE ContTINUOUS TYPE. 


1. Revolving Tables with Stationary Fixtures. 


Figs. 11 and 12 show a revolving round table with stationary dis- 
tributing and receiving launders, and stationary wash-water pipes. 
The deck A has the shape of a slightly inclined cone and, if made 
of wood, it rests on a cast-iron plate which is supported in the center 
by a spider B. The latter is keyed to the vertical spindle D, which 
at the bottom revolves in a step bearing Z, being driven at the top by 


Fic. 10.—Harz Dovsie-Deck REvoLvina TABLE. 


a worm wheel F, through a worm G. The latter forms the end of a 
horizontal shaft provided with a driving pulley 7. 

The distributing launder J is a ring-shaped vessel divided into two 
compartments. The smaller one receives the pulp through the feed 
launder R. Into the larger one flows the wash water from the circu- 
lar tube C, which also provides the spray pipes C,. From the dis- 
tributing launder J pulp and water reach the tables through small 
short pipes in the bottom of the launder. 

As the table revolves, each part of it passes under the pulp com- 
partment and immediately after under the wash-water compartment 
of the distributing launder J, remaining under the influence of the 
latter until it again passes under the pulp compartment. 
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The operation is continuous. The coarsest, barren mineral particles 
are immediately washed off the table into their respective section of 
the receiving launder Z. A middlings product and the concentrates 
which settle on the upper portion of the deck are washed off by the 
spray water into other sections of the receiving launder. 


Fie. 12. 
Fras, 11 AND 12.—Revonving TABLE WITH STATIONARY FIXTUREs, 


The diameter of the table varies with the fineness of the slimes to 
be treated. A common dimension is from 16 to 24 ft. The inelina- 
tion varies from 1 to 10, to 1 to 12. The table makes from 15 to 20 
rev. per hour, corresponding to one revolution in 3 to 4 min. 
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The average capacity is 10 gal. per minute of slimes containing 
from 8 to 10 per cent. of solids. The quantity of wash water is 25 
gal. per minute. The power required is 0.25 h-p. | 

In a more modern construction of revolving table, Fig. 18, the 
substructure consists of iron beams and corrugated iron, which is 
followed by a cement cover, forming the deck. 

The Evans Slime Table.—In the early seventies there appeared in the 
copper mills of the Lake Superior district revolving round tables 
patented by Mr. Evans, which differed from the tables theretofore in 
use by having a stationary conical feed apron or head, which extended 
half way down the incline and was supposed to protect the headings 
formed on the revolving portion of the deck until they were ready 
to be washed off. 


GREER 


Fig. 13.—Revotvine TABLE witH [RON SUBSTRUCTURE. 


Fig. 14 gives the main outlines of the table. A is a launder to 
conduct the slimes from the catch pit or slime box to the distributor 
B, which has a partition B, to separate the clear water from the 
puddled water or slime water. The clear water is supplied by pipe 
P to the distributor, and runs over one-half of the table, while the 
slime water runs over the other half, being controlled by the division 
piece L. The sand and water being on one side of distributor B run 
through its perforated bottom, and are distributed equally over one- 
half of the stationary head ©, and run on the rotating table D into» 
the circular launder JN, then through the waste pipes 00. 

The headings remain on the upper part of table D, and after con- 
centration are shielded from the action of clear water by passing 
under the spiral-shaped stationary head C; until they reappear at the 
end of the revolution from under the widest part of the apron. 
Through the action of clear water the proper grades of ore are 
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washed about half-way down the rotating table D. They then come 
in contact with the diagonal perforated pipe , and are rewashed by 
a succession of small jets from perforations of small pipes. The ore 
passing between the jets is carried around the rotating table D until 
it comes in contact with a jet of water from pipe # and conducting 
board G. The jet F conducts the ore into hutch H through pipe L. 

The middle or second-grade ore is washed off table D by the per- 
forated pipe E, and is deposited in hutch J through pipe K to be re- 
washed. 

The speed of the machine is one revolution in 80 sec. The pitch 
or incline of the table is 1.25 in. to 1 ft. The pitch of head is 1.75 
in. to 1 ft. The capacity of the machine is from 25 to 35 tons per 
day of 24 hr. 

The same type of table was afterwards used at the Washoe works 
in Anaconda, Mont., for treating copper slimes. To save mill room 


Fie. 14.—Evans Situve TABLE. 


the tables were built with two decks on the same shaft, as shown in 
Fig. 15. | 

At these works the construction and operation in the near future 
of a 20-deck revolving round table is under contemplation. This 
subject, I am informed, is treated in a separate paper to be presented 
at this meeting. 


2. Stationary Tables with Revolving Fixtures. 


The Linkenbach Round Table—In 1878 Linkenbach designed for 
the Ems Lead and Silver Works, in Germany, a round table which 
is the prototype of all tables belonging in this class. 

Figs. 16 and 17 illustrate an early construction of this table. It 
consists of a conical deck A with a cement surface on a rough ma- 
sonry foundation. Before hardening, the deck is turned true and 
smoothed. Where mill space is abundant this deck can easily be 


oe 
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made of larger diameter, this being one of the chief advantages of 
this type compared with the revolving table. ; 
The vertical spindle A, carrying the fixtures revolves at the bottom 
in a step bearing M, while to the upper end is keyed the worm 
wheel WN, which is set in motion by the worm E. The latter forms 
the end of the horizontal shaft F provided with a driving pulley H. 

The feed is delivered through pipe Jinto the revolving distributing 
launder J, which is suspended from the pipes AK. Below it, likewise 
suspended from A, is the wash-water launder Z. The water is dis- 
tributed throughout the fixtures by way of the hollow spindle AS. 

Suspended from the revolving beams B and revolving with them 
is the collecting launder G, the individual sections of which deliver 
their respective products into the stationary sump launders O, O,, O,, OF 
by means of pipes of different lengths. : 
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Fie. 15.—OxLp Styte AnAconpA DousLE-DEcK Evans TABLE. 


The separation and automatic discharge of the minerals take place 
in the same manner as in the rotating tables, with this difference : 
That the change of the place of delivery where the pulp is spread on 
the deck is caused by the revolution of the fixtures in the first case 
and by the revolution of the table itself in the second case. 

The wash-water pipes and spray pipes are so arranged that their posi- 
tions can be changed within certain limits. This permits the pointing 
_ of the streams of water in the direction which they must assume in order 
to wash the various products formed on the deck into the respective sec- 
tions of the receiving launder. | 

To save mill space, Linkenbach tables were built with three decks, 
one above the other. Fig. 18 shows an installation of tables of the 
Linkenbach type built by Fried. Krupp in Germany. 

They are built with diameters of from 19.5 to 32.75 ft. The capac- 
ity of the largest size is from 2,000 to 2,400 lb. of material per hour. 
The number of revolutions is from 0.25 to 0.43 per min. The power 
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required is 0.75 h-p. The clear water consumed per minute is from 
48 to 55 gal. 

Principle of Operation of the Linkenbach Table.—The action of this 
table is continuous; that is, the pulp is spread on the table and is al- 


Fra. 17. 


Fie@s. 16 AND 17.—Earty Form or LINKENBACH Round TABLE. 


lowed to separate into various layers, which are washed off succes- 


sively into respective sections of the receiving ] : 
: aunder, which 
with the fixtures, bya: ) revolves 
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If we observed any particular section of the table during a com- 
plete cycle of operation we would see, if conditions were tea ap- 
proximately the following picture: In flowing down the table the 
individual particles of the pulp will settle on the deck in concentric 
rings according to their specific gravity, the densest nearest to the top: 
and the less dense nearest the circumference. If we have a pulp 
containing, for instance, galena and blende as the valuable constitu- 
ents with, say, quartz as a gangue, that section of the table over 
which the pulp distributor has just passed will immediately be ex- 
posed to the action of the wash water, which washes the gangue off 
the table into its respective section of the collecting launder. There 
remains then on that section of the table near its circumference a ring 


Fic. 18.—Tasies oF THE LinKENBACH Typr, Burtt By Friep. Krupp, 
GRUSONWERK, GERMANY. 


of the next dense particles, consisting of middlings containing blende, 
some galena, and some quartz. This layer of material is now at- 
tacked by the first set of spray pipes that come along in the course 
of revolution and is washed into its section of the receiving launder. 
Next the layer of blende higher up is attacked by a following spray, 
then a layer of blende mixed with some galena still higher up, and 
at last the pure gaiena particles nearest to the top of the table, all 
being washed into separate compartments of the receiving launder. 
After the last spray has passed that section of the table, it is com- 
pletely cleared to receive a new layer of pulp from the pulp distrib- 
uting launder, which follows in the wake of the last water spray. 

By the proper distribution and direction of the sprays in relation 
to the pulp distributor a more or less perfect separation can be made, 
as well as a number of finished products, middlings, and clear tailings. 
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3. Percussion Round Tables. 


The success of percussion tables of the rectangular type for sepa- 
rating valuable minerals from their gangue, particularly when sev- 
eral metals are to be recovered, as, for instance, from an ore containing 
galena and blende, has led to the application of the percussion prin- 
ciple to round tables. 
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Fie. 20. 
Fies. 19 anp 20.—Bartsca Rounp TABLE. 


A well-known table belonging to this class is the Bartsch table 
which is operating successfully in various dressing plants in Gu 
many. It is manufactured by the Humboldt Engineering Works Co. 
at Kalk, Germany. 

The Bartsch Round Table-—As illustrated in Figs. 19 to 23, this table 


consists of a cone-shaped deck A made either of two cast-iron plates, 
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turned true and covered with a coat of durable paint, or of a rubber 
sheet stretched over a wooden substructure. The spindle XY, sup- 
ported by a step bearing A,, moves freely within the spider R, the 
latter forming the central support of the table, which on its circum- 
ference rests on the rollers C. To the central part of the spindle are 


Wl) 


YY) 


Fic. 23. 


Fics. 21 ro 23.—Tur BartscH Rounp TABLE. 


fastened the four hollow arms Y on which are suspended the distrib- 
uting launder M, the curved spray pipe A, and the rods WV, which 
earry the collecting launder J. —. vt 

As will be seen, the curved spray pipe A with its auxiliary sprays 
L starts from the end of the distributing launder MW. All sprays 
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receive the necessary wash water under constant pressure through the 
hollow arms Y from the water tank G. The latter is provided with 
a float regulating the inlet valve. The spindle ¥ also carries the 
funnel S which receives the pulp through the launder &, From the 
funnel it flows through the pipes 7’ into the distributing launder JM, 
which feeds the table. 

The mechanical operation of the table is performed by the spindle 
X, which not only rotates the fixtures, consisting of the distributing 
launder M, the spray pipes K and JL, the funnel S, and the collecting 
launder N, but also imparts to the table the tangential shocks in the 
following manner: 

On the shaft His keyed a cam F, which strikes a roller, carried on 
a bearing I underneath the table, at the moment when the table, due 
to the tension of the spring P, is in its artificial state of rest against. 
the stop Q. 

During the forward thrust the spring is further compressed, and at 
the end of the motion the table is jerked back against the stop Q, the 
direction of the jerk being opposite to that of the rotation of the fit- 
tings. By means of sprocket wheels, and chains #,, #,, the motion 
of shaft H is transmitted to shaft H, at the end of which is a worm 
H, which rotates the worm wheel H, at the bottom of the spindle 1. 
This arrangement permits of a change in the speed of revolution 
whenever desired. 

Fig. 21 shows a somewhat different arrangement for regulating the 
speed of revolution by the use of step pulleys in place of sprocket 
wheels, and the shaft # which carries the cam is set in motion by a 
spur wheel on shaft LL. 

The pulp is spread on the table through the perforations of the dis- 
tributing launder M, and if the table has the proper inclination the 
gangue will leave the table, while the valuable (denser) minerals will 
cling to it until they come under the influence of the spray water. 

The individual products are washed into the respective sections of 
the collecting launder NV, which rotates with the other fixtures, and 
they are finally discharged through the pipes U, of different length, 
into the stationary circular launders 7, Z,, Z,, Z,. 

The diameter of the table is 13 ft. It is capable of treating about 
0.5 ton of slime per hour. The forward thrust of the table produc- 
ing the shock is from 10 to 20 mm. During one-half revolution 
from 100 to 120 shocks are imparted to the table. A complete revo- 
lution of the fixtures takes place in about 2 min. 

From 0.25 to 0.5 h-p. is required for operation. The consumption 
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of spray water per hour is from 12 to 18 gal. for light material, and 
up to 35 gal. for heavy material. 

Principles of Separation of the Bartsch Percussion Round Table.-— 
While gliding down the incline, the tangential shocks imparted to 
the table compel the particles of mineral to follow a path which is 
the resultant of the straight path down the incline and the path at 
right angles to it, due to the shock. 

The distance traveled in the direction of the incline is greater, the 
less dense and the larger the particles, while the distances traveled in 
the direction of the tangential force causing the shock are practically 
the same for all particles. This is due to the fact that the weight and 
therefore the momentum of these particles is approximately the same. 

As a consequence, the resultant paths traveled by the individual 
particles will form different angles with that generatrix of the cone on 
which the said particles started on their journey down the table, the 
magnitude of the angle being a function of density, the largest angles 
corresponding to the densest, the smallest angles to the least dense 
particles. 

This process is repeated during each time interval between two 
successive shocks, and each individual particle is advanced not only 
into another generatrix of the cone, but also into a larger parallel 
circle of the table; that is, towards the lower circumference of the 
same. 

The distances between two parallel circles measured in the direc- 
tion of the generatrix, due to acceleration, become greater and greater, 
while the angle formed between the resultant path of the particles 
and the generatrix in which this particle happened to be at the begin- 
ning of the last time interval, becomes smaller and smaller. 

If we connect the positions occupied in succession by one and the 
same particle during its travel over the whole table surface, we obtain 
a curve, which in its horizontal projection corresponds to a spiral. 

Since the individual particles of a classified feed have different 
densities, we shall get different curves which will be more or 
less steep. The least steep curve which intersects the circumference 
of the table at a point farthest from the generatrix on which the 
particle started its journey, corresponds to the densest particle, and 
vice versa. ; 

If we treat, for instance, a pulp containing as valuable minerals 
galena and blende, with a gangue of, say, quartz and graywacke, the 
table, after being set in operation, will present at any individual 
moment the picture shown in Fig. 24. ’ 

The pulp is spread upon the surface 1-2-3-4, and the gangue is 
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washed into the section HE, of the collecting launder NV. On the 
surface 2-3-5-6 the separation of a second-grade (less dense) blende 
product takes place, which is washed into the section H,—H, of the 
collecting launder; on surface 5-6—7-8 is made a first-class blende 
product and washed into section #,—H, of the launder; finally a 
second-class galena product is separated out on surface 7-8-9, and a 
first-class galena product on surface 8-9-11—10—8, and washed respect- 
ively in sections H.-F, and #.—£, of the collecting launder. 


Fig. 24.—DisTriBuTION oF PRopucts oN THE BARTSCH Rounp TABLE. 


4. Revolving Round Tables with Adjustable Inclination of the Deck 
(System Demuth). 


Various attempts to construct tables with adjustable slope have 
been made, with more or less success. 

Such a table is built by the Firma Groeppel in Bochum, Germany 
and is illustrated in Fig 25. At this moment the writer has at hie 
disposal no drawing showing the details of construction of this table. 
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It appears, however, that the sections which compose the table over- 
lap each other slightly, and are fastened at their upper ends to a 
sleeve which can be moved up and down the main vertical shaft 
thereby changing the slope of the deck within certain limits. The 
deck covering, which is either rubber or linoleum, is in one piece. 
Round Tables with Conoidal-Shaped Decks.—The generatrix of the 
deck surface of all tables described in the preceding pages is a straight 
line. At the Reduction Works of the Boston & Montana Mining Co. 
at Great Falls, Mont., tests are being made at present with round 


Fig. 25.—REvoLvyine TABLE WITH ADJUSTABLE SLoPpE. System DEMUTH. 


tables, having a deck the generatrix of which is the arc of a circle, 
whose chord has an inclination from the horizon varying with the 
fineness of the pulp to be treated. 

The description of these tables and the results obtained, I am told, 
form the subject of a separate paper to be presented at this meeting. 

It is the writer’s belief that by referring to these tables he has 
arrived at the latest stage in the evolution of round tables, and there- 
fore at the end of the task which he started out to accomplish in 
presenting this paper. 
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Roasting and Leaching Tailings at Anaconda, Mont. 


BY FREDERICK LAIST, ANACONDA, MONT. 


(Butte Meeting, August, 1913.) 


Wuite remodeling No. 1 section of the concentrator at the Washoe 
Reduction Works of the Anaconda Copper Mining Co. during the 
summer of 1912, for the purpose of ascertaining what additional 
metal recoveries could be made by improvements in concentration 
practice which had been developed by the staff of the Boston & Mon- 
tana Reduction Department, at Great Falls, it was deemed advisable 
to carry on some experiments on the treatment of the regular mill 
tailings by roasting and leaching, to see whether the losses of metal 
values might not be still further decreased. 

In the course of these experiments about 5,000 tons of tailings were 
roasted, and of the resulting calcine about 200 tons were leached. 
The results were so satisfactory that it was decided to continue the 
work on a larger scale, particularly as regards the leaching end of 
the process, and construction work on an 80-ton roasting and leach- 
ing plant was accordingly commenced during the latter part of Feb- 
ruary, 1913, and is being pushed as rapidly as possible. 


80-Ton Leaching Plant. 


This plant will consist of one 20-ft. roasting furnace of the Mac- 
Dougall type, specially adapted to the work of roasting for leaching ; 
two leaching tanks, 32 ft. in diameter by 12 ft. deep, together with 
the necessary solution tanks, air lifts, precipitating launders, ete. ; 

It has been decided to precipitate the copper from solution on scrap 
iron, so as not to hamper the roasting and leaching departments by 
any weakness that might develop in the precipitating department. 
It is, however, the intention to experiment with a number of different 
methods of precipitation; for example, by electrolysis and by hydro- 
gen sulphide. 

The acid required for the operation of this plant will be purchased, 
as the quantity required is not sufficient to justify the installation of 
an acid plant. An acid plant will, however, be established in con- 
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nection with any large units that may be erected, the sulphur gases 
for the acid plant being obtained by the roasting of fine concentrates. 
The commercial success of the scheme in question, for the treatment 
of tailings or low-grade material of any kind, depends on being able 
to secure cheap acid. Where operations are conducted on a seale of 
several thousand tons per day, a large acid plant will be needed and 
the maximum economy in the manufacture of acid can be realized. 
Given roasting-furnace gases containing 6 per cent. or more of SO,, 
the cost of making acid should not exceed $4 per ton of 60° Bé. acid. 

The plan and elevation of the 80-ton leaching plant are shown in 
Figs. 1 and 2. The general arrangement does not differ materially 
from a cyanide plant for the treatment of gold ores. The plant will 
be used for the treatment of sand and slime tailings, which will be 
mixed in the proper proportions before entering the roasting furnace. 
Experiments have shown that a mixture of four parts sand tailings 
and one part slime tailings percolates without difficulty after roast- 
ing, the percolation rate after roasting being about three times as fast 
as before roasting, due to destruction of colloid in the furnace. 

Fig. 3 shows a sectional elevation of the 20-ft. roasting furnace 
which is being constructed. The furnace is, in general, a six-hearth 
furnace of the MacDougall type. A seventh water-jacketed floor has 
been added for cooling the calcine preliminary to dropping it upon 
the belt conveyers leading to the leaching tanks. 

There are two fire boxes, the flames from which pass over the third 
floor from the top. On the upper three floors the tailings are partly 
roasted and brought to a temperature of about 1,000° F., at which 
temperature they drop on to the fourth floor, where about 1 per cent. 
of salt is added. During its passage over the fourth, fifth, and sixth 
floors the remaining copper, as well as silver, is chloridized, the heat 
in the ore, which is kept from dissipating as much as possible, being 
sufficient for the reactions. A very small volume of air is drawn 
through the chloridizing hearths of the furnace by means of a fan, 
which exhausts into an absorption tower so as to catch any copper or 
silver which may have volatilized. The furnace is expected to have 
a capacity of at least 80 tons per day, on our material, and should 
produce somewhat better results, metallurgically, than the 16-ft. Mac- 
Dougall in which the preliminary experiments were made. 


Roasting Experiments in MacDougall No. 64. 


This furnace was one of our regular MacDougall furnaces (No. 64), 
which we equipped with two fire boxes. These had grates 3 ft. by 
2 ft. 6 in., and were arranged so that the flames could be made to 
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enter on either the third or the fourth floor from the top. Numerous 
observations were made to ascertain which was the better arrange- 
ment and it was finally decided that the third floor was better. When 
the furnace was put on oxy-chloride roasting this was the only floor 
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Fic. 3.—SEcTIONAL ELEVATION OF 20-FT. RoasTING FURNACE. 


that could be considered. Experiments were also made with different 
speeds for the rabble arms. The highest speed tried was one revolu- 
tion in 23 sec.; the slowest, one revolution in 60 sec. Most of the 
work was done with one revolution in 87 sec., but one revolution in 
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45 sec. gave just about the same results. Too high a speed pushes 
the material through the furnace too rapidly and does not give suffi- 
cient time for oxidation. Too slow a speed causes too thick a bed of 
calcine on the floors and does not permit the heat to penetrate readily. 

When the furnace was used for oxy-chloride roasting, the rakes 
were removed from the short arm on each of the three lower floors. 
This caused a much thicker bed to form on these floors and gave only 
one-half as much stirring, all of which tended towards a better con- 
servation of heat and better chloridizing. 

The arms of the furnace and the shaft were air-cooled, except on 
the first and sixth floors, which were not cooled at all. 

The furnace operated smoothly and very little labor was required 
on it, no barring off of accretions being necessary at any time. The 
firing was regulated by means of a pyrometer inserted over the fourth 
floor. It was found that the temperature could readily be kept within 
a few degrees of the desired point, which was 1,200° F. for oxidiz- 
ing and 1,000° F. for oxy-chloride roasting. 

Experiments were made with oxidizing, chloridizing, and oxy- 
chloride roasting. The last-named method gave the most satisfactory 
results, all things considered. The straight oxidizing was quite satis- 
factory, but only one-half of the silver was rendered soluble by it and 
the copper extraction was not so good as by the last method. The 
straight chloridizing was not satisfactory, owing to excessive loss of 
copper by volatilization and difficulty of catching same when mixed 
with tire-box gases. The salt consumption was, moreover, too high. 

In carrying out the oxy-chloride roasting, the upper three hearths 
serve as oxidizing floors. Here the tailings are dried and heated to 
the proper temperature. All of the extra atom of sulphur in the 
FeS, is burned off and much of the FeS and Cu,S are oxidized to 
oxides and sulphates. 

~ When the ore drops from the third floor it is in excellent condition 
for chloridizing, which is done on the fourth, fifth, and sixth floors, 
by means of salt, which, to the extent of about 1 per cent. of the 
weight of calcine, is introduced on the fourth floor. Very little salt 
is required here, because most of the sulphur has been expelled, and 
no firing is needed on these floors, because they are well insulated 
and are kept hot by the heated ore constantly coming down, The 
volatilized copper is small in amount, because most of the Cu,S has 
been converted into CuO before coming in contact with the salt and 
is, therefore, not chloridized, and whatever is volatilized can be 
easily caught by means of absorption towers, through which must 
pass only the small volume of gas from the lower floors. 

The results obtained are given in Tables I., II., and III. 
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Taste I.—Test Period No. 1, Oxidizing Roast on Mill Tailings. 


Period of Test, June 4 to June 14, inclusive. 


S| ae ; | Copper Remain- | [lee ae A : 
a = g @ ing in Tailings | Bas, | | 55 3 g 3 
= ei eq | After Leaching. | 5 = |§ |38/o5/35g] 9 
= ea = © fies ee 2, o = ew 
a = et c Se re et ae uw on (s} ao 
peel fers | f= | leet : -| 3 |a3 i428 ae He | Of | aa 
335 | Se |e | ee. 8 leo S| eS Ota sate Se lees 
pate to2. | 8 88 SE) 88/4 | $2) a6 | 28 92) BS | ge | HA | 
2 S(c®) ©) 68188 Os |] es (SsaC 4 a6 | os ee 
EB) ESE bape yee oS Be o | BS alls 
> p> | > | sae Nicene no: > | i Sh ° S 
el Aled 21 3)3a) a4 We eee 
June | Sarena asa 
4 | 74.3 | 69.0 | 67.6 | 2.40 | 1.50 | 0.44 | 1.94 | 0.26 | 0.77 | 41.3 | 12.4 | 18.0 7.14 
5 63.8 | 60.0 | 69.3 | 2.56 | 2.56 | 0.24 | 2.80 | 0.17 | 1.00 | 45.0 | 12.6 | 12.8 6.00 
6 72.3.1 67.6. | 57.3 | 2.32 | 1.56 | 0.22 | 1:78 | 0.21 | 0.7% 41.9 | 12.6 | 13.2 | 6.50 
7 70.9 | 65.9 | 57.6 | 2.84 | 1.00 | 1.00 | 2.00 | 0.23 | 0.88.) 40.2 | 12.4 | 12.8 | 7.06 
8 | 53.9 | 50.6 | 56.1 | 2.26 | 1.20 | 0.80 | 2.00 | 0.29 | 0.55 | 30.0 | 12-8 | 12.8 6.11 
9 73.3 | 68.3 | 66.3 }.2.37 | 1.78 | 0.92 | 2.70 | 0.22 | 0.72 | 35.0 | 12.6 | 13-2 | 6279) 
10 | 68.4 | 68.6 | 66.0 | 2.72 | 2.44 | 0.30 | 2.74\| 0.16 | 0.73 | 36.0 | 11.8 | 12.0 | 6.95 
11 73.1 | 68.4 | 66.9 | 2.58 | 1.60 | 0.62 | 2.22 | 0.26 | 0.58 | 35.0 | 12.2 | 12.6 | 6.50 
12 65.6 | 61.4 | 58.9 | 2.382 | 1.20 | 0.38 | 1.58 | 0.28 | 0.75 | 40.8 12.0 | 12.6 | 6.50 
13 53.0 | 49.5 | 57.8 | 2.96 | 0.84 | 0.58 | 1.42 | 0.24 | 0.70 | 39.0 | 11.8 | 11-8 | 6.50 
14 73.7 | 69.0 | 66.1 | 2.22 | 1.12 | 0.50 | 1.62 | 0.26 | 0.58 | 36.0 | 11.2 | 11.4 6.50 
PP OGG cosecetconteceenuancats 742.3 |683.3 689.9 (26.35 
Cae a va nd | 
AVECTageS......0...00..| 67.5°| 62.1 | 62.7 | 2.41 | 1.53 | 0.55 | 2.07 | 0.23 | 0.71 88.2 | 12.2 | 12.5 | 6.60 
Pounds copper contained in FEC noe... .. oncee co scensas coceeerensns acct Poncaeveesnece 7,600 
Pounds copper contained in ealeine = 7,850 
OVE eB eiawcnacnencarneeeteatees seeenenc tah rater oseeanetee see seen comer era Se eeecaneeacens 250 
Percentage of coal used to wet weight of feed 3.57 
Percentage of coal used to dry weight Of feed.............ccsce -scecseseccserseseceeeneneeccceeeceesesees 3.88 
Percentage of copper Lost in tailings........0-.-.sesce.ssecesenscanssuencconssneectccaaseasecsassguecessees=srs 16.50 
Percentage of copper recoverable......... $3.50 
Percentage of silver lost in tailings 49.10 
Percentage of silver TEecO Vera bles. c...c5.ccssenn ce ctemmennn-Gecetcis ev ucmencncvurcataqn cus cesttauntugtec-sansssceecs 50.90 


Cost of coal per ton of tailings (dry weight). (Diamondville coal at $4.90 per ton).... $0.190 
Cost of acid per ton of tailings (60° Bé. acid at $3.54 per ton = $4.48 per ton H,SOy).... $0.082 
Value of silver recoverable per tomOf failimgs....-. <<< ...sve--c.ssees-acnecenececesscdencgenensnns'enences $0,163 


During the months of July and August, during which two of the 
test runs and practically all of the calcine for the leaching plant were 
made, our concentrator tailings assayed lower in copper than normally 
by about 0.05 per cent., or 1 lb. per ton. : 

There is no trouble whatever in maintaining a perfectly uniform 
calcine provided a uniform feed is maintained. Occasional “bad 
days” are generally due to the feeder failing to‘ act properly and 
allowing the tailings to “ run.” 

It will be noted that the flue-dust production was remarkably small, 
evidently having been less than 2 per cent. Even when a mixture of 
5 parts tailings and 1 part slime was roasted, the weights of feed and 
calcine checked each other almost exactly after allowances were made 


for loss of sulphur, weight of salt, etc., showing that the flue-dust pro- 
duction must have been very small. 
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Tasie II.— Test Period No. 2, Oxidizing Roast on Mill Tailings. 
Period of Test, July 8 to J uly 31, inclusive. 
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8 62.7) 58.8] 50.6) 2.54 | 1.48 | 0.12 | 1.55 | 0.22 0.75 | 43.3 | 11.2 | 10.4 | 6.28 
9 62.7 58.5 70.3) 2.33 | 1.10 | 0.76 | 1.86 | 0.22 | 0.61 | 42.6 | 10.8 11.6 | 6.70 
10 | 82.6 76.8 60.3) 2.39 | 1.00 | 0.68 | 1.68 | 0.21 | 0.70 | 43.0 | 10.8 | 11.2 | 6.97 
il 63.2 59.0) 61.5] 2.39 | 1.44 | 0.96 | 2.40 | 0.24 | 0.75 | 88.2 | 12.2 | 11.8 | 6.62 
12 79.5 70.5) 64.0 2.37 | 1.56 | 1.30 | 2.86 | 0.18 | 0.75 | 38.0 | 11.8 | 18.0 | 6.62 
13 | 79.0 70.5] 65.7) 2.89 | 2.20 | 0.74 | 2.94 ; 0.14 | 0.88 | 86.5 | 11.8 | 12.8 | 6.00 
14 64.7 61.5 60.4) 2.31 1.60 } 0.76 | 2.36 | 0.15 | 0.95 | 39.5 | 10.8 | 11.6 | 5.00 
7 15 79.8 72.3 67.2) 2.52 | 2.46 | 0.72 | 8.18 | 0.21 | 0.95 | 39.0 | 11.0 | 11.6 | 4.59 
19 65.0 59.7) 49.4) 2.39 | 1.86 | 0.74 | 2.60 | 0.34 | 0.79 | 44.0 | 11.6 | 12.4 | 8.20 
23 78.6 79.1) 70.4) 2.80 | 2.00 | 0.94 | 2.94 | 0.22 | 0.76 | 39.0 | 10.8 | 11.6 | 4.39 
24 | 75.2) 71.9) 59.8) 2.40 | 1.80 | 0.98 | 2.78 | 0.26 | 0.82 | 39.0 11.8 | 12.8 | 4.37 
25 | 66.1! 63.3 70.2) 2.29 | 1.50 | 1.02 | 2.52 | 0.24 | 0.75 | 37.0 | 12.6 | 14.0 | 4.30 
26 51.2} 48.7| 39.4) 2.16 | 1.44 | 0.90 / 2.34 | 0.28 | 0.76 | 42.8 | 12.2 | 14.0 | 4.90 
27 43.4! 41.3] 48.2) 2:14 | 1.30 | 0.88 | 2.18 | 0.27 | 0.90 | 45.5 | 11.4 | 12.2 | 4.88 
28 55.2) 52.0) 39.3) 2.22 | 1.20 | 0.82 | 2.02 | 0.23 | 0.78 | 45.0 | 10.4 | 11.8 | 5.71 
29 65.2 62.2 70.2) 2.25 | 1.7 0.52 | 2.26 | 0.23 | 0.79 | 38.0 | 11.2 | 11.6 | 4.59 
30 61.2, 08.7| 48.4) 2.11 | 1.20 | 0.80 | 2.00 | 0.25 | 0.58 | 40.8 | 10.6 | 12.2 | 3.99 
31 64.6 0.4) 62.8) 2.07 | 1.76 | 0.62 | 2.42 | 0.24 | 0.80 | 36.7 | 12.0 | 12.2 | 6.51 
ee ees 1,187.9 1,121.2|1,058.1 42.07 | | | 
AVETAgES....ccecceeeeeee 65.9 a) 58.8) 2.34 | 1.59 | 0.79 | 2.38 | 0.28 | 0.78 | 40.4 | 11.4 | 12.2 5.58 


REMARKS.—Furnace down from 16th to 17th, changing flame from 4th to 3d floor. Heating on 18th. 
Furnace down on 20th and 21st due to cave in flue. 


SUMMARY. 
EOUHEN CODMEE COMA DEG iY LOCK sc nsgeecra ce cocssescewcentpd inn suchawysduaesssverasciedawetvesterstcesshoeine 12,800 
Pounds copper contained in Calcine.............ccseecccseseeeesseee his see 12,900 
LV VOTE PC ate contenecsralass in cnccushnsevatedenesteiceaanseask Sreistees cossves rece 100 
Percentage of coal used to wet weight of feed... 3.55 
Percentage of coal used to dry weight of feed.... ease 3.75 
Percentage of copper lost in tailings.................... papscantcneenceureses? 19.5 
Green tage Or Sky er LOSb A PAULI ES 2xasccvevvavarsasanmtsiksnisosseasdvoapecets Savsedesssetevcccuetens ake 44.2 
PETCOMASe Or COPDEL LCCOV ELD Gran stascyrosuatscoreasneviyedtacsescors assesment soussecuvacsscosuelesess ace 80.5 
IPELCENLAGE Of SILVEE TECOVOTAD G2 --cencssenancravccccscenesnonsessseicecvasve sss sass ncecdesveess se 55.8 
Percentage of copper in calcine....... Rese LOOLS, 
Cost of coal per ton of tailings (dry weight). (Diamondville coal at $4.90 per ton)...... $0.184 


Cost of acid per ton of tailings (60° Bé. acid at $3.45 per ton = $4.48 per ton HeSOy,).... $0.086 
Vale Of Silver TECOVETADIEC Per LOW OF CATING ...ccecc-ossrsvoce cece vncdogcosrosrescestsnnnodenpneasease $0.176 


It is of the greatest importance in roasting for leaching to avoid 
overheating of the ore, since that would render insoluble a portion 
of the copper. According to Professor Hofman, this copper exists 
as ferrite. It is insoluble not only in the leaching solution, but 
also in concentrated nitric and hydrochloric acids, which makes its 
presence in the tailings very easy to overlook if care be not taken to 
effect the decomposition with hydrofluoric acid. 

Following were the temperatures on the various floors of Furnace 
No. 64, and in flues and hopper: 


| 
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Tapie UL.— Zest Period No. 3, Oxide-Chloride Roast on Mill. Tailings. 
Period of Test, Aug. 2 to Aug. 29, inclusive. 


: — . ry) ete ; ) 
5 el ., (CopperRemaining) é S04)! a eee Oe 
a a | @| 4d | in Tailingsafter | 274 Sgt, Re Fos 
3 Sul) oa aes Leaching Seiten ne alae ele 
al epi | Sale| BS | Os | S04) sal Sia tera ss 
: a So so | Sa ry ett =a |e, 
viet’ Welch Ney col eee : : Pee Mss yet) oat 25 | 88 | ag 
goa jon |-an | ao | a aa|o8 a8 |< g5 | ee pa Wad 
ae | de Sed Sa Sol FS) go bia ce sae’ 2s ey | Oe Se 
Date, 1912. om | mm | ae | om) 2 | Ee | Sk] ae | So | as! As | oe) Ss 
a om | = | o Su | [= 2 ee HO oy a Sa 
S) 2/98) £158 | 23 GS 1281 32 | sa) s | eae 
= | 5 | a re re a, nA BA aS | Oa rm a4 ) fo) 
| 3). Bape 48 | 96 | Sele ee ee eee 
Le ARES PU ae See = eee eee 
= = b= aS | 
a 74.9] 70.7] 61.2} 2.10 | 1.30 | 0.95 | 2.25 | 0.08 0.78 | 45.0 | 10.4 | 11.0 5.59 
3 43.7| 41.1) 51.3) 1.96 |-1.26 | 0.94 | 2.20 | 0.06 | 0.94 | 44.0 | 10.8 | 9.6 5.84 
4 74.6) 70.8) 61.9] 2.15 1.30 | 0.88 | 2.18 | 0.04 | 0.79 | 42.5 | 10.6 9.6 | 0.4/0 
5 | 65.5| 61.5} 58.6) 2.14 | 1.06 | 0.62 | 1.68 | 0.03 | 0.80 | 38.5 | 11.0] 9.8 | 6.00 
6 64.2| 60.7} 67.2] 1.98 1.10 | 0.38 | 1.48 | 0.03 | 0.75 | 39.0 | 10.4 | 10.0 | 5.49 
7 63.7 60.5! 58.4| 1.92 | 1.80 | 0.10 | 1.40 | 0.03 | 0.77 | 42.0 | 11.6 | 10.6 | 4.95 
8 64:3) 61.1| 47.5! 2.32 | 1.06 | 0.26 | 1.32 | 0.03 | 0.68 | 42.2 | 10.8 |.10.6 5.06 
9 71.8| 68.0! 66.6) 2.40 | 0.96] 0.68 | 1.64| 0.03 | 0.80 | 42.0 | 11.2 | 10.0 | 5.25 
10 | 66.0) 62.7) 67.7) 2.26 | 1.20 | 0.48 | 1.66 | 0.03 | 0.76 | 45.1 | 11.8:| 10.8 | 4.88 
11 | 64.9) 60.5) 58.4) 2.13 | 1.00 | 0.20 | 1.20 | 0.03 0.81 | 45.6 | 10.8 | 11.0 | 6.80 
12 65.7) 62.5) 72.0) 2.25 | 1.66 | 0.380 | 1.96 | 0.04 | 1.30 | 54.0 11.2 / 11.2 | 4.85 
18 77.8| 73.1| 68.7| 2.55 | 1.44 | 0.56 | 2.00 | 0.05 | 0.96 | 48.0 | 11.4 | 11.8 6.00 
14 76.6| 72.9| 78.7| 2.76 | 1.86 | 0.38 | 2.24 | 0.04 | 0.95 | 50.5 | 11.4 | 11.4 | 4.79 
15 | 66.5} 63.2] 65.6) 2.19 | 1.16 | 0.54 | 1.70 | 0.03 | 0.95 | 47.0 | 12.0 | 11.4 | 5.00 
16 | 51.0] 48.8] 54.6] 1.98 | 0.94 | 0.64 | .1.58 | 0.03 | 0.84 | 41.5 | 12.6 | 11.0 | 5.14 
17. | 75.8! 71.2] 55.5} 1.98 | 1.32 | 0.60 | 1.92 | 0.03 | 0.80 | 43.0 | 11.8 | 11.8 5.43 
i 18 | 52.2) 48.5) 55.7] 2.08 | 1.40 | 0.60 | 2.00 | 0.05 | 0.80 | 45.0 | 12.4 | 11.8 7.12 
\ 19 63.6, 60.4) 56.0) 2.05 | 1.10 | 0.88 | 1.48 | 0.04 | 0.85 | 44.0 | 12.6 | 11.2 5.07 
20 5908] 56.8) 55.6) 2.06 | 1:24 | 0.48 | 1.72 | 0.04 | 0.88 | 50.2 |salt’d| 11.2 5.00 
91 | 53.6] 50.9] 55.3] 2.12 | 1.14 | 0.54 | 1.68 | 0.08 | 0.79 | 45.0 | 11.6 | 11.0 | 5.00 
24 75.31. 71.6} 64.8/°2.27 | 1.26 | 0.88 | 1.64 | 0.08 | 0.80 | 47.0 | 11.4 | 11.4 | 4.88 
25 74.0} 70.9| 64.7| 2.56 | 1.54 | 0.54 | 1.98 | 0.03 | 0.85 | 46.5 | 11.4) 11.4 4.23 
265 73.4) 70.4) 75.8) 2.46 | 1.7 0.18 | 1.88 | 0.03 | 0.90 | 45.0 | 10.6 | 11.0 | 4.08 
27 | G8 2} 61.1 57.9) 2.10 | 1.10 | 0.50 | 1.60 | 0.02 | 0.80 | 47.0 | 10.0 | 10.0 4.80 
28 | 42.5) 40.0) 38.0) 1.99 | 0.84 | 0.62 | 1.46 | 0.02 | 0.81 | 47.0 | 11.2 | 10.0 5.97 
29 a4. 1| 50.5} 48.6] 2.06 | 0.84 | 0.48 | 1.82 | 0.02 | 0.80 | 43.5 | 11.0 | 10.0 | 6.57 
ie kc +N ees eee rt ee 1,678.21 ,589.4 1,556.3 56.77 | ; 
AVETAGES «20... .cceneees 64.7| 61.3] 59.9] 2.18 | 1.93 0.51 | 1.74 | 0.035} 0.84 | 45.0 | 11.3} 10.8 | 5.29 
| t } 


REMARKS.—Furnace down from 22d to 23d, for replacing broken grate bars. 
SUMMARY. 


Pounds copper contained in feed.. 
Pounds copper contained in caleine. vives 
Pounds copper volatilized andin flue aust... 


1,150 
Percentage of coal used to wet weight of feed. 3.37 
Percentage of coal used to dry weight of feed 3.56 
Percentage of copper lost in tailings.............. 15.10 
Percentage Of silver’ Tost: 20) Cail. cosy scces anges enenay cnewcoua phe queccengoaeewencekenanat coheneeeckeehaceen 6.60 
Percentage Of COPper TECOVELADIE, ..cccccccccctscccensensnnccnenanronusauenecere Reateees $4.90 
Percentage of silver reCOVerable. ...........ccecseseseeees 98.40 
Percentage of copper volatilized and in flue Gust...........ccccessesececessssosenscosansecneetenssnens 6.41 
Percentage Of Copper In CALOTMO.. k Gos ecto scFentaannannncnerten anton cont uh teach caret seen reser santttcNaasaeee Po 59 
Cost of coal per ton of tailings (dry weight). (Diamondville coal at $1.90 per ton)... $0.175 


Cost of acid per ton of tailings (60° Bé. acid at $3.54 per ton = $4.48 per ton H,SO,).. ee 


Cost of salt per ton of tailings (1 per cent. salt at $7 per ton) . $0.070 
Value of silver recoverable per ton of tailings... ‘ $0.30 
Temperatures. 

Degrees Degrees 
Floor No. Centigrade. Fahrenheit. 
NUK ccsadnantch a ke iensiees ene oehe RCC RN ARAL 160 
Aiinssaasqankakieeane Rin sherk aeaeeke Geen cea 540 
S i csqas humane ee aan 1,280 
Re Tr eed ee Py: 1,060 
G acbdeauakakvanncarscceet Ratesad arenes 620 
BIVGsc cree SWRENSAicnabu Suse s sume Meee eRA ee MEET) 480 


Caleine in Hopper, xcec.onsvcceveaneeereen 


277 530 


i ee 


a sp ene oF a“ nn 
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There were drawn through the furnace per 24 hr. a little more 
than 6,000,000 eu. ft. of air, as compared with 5,500,000 cu. ft. for 
our regular furnaces. Much of this came through the lower floors 
and tended to cool these and remove the chloridizing fumes, thus 
detracting from their efficiency and from the heat economy of the 
furnace. This will be remedied jn the furnace now under construe- 
tion. 

Everything entering and leaving the furnace was carefully sampled 
and the amount of recoverable copper in the unground calcine was 
determined for each shift by treating a 200-g. sample with 150 ce. of 
a leaching solution, containing 8 per cent. of H,SO, and 10 per cent. 
of NaCl, at a temperature of about 85° ©. for 2.5 hr. 


Leaching Experiments on Caleine from MacDougall No. 64. 


A small leaching plant capable of treating about 20 tons at a charge 
was erected, for the purpose of ascertaining what results could be 
obtained on the roasted tailings on a working scale. The plant is 
shown in plan and photograph in Figs. 4 and 5. The copper was 
dissolved by percolation with solutions containing sulphuric acid and 
common salt, and precipitated by means of sulphuretted hydrogen 
made by the action of dilute sulphuric acid on an iron sulphide 
matte, the resulting precipitate being collected in a small filter press. 

There were four solution tanks. The dimensions of the largest were 
10 by 10 by 7 ft. and it contained the strong, or No. 2, solution, which 
carried about 6 per cent. of H,SO, and 10 per cent. of NaCl. There 
were three smaller tanks, of dimensions of 7 by 7 by 7 ft. One of 
these held the weak, or No. 1, solution, which carried about 3.5 per 
cent. of H,SO, and 10 per cent. of NaCl. The other two were tanks 
for wash water, to be used for washing the tailings after leaching. 

There was another large tank, 10 by 10 by 7 ft., which was used 
for leaching purposes. This tank had a false bottom, which was 
covered with cocoa matting. 

The precipitation tank was also 10 by 10 by 7 ft., was equipped 
with an agitator, and had a system-of lead pipes in the bottom for 
carrying and distributing the H,S gas through the solution. 

A small tank for containing excess copper solution was built, but it 
was not found necessary to use it. In case, at any time, the precipi- 
tation of the copper sulphide was carried too far, and the solution 
absorbed excess H,S, which made it unfit for leaching purposes, this 
copper solution was to be drawn into it, to use up this excess HS. 

All circulation of solution was accomplished by means of an air lift, 
built of 4-in. lead pipe, drawing from a sump 4 by 4 by 4 ft.; and 
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operated by air at 15 lb. pressure per square inch. This air lift was 
very satisfactory and never gave any trouble. It discharged into a 
distributing box above the solution tanks, and, by means of valve 
manipulation, could be made to lift solution from any tank to any 
other tank in the plant. All the pipes which carried acid or copper 
solutions were of lead. During the time of operation, about three 
months, these lead pipes and fittings stood up very well and showed 
very little corrosion, if any, while any copper or brass fittings used had 
a very short life. Large pinch cocks on short pieces of rubber hose 
were used as valves. They were quite satisfactory. 

The H,S generator was an iron drum built to stand 90 lb. pressure 
per square inch, lead lined, and of an inside diameter of 2 ft., and an 
inside height of 4 ft. The iron sulphide was introduced through a 
hand hole in the top. There were both steam and air connections 
on the drum. 


Fig. 5.—View oF EXPERIMENTAL LEACHING PLANT. 


The sulphuric acid was introduced in a concentrated condition, 
through an iron pipe, the container being an iron barrel set about 20 
ft. above the generator. The gas was carried through a lead pipe to 
the pipes mentioned above, which lay in the bottom of the precip1- 
tating tank. These pipes had small holes in them, spaced at regular 
intervals, for the escape of the gas. 

In the bottom of the generator was a hole closed by a bronze plug. 
When the action ceased, this plug was removed, and the 90 lb. air 
pressure applied. This blew out all of the water and ferrous sul- 
phate, and the generator was ready for charging again. 
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The filtration of the copper sulphide was done in a small wooden 
filter press. The inside dimensions of the frames were 12 by 12 by 
18 in. Ordinary filter paper was used as filtering medium with 
heavy canvas for a backing. The copper sulphide was allowed to 
settle over night and the clear solution then drawn off, so that the 
material for the filter press was quite dense. This thickened mate- 
rial was drawn into a lead-lined drum of the same dimensions as the 
generator, and forced through a 0.5 in. lead pipe to the filter press, 
with 90 lb. air pressure, 

The scheme of operation is very simple, depending on the two 
chemical formule : 

H,80, + CuO = CuSO, + H,0. 
CuSO, + H,S = CuS +-H,SO,. 

The weak solution, carrying about 3.5 per cent. of H,SO, and 10 per 
cent. of NaCl, was run on the tailings first, to get out the bulk of the . 
copper. This solution was the only one precipitated, and about 
18,000 Ib. of it were used to about 24 tons of calcined tailings. The 
same amount of strong solution, carrying 6 per cent. of H,SO, and 
10 per cent. of NaCl, was then used and returned, to be used as the 
No. 1, or weak, solution in the next leach. 

The No. 1 solution remained in contact for 14 hr.; the No. 2 solu- 
tion for 72 hr. The values were washed out with a weak solution 
and then with fresh water. 

The final tailings were sluiced out of the tank with a 2-in. hose, and 
carried to waste by means of a launder carrying a 3-in. stream of water. 

The solution to be precipitated was heated to 45° C. and the H,S 
gas turned in. It is very necessary that there be a good agitation 
during precipitation. After the amount of copper in solution was 
lowered to about 0.06 per cent., the precipitate was allowed to settle 
over night and the clear solution decanted and lifted to the strong 
solution tank, to be used for the next leach. The solution was 
brought up to strength in both acid and salt during precipitation. 

It was found that no salt was required to be added to the solutions, © 
as they picked up salt from the tailings. When the clear solution 
was decanted as close to the precipitate as possible, the remaining 
pulp was ready for filtering. It was heated and mixed, and drawn 
into a lead-lined drum, and forced through the filter press under 90 
lb, air pressure, giving the final product—a black sulphide of copper, 
containing some impurities. 

The little plant proved that fully as good results could be ob- 
tained by leaching on a moderately large scale as by the method 
used on the daily samples in the laboratory, previously described. 

The summarized results of two months’ operations are as follows: 
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TaBLE LV.— Copper and Silver Recoveries. 


ees Silver. 


per Oz. per 
: Ton. Ton 

In feed LOPSOASIN PL TUINACG eae Meee Looks cca hea oe Leak 11.30 0.53 

Imcaleing to leaching plant: 0. 0 5. ee eee 10.40 0.46 

In volatilized but recoverable, .............. 0.90 0.07 

In tailings from leaching plant,. .- .......... ~ ight) 0.05 

Percentage recoverable copper, . - - . +... ee wus 8h.4 

Percentage recoverablesilver,. ......-+..6...... 91.11 

Miscellaneous Data. 

Percentage of dissolved copper in No.1 solution. .......... 91.1 
(Treatment time, 14 hr. Acid consumed per ton calcine, 13.6 Ib. 
H,S0,. ) 

Percentage of dissolved copper in No. 2 solution, .......... 9.0 
(Treatment time, 72 hr. Acid consumed per ton calcine, 19.1 Ib. 
H,SO,. ) 

Pounds Fe,O, -++ Al,O, dissolved per ton of calcine....-..-.-.. Holl 

The analysis of the tailings treated was as follows: 
Cu. Ag. Au. Si0,. Fe. Ss. AlsO3 CaO. 
Per Cent. Oz. Oz. Per Cent. PerCent. Per Cent. Per Cent. Per Cent. 
0.60 0.55 0.002 82.2 1.9 2.2 9.4 0.6 


Tables V. and VI. give the total sulphur in feed and calcine and 
the sulphate sulphur in the calcine from No. 64 MacDougall during 
Test Periods 2 and 3, respectively. 


Taste V.—Total Sulphur in Feed and Calcine, No. 64 MacDougall, 
and Sulphate Sulphur in Calcine. 


Date. Feed. Calcine. Calcine. 
July. Total Sulphur. Total Sulphur. Sulphate Sulphur. 
Per Cent. Per Cent. Per Cent. 
8 2.30 0.52 0.26 
9 2.21 0.33 0.20 
10 2.32 0.42 0. 22 
11 2.67 0.48 0.25 
‘ 12 2.36 0.42 0.22 
13 2.42 0.49 0.40 
14 2.50 0.55 0.30 
15 2.60 0.59 0.21 
16 2.50 0.55 0.33 
uly 2.50 2 0.18 
18 2.70 0.59 0.380 
19 2.85 0.74 0.38 
20 2.50 0.62 0.42 
21 2.52 0.59 0.22 
22 2.65 0.59 0.30 
23 2.60 0.56 0.32 
24 2.50 0.56 0.36 
25 2.52 0.53 0.27 
26 2.42 0.45 0,23 
27 2.35 0.30 0.28 
28 yy Al) 0.32 0.26 
29 2.30 0.45 0.25 
30 2.28 0.59 0.26 
ol 2.50 0,51 0.29 
Average, 2.43 0.54 0.28 
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Tapue VI.—Total Sulphur in Feed and Calcine, No. 64 MacDougall, 
and Sulphate Sulphur in Calcine. 


Date. Feed. Calcine. Calcine. 
August. Total Sulphur. Total Sulphur. Sulphate Sulphur. 
Per Cent, Per Cent. Per Cent. 

2 2.47 0.50 0.34 

3 2.30 0.48 0.37 

4 2.20 0.47 0.34 

5 2.37 0.46 0.34 

6 2.42 0.50 0.40 

7 2.47 0.51 0.40 

8 2.47 0.53 0.45 

9 2.54 0.51 0.37 
10 2.40 0.48 0.40 
11 2.54 0.50 0.40 
12 2.61 0.59 0.32 
13 De STAD, 0.51 0.34 
14 2.70 0.52 0.40 
15 2.60 0.52 0.38 
16 2.50 0.51 0.41 
ig 2.60 0.52 0.46 
18 2.50 0.55 0.49 
19 2.55 0.52 0.44 
20 2.70 0.55 0.49 
21 2.60 0.56 0.48 
22 2.40 0.56 0.46 
23 2.60 0.56 0.34 
24 2.60 0.55 0.44 
25 2.50 0.51 0.40 
26 2.50 0.53 0.41 
27 2.40 0.53 0.48 
28 2.10 0.48 0.42 
29 2.20) 0.44 0.37 
Average, 2.48 0.52 0.44 


Iron matte for the generation of H,S was made by fusing with 
limestone and oxidized iron ore a gold-bearing pyrite ore of the fol- 
lowing analysis: 


Cu. Si0,. Fe. Cao. Ss: i 
Per Cent, Per Cent. Per Cent. Per Cent. Per Cent. 
1.2 23.0 31.6 1.4 35.9 


The resulting matte analyzed as follows: 


Cu. * SiO,. Fe. . Ss. 
Per Cent. Per Cent. Per Cent. Per Cent. 
2.23 0.8 61.3 SLL 


It decomposed readily with dilute acid and yielded practically the 
theoretical quantity of H,S. About 20 per cent. excess of H,S was 
required in precipitating (under conditions where all of the gas enter- 
ing the solution was absorbed) in order to make up losses due to 
ferric salts in the copper solution. The acid for generating H,S was, 
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of course, regenerated in the leaching solution. The precipitate of 
copper sulphide analyzed as follows: 


Cu. Ag. Au. Ss. 
Per Cent. Oz. Oz. Per Cent. 
58 69.5 0.04 29.0 


The press cakes were firm and easily handled, but contained, never- 
theless, 48 per cent. of moisture. 


Conclusion. 

There is a good deal to be said in favor of a leaching process as a 
finishing process following water concentration, since this method is 
unquestionably capable of giving a greater recovery of copper than 
any other system in general use at the present time. 

The treatment of high-grade (say 3 per cent.) easily concentrated 
material directly in a leaching plant is, in my opinion, not advisable, 
owing to greater consumption of acid and chemicals, smaller furnace 
capacity, and greater tailings loss. In order to prepare material for 
treatment by roasting and leaching, it is necessary to crush it to at 
least 15 mesh. Whatever copper is set free down to this point should 
be taken out as high-grade concentrates and reduced by smelting. It 
is when we come to the fine grinding and concentrating part of the 
mill that the trouble commences. Here we are between the devil 
and the deep sea. We must grind fine in order to free the mineral, 
but in doing so we cannot avoid the production of a large percentage 
of slimes on which the concentrating machines now available can 
make but a very unsatisfactory recovery. 

The manufacture of sulphuric acid at a smelting plant can be cheaply 
carried on and offers no special difficulties. From the “smoke nui- 
sance ” standpoint, it is an advantage to the smelter to be engaged 
in this industry. Roasting and leaching, under conditions as they 
exist at Anaconda, can be readily done on any scale. In short, the 
entire matter resolves itself into a question of costs. 

We have reason to believe that tailings material at Anaconda can 
be roasted and leached for not more than 70 cents per ton, which 
means that copper can be made from tailings yielding only 10 lb. per 
ton for 7 cents per pound. The recovered silver will pay for shipping, 
marketing, and refining plus about 0.5 cent, making the net cost of the 
copper about 6.5 cents per pound. These costs are made possible by 
the fact that the material in question is already mined, crushed, and 
sized, and can, of course, be obtained only by making cheap acid 
from roaster gases and operating on a very large scale, say not less 


than 3,000 tons per day. 
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DIscussION. 


J. ©. Dick, Salt Lake City, Utah :—I would like to ask Mr. Laist 
why a 10 per cent. salt solution was used. 


Mr. Last :—The reason for using salt in the solution is to get the 
silver. The solution of dilute sulphuric acid has no solvent action 
on the silver even after roasting, and the addition of the salt is 
made primarily to dissolve the silver chlorides. 


Mr. Dicx:—I would like to ask also if you made any experiments 
as to grinding fine your calcines, rather than leaving the coarse 
material. 


Mr. Last :—We have not made any experiments along those lines 
except in the laboratory, but the objections which we have to grind- 
ing are that the difficulties of roasting are very much greater when 
roasting finely ground material than when roasting coarse material, 
and the difficulties of leaching are somewhat increased; the per- 
colating system is simpler and easier to manipulate, particularly when 
acid solutions are used, so that we prefer from our experience not to 
grind. 


Sruart CroaspaLE,* Denver, Colo. (communication to the Secre- 
tary +):—In order to meet the conditions involved in his ore-treat- 
ment problem, Mr. Laist has developed a very interesting and appar- 
ently successful metallurgical hybrid which he calls the oxychloridiz- 
ing roast. The lower floors of the MacDougall furnaces are made 
to accomplish what used to be done on the “cooling floor”? in the 
old days of salt roasting and “hypo” or brine leaching of silver ores. 

His experience with the straight chloridizing roast recalls my own 
experience, of 10 to 15 years ago, while experimenting on the vola- 
tilization of metals as chlorides. I found that the highest loss by 
volatilization occurred when the salt and sulphur were present in 
quantities not only to combine theoretically with each other but also 
with the volatile base metal, like copper or lead, to form the normal 
sulphide and chloride of that metal. For example, an ore containing 
2 per cent. of copper, if finely ground and roasted with 1 per cent. of 
sulphur and 4 per cent. of salt, would yield almost complete vola- 
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tilization of the copper, while if roasted with the same amount of 
sulphur and 2 per cent. or 8 or 10 per cent. of salt the loss by vola- 
tilization would not be nearly as high. The same results would occur 
if the theoretical amount of salt was maintained and the quantity of 
sulphur was thrown out of proportion. 

Carbonates, oxides, and silicates of copper could be readily chlorid- 
ized and volatilized by the addition of sulphur as iron pyrite, and 
roasting with salt, Sulphide ores could be roasted “dead” and the 
copper could be volatilized by adding the theoretical quantity of salt 
and sulphur and again roasting at the proper temperature. Chalco- 
cite and antimonial ores gave less loss by volatilization than chalco- 
pyrite and the higher sulphides of copper. 

Silver losses by volatilization are high if the volatile chlorides of 
the base metals are present, such as copper and lead. They are also 
much higher, at a given temperature, if an excess of air is admitted 
to the furnace and the ore is constantly rabbled, than they are when 
a minimum amount of air is admitted, or the furnace is closed and 
little or no rabbling is done. | 

The volatilization of copper begins at a dull red heat, or about 
1,200° F.—perhaps below this point. 

In a chloridizing roast, however, the dust losses cease as soon as 
chemical action begins, which is in the neighborhood of 1,000° F. 

- I experienced the same difficulty that Mr. Laist mentioned in try- 
ing to condense or collect copper chloride fumes when mixed with 
fire-box gases. These fumes seem to act much the same as zine vapor 
under similar conditions. I drove the mixed gases into a condensing 
tower filled with fine gravel to a height of 8 ft. and covered with 3 
in. of sand. This was sprayed with an excess of water. The copper 
chloride fumes came through it all, perfectly cold, but apparently 
untouched by the water. I have often thought that Dr. Cottrell 
might be able to collect them electrostatically when mixed with the 
products of combustion, but I have never tried it. 

On the other hand, if these fumes are kept free from the products 
of combustion they are readily condensed by ordinary methods. 

Mr. Laist brings out another point which I think is very important 
where roasting precedes the leaching of ore or tailings, and that is 
the formation of ferrites. This is particularly noticeable in roasting 
zinc ores. 

I am somewhat surprised at the comparatively high acid consump- 
tion on his roasted material. I presume this is due to the ferrous and 
basic salts of iron formed by roasting at this temperature. 
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Carbonate ores with a granitic or porphyry gangue, that have beem 
oxidized in place and in which no leaching has occurred, will contain 
considerable soluble iron and alumina. The iron will usually pass 
into solution as readily as the copper and the alumina soon follows, 
even in weak acid solutions. Since Mr. Laist employs an oxidizing 
roast as a preliminary operation, I believe he would find it advan- 
tageous to carry it to a higher stage of oxidation and render the iron 
and alumina more insoluble. This should not affect the chloridiza- 
tion of silver in any way. 

The precipitation with hydrogen sulphide is an interesting develop- 
ment for the treatment of Anaconda tailings and we shall be glad to. 
watch its continued use on a larger scale. At the present time pre- 
cipitation is the most difficult part of the leaching problem to solve 
economically, especially on an Arizona desert, where the hydromet- 
allurgy of copper is likely to reach its greatest development in this. 
country. 


W. McA. Jounson, Hartford, Conn. (communication to the Sec- 
retary*):—I have read and re-read with pleasure Mr. Laist’s paper on 
Roasting and Leaching Tailings at Anaconda, Mont. Mr. Laist’s. 
work has to my mind a distinct practical and commercial bearing on 
metallurgy and on the metal business, and so far as my powers allow 
me to I wish to consider briefly this phase of the subject. 

Having been engaged for a considerable period in investigating new 
processes for separating copper-nickel matte for the old Orford Cop- 
per Co., and later having studied many processes for the treatment of 
zinc-lead ores, I have had, I believe, a certain sort of special ex- 
perience in the development of new processes. 

The valuable part of the knowledge derived from this experience 
can be summed up best as follows: 

The ratio of the experimentally expended dollar to sum of the 
profits made from success, should it come, must be a maximum. In 
most cases, of course, this efficiency factor of the development of a. 
new process is zero, for most attempts fail and in many successful 
cases the amount of money wasted is necessarily large. For instance, 
even Sir Henry Bessemer had to build 17 converters before his process 
and apparatus were practicalized. Now in the last analysis all this 
money apparently wasted in experimenting is a charge against the 
cost of making metal just as the money lost in prospecting and wasted 
in wild-cat mining ventures is a charge against the cost of making 
metal. Parenthetically let me state that in view of the industrial 
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absolutism of metal through modern civilization the price of metals 
does not average high enough when we consider the great amount of 
honest effort expended in finding mines, and new processes to make 
refractory ores available, and in the actual mining of the ore, smelt- 
ing, and refining the metallic products thereof. 

But in Mr. Laist’s experimental work, as far as I can judge, a great 
‘deal of progress has been made simply as a result of frank discussion 
and of good counsel, and by the exercise of care and foresight; in 
short, a great deal of experimenting has been done by talking and on 
paper. For this reason I think that Mr. Laist’s work is greatly to be 
commended. 

Let us now consider his conclusion that the treatment of 3 per cent. 
concentrates is not advisable, but that the process is profitable and 
commercial on treating concentrates containing 0.5 per cent. of cop- 
per. This is, to my mind, in exact accord with a general broad 
principle of metallurgy that a series of processes or sub-processes, 
each performing its function at a maximum efficiency, makes the 
‘cheapest final operation and, of course, the cheapest metal. For in- 
‘stance, in roasting copper-nickel matte down from 22 per cent. of 
sulphur to 0.02 per cent. of sulphur from three to five operations are 
necessary, each one taking out the part of the sulphur for which the 
special operation is best fitted. A simpler example of this is the 
crushing of ores in several stages by crushers, rolls, and fine-grinding 
mills. If, therefore, we divest the question of its non-essentials and 
regard only the essentials we can see that Mr. Laist’s process fits in 
the general metallurgy of Anaconda in-a manner similar to the way 
that the cyanide process fits into the metallurgy of gold, where part 
of the gold is collected by mercury in the old-fashioned stamping 
process and where the product from the stamp mills is concentrated 
and the-concentrates sold, and finally where the tailings are cyanided. 

If Mr. Laist’s proposal can be criticized at all it is that the capital 
cost of the demonstrating plant at Anaconda seems much higher than 
is really necessary and that the demonstrating plant is “ over-de- 
signed.” These are good faults in new work and such criticism can 
well be regarded as captious. If all the costs are figured on the same 
basis as $4 for 60° B. sulphuric acid, out of 6 per cent. dust-free 
SO, gas, the financial returns will be gratifying, through chamber 
‘acid would be cheaper and as good. It also seems apparent that 
some continuous process for the leaching of the chloridized product 
must be finally used when the enormous tonnages that are rolling in 
at the Anaconda plant are treated. The means for precipitating the 
copper is, of course, susceptible of great improvement. 
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My regard for the work is high and my admiration genuine. Nor 
will any one adduce from this discussion of mine the argument that 
because the work has been done cheaply and efficiently copper should 
sell for less than 16 ¢. per pound. 


R. C. Canpy, Miami, Ariz. (communication to the Secretary *):— 
Mr. Laist has shown the economic possibility of roasting and leaching 
at a figure which heretofore would have been considered an impos- 
sibility. Since having seen the conditions under which he roasted 
the 5,000 tons of tailings and having had the benefit of his personal 
description of his work, I have felt convinced that Mr. Laist and the 
Anaconda Company have inaugurated a new era in this branch of 
work, 

A comparison of the temperatures of the different hearths of his No. 
64 MacDougall roaster impressed me with the possibility of attaining 
even greater fuel economy by adopting the practice of Messrs. Soren- 
son and Barker', and I have had in mind trying a furnace with the 
cast-iron hearths above the fired hearth, so as to gain the advantage 
of the convection of the heat, so that instead of a difference of 740° 
F. between the fired hearth and the one next above it, they should 
be more nearly equal. The manner of construction, with reinforced 
concrete for the fired hearths and hearths below, with less radiation 
from the walls than from the standard MacDougall furnace, would 
seem ideal. 

There is one point which I hope will appear more fully in the dis- 
cussion of Mr. Laist’s paper, and of Mr. Wedge’s paper read before 
the Boston Section, and that is as to how great is the advantage of 
the muffle type of furnace, which has seemed to me prohibitive in its 
fuel requirements. If the heat upon the approaching hearths were 
brought more nearly to 1,000° F., the fired hearth would undoubt- 
edly require a less intense flame and there would be less danger of 
forming copper ferrite. 

For using oil fuel upon such low-temperature roasts I propose a_ 
special burner for maintaining the ignition and economy of combus- 
tion, since in the Southwest oil is the more economical fuel. 

Cast-iron flukes were used in cylindrical roasters at the Argentine 
plant, roasting 42 per cent. sulphur Congress concentrates for pro- 
ducing SO, gas for the Hunt and Douglas process, and I found cast 
iron gave better satisfaction than any other mode of construction. 


* Received Aug. 16, 1913. 
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I. InTRODUCTION. 


Srncz the first installation of MacDougall roasters at the Great Falls 
smelter of the Anaconda Copper Mining Co., the capacity of the fur- 
naces has been more than doubled. During the first nine or ten years 
of the operation of the MacDougall department the tonnage treated by 
the furnaces remained practically unchanged. Experimental work 
carried out in 1906, however, showed that increasing the draft of the 
furnaces would bring about an increase in capacity. In 1909 the 
MacDougall department was connected to the new smelter stack and 
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flue system, and the stronger draft caused by this change increased 
the capacity of the furnaces. The change in draft conditions made it 
necessary to operate differently, and systematic experimental work 
was started to adapt the furnaces to the new conditions. This experi- 
mental work extended over a period of several years, and resulted in 
very largely increasing the capacity of the MacDougall furnaces, de- 
creasing the percentage of flue dust, and also brought about other 
changes and improvements tending to raise the efficiency of the Mac- 
Dougall department. These changes, of course, resulted in reducing 
operating expenses. The improvement was brought about without 
building any new MacDougalls or enlarging the old ones, and was 
the result of the thorough study of the MacDougalls and numerous 
tests. 

It is the purpose of this article to give a brief account of the exper- 
imental work and to show how the increase in efficiency was brought 
about. 

Part of the experimental work described in this paper was carried 
out by the writers, while in the employ of the Anaconda Copper 
Mining Co., under the direction of M. W. Krejci, Metallurgist, and 
Arthur Crowfoot, Chief Sampler. Complete records of all of the 
MacDougall testing work have been placed at our disposal through 
the courtesy of A. E. Wheeler, Superintendent. 


II. Brier History or Present MacDouGatL Puant. 


The first change from the Brueckner cylinders used for roasting 
concentrates at Great Falls was the construction of a MacDougall 
roaster of the Herreshoff type. This furnace was first started on June 
15, 1898. It had eight hearths, was lined with fire brick, and had 
an air-cooled central shaft, but no provision was made for cooling the 
rabble arms. It was operated for a while, and accomplished the work 
of roasting, but ran so hot that the rabble arms became twisted and 
distorted out of shape. To prevent the furnace from becoming too 
hot a device was then installed to draw the heated gases away from 
the hearths. This consisted of a pipe connected to alternate hearths 
of the MacDougall furnace and also connected to ‘the flue. It was 
equipped with dampers, so that the hot gases could be drawn away 
from any one of the alternate hearths directly into the flue. 

This first furnace not proving altogether a success, the cooling de- 
vice was eliminated and the furnace shut down to be reconstructed. 
When rebuilt it was what is known as the Evans-Klepetko type of 
MacDougall furnace, having six hearths and water-cooled central shaft 
and rabble arms. Another MacDougall furnace was built at the same 
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time. _ These two furnaces are still in use, and are Nos. 8 and 9, re- 
spectively, of the present 22 MacDougall furnaces. Except for a few 
minor changes, such as substituting solid arms for the water-cooled 
arms on the first hearth, the removal of the branch pipes at first used 
inside of the rabble arms to distribute the cooling water, and changes 
in design of the rakes, rake frames and rabble arms, they still remain 
essentially the same as when built in 1899. Six more furnaces, now 
known as Battery III., were built and started in November, 1899. In 
the spring of 1900 four more MacDougall furnaces were constructed, 
making with Nos. 8 and 9 the present Battery II. of six furnaces. 
In 1901, Battery IV., consisting of six furnaces, was built, and in 
February, 1903, the four furnaces comprising Battery I., these last 
four furnaces completing the equipment of 22 MacDougall furnaces. 


Ill. First ExpertmentaL Work on IncreasIne CAPACITY OF 
FURNACES. 

The composition of the concentrate treated when the MacDougall 

_ plant was first started was approximately as follows: 


Cu. SiOz. Fe. Al,Os Zn. Ss. 
Per Cent. Per Cent. Per Cent. | Per Cent. Per Cent. Per Cent. 
| 
13.3 24.2 25.6 | 4.6 | 0.9 30.0 


When first built, the MacDougall furnaces had a rated capacity of 
40 tons of raw wet concentrate containing about 35 per cent. of sul- 
phur, roasted down to 7 per cent. of sulphur, per furnace per day. 
In actual practice, however, the capacity of the furnaces fell some- 
what below this, averaging roughly around 35 tons of total cupreous 
material per furnace per day. The first experimental work looking 
towards an increase in the capacity of the furnaces was carried out by 
J. H. Klepinger, in June and July, 1906, the primary object of the 
tests made by Mr. Klepinger being to determine whether an increase 
in the draft of the MacDougalls would increase their capacity. These 
tests were made previous to the building of the new smelter stack. 

MacDougall furnace No. 2 was selected for the test, on account of 
its favorable location. To increase the draft on No. 2 furnace, a 
No. 8 Sturtevant exhauster was connected to the top of the furnace, 
as shown in the accompanying sketch from Mr. Klepinger’s report, 
(Fig. 1), the gas being discharged into the main MacDougall cross 
flue. When the exhauster was in use the slides in the regular draft 
necks were closed. When for any reason the exhauster was stopped 
these slides were drawn. out, allowing the furnace to operate under 
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natural draft. Several tests were made on No. 2 furnace, first work- 
ing under natural draft, and later with the exhauster in operation. 
During the tests a careful record was kept of the weights of material 
charged to the furnace, samples were taken of the concentrate charged 
and calcine produced, and observations taken to determine the dratt, 
and the temperature and volume of the discharged gases. A brief 
summary of part of the principal data obtained, taken from Mr. Klep- 
inger’s report, is tabulated herewith. 
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Fig. 1.—Connections at No. 2 MacDouGALL For InpDUCED DRAFT. 


Summary of Data from Tests on No. 2 MacDougall Furnace. ¢ 


E Draft Induced by No.8 
_ Natural Draft.| Sturtevant Exhauster. 


ay ae rr s 
SP et aM 3 3 
2/2) 2)2) & 
ep Pen Oa | 3658, | 2039. | SE | BR. [ateher 
| | 
Tons of concentrate per 24 hr., wet weight, .. . | 30.382) 42.885 39.803 |43.014| 45.858 
Per cent. moisture in concentrate,. ..... . | 7.2 | 74 | 6.9 | 6.9 7.3 
Tons of concentrate per 24 hr., dry weight, . . . 28.19 | 39.71 |37.06 /40.05 | 42.51 
Per cent. sulphur in concentrate charged, . . . . | 35.4 | 35.8 (37.0 (37.4 38.1 
Per cent. sulphur in calcine produced,. . . . . .| 5.8 |11.6 | 88 | 9.6 11.5 
Speed: of. exhaustérian! pris) serene geen ener [Sie sil tgwy 6h) L450 Vel 44 deed GOS 


Gas Discharged from Furnace : 
Average temperature, °F., . Tes) © Bey s LOO OO 518 | 512 523 
Average volume, cu. ft. per min. at observed! ] 

temperature, ae a aes . 9,880 8,910 |11,570 11,160 | 10,800 
| 


«Test No. 38 has been discarded. 


From the above figures it will be seen that increasing the tonnage 
of concentrate treated from 80.38 tons to 42.88 tons on natural draft 
increased the percentage of sulphur in the calcine from 5.3 to 11.6, 
whereas with induced draft (in Test No. 5) 43.01 tons of concentrate _ 
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were treated and calcine assaying 9.6 per cent. in sulphur was ob- 
tained. In other words, increasing the draft, and consequently the 
amount of air drawn through the furnace, effected a considerable 
Increase in capacity. An idea of the amount by which the capacity 
was Increased was obtained by comparing the work of MacDougall 
furnace No. 2 in Test No. 5 with the average work of all the other 
MacDougall furnaces during the same period. In making this com- 
parison it should be noted that MacDougall furnace No. 2 was treat- 
ing a feed of concentrate only, whereas the feed in the other furnaces, 
as was the regular practice at that time, was made up of about 92.6 
per cent. of concentrate (wet weight), 4.8 per cent. of first-class ore 
screenings, 1.0 per cent. of tailing and 1.6 per cent. of dried slime. 
There would, therefore, probably be a slight advantage in favor of 
the test furnace. 


Comparison of Test Furnace on Induced Draft with Average of all 
Other Furnaces. 


Average of all 

No. 2 Furnace. Other 
Average. Furnaces. 

Seer (Natural Draft.) 
Tons treated per 24 hr., wet weight, --.--.-.-+--- 43 33.8 
Tons treated per 24hr., dry weight, ..-.-....--. ae: 40 31.5 
Per cent. copper in caleine, - - -- -* - es ee eee 10.5 9.9 
Per cent. sulphur in concentrate,. ....-. - Cae oe 37.4 BS) 
Per cent. sulphurincalcine,....-.- - oe ee ca! pote, ais 9.6 9.0 


From the above comparison, the following figures as to the per- 
centage increase in capacity caused by the induced draft were 
obtained. 


Relative Increase in Capacity of MacDougall Furnace No. 2 Operating 
Under Induced Draft in Comparison with Average of all 
Other MacDougall Furnaces. 


Normal average charge per day, wet kata 9 6 Ac Bee cae Eee 33.8 tons. 
Average charge per day, wet weight, induced draft,. ... - 22) 40.0) tons, 
Increase in capacity,. .--- +--+ +++: Le Real eae Meee Po! GE 27.0 per cent. 


Gas discharged from furnace per minute, normal running (9,140 cu. ‘ft.), 320 Ib. 
Gas discharged from furnace per minute, induced draft (11,150 cu. ft.), 410 lb. 
Increase in amount of gas discharged, -----+-+: sere? 22 per cent. 


IV. Errect on MacDovueaLtL PLANT OF INCREASED DRAFT FROM 
New SMELTER STACK. 


In June, 1909, the new stack and flue system having been finished, 
the MacDougall furnaces were started under the increased draft. 
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Sketches of the old and new flue system are shown in Figs. 2 and 3, 
respectively. The change in draft conditions for the MacDougall 
department is indicated by the following figures: 


Draft in Inches of Water, MacDougall Furnace. 


| Flue System. 


ora. | New. 
iMacDougallidust chamber, i-mact karma eens een 0.255 0.9 
Flue necks from MacDougall furnaces to cross flue,. . .. . | 0.139 0.93 


Using the same feed as under the old draft conditions, the first 
effect of the stronger draft was to put out all of the MacDougall 
furnaces. The reason for this was that, treating the same feed as 
formerly, the amount of heat generated by the oxidation of the sul- 
phur remained practically unchanged; whereas, due to the increased 
draft, more air was drawn through the furnaces, more heat lost in the 
escaping gases, and consequently the furnaces became cold and went 
out. The first remedy tried was decreasing the draft by partly 
closing the dampers in the crosstake flue. After doing this the 
MacDougall department ran satisfactorily, but partly closing the 
dampers in the crosstake flue also decreased the draft for all the 
other smelter departments. After a few days, therefore, the dampers 
in the crosstake flue were again opened wide and the MacDougall 
draft decreased by partly closing the slides in the flue necks from 
the individual MacDougall furnaces. Also, the resistance to the 
passage of air through the furnaces was increased by covering one 
or two of the side drop holes on the second and fourth hearths with 
iron plates, reducing the drop hole area on these floors. As the 
foremen and furnacemen became familiar with operating the fur- 
naces under the new conditions, the feed was gradually increased 
and more use made of the available draft. The increased capacity 
of the furnace under an increased draft, predicted by Mr. Klepinger’s 
experimental work in 1906, was more than realized, as is shown by 
the following figures, taken from the monthly smelter reports. 
These figures show, for the MacDougall department, the tons treated 
per furnace day, tons treated per square foot of hearth area, and the 
average per cent. of sulphur in the calcine, for the 10 months imme- 
diately preceding and the 10 months immediately following the 
change to the new flue system. 
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Data or Mac Dougall Department from Monthly Smelter Reports. 


Tons Treated per Furnace Day. 


ie oies 
a a Pereeeess a 
— nm oO “eh o } n®@ op) 
Month. | § 2 & 5 8 ee | gas | 3s 
b's 2all i . BE Ee | ck aa ee 
> 5 oO o ov o lites 3 ~ 
SWS gts Sy henge | Bot EY ol BE Salat 
fee g a ) 4 | at 
August, 1908. . SEIS ee RE ee SC oie 
pepeember, 19062 ee asa On |} 011 48.8 100981 Ot 
Pitcher (1908 Sec ead tid bho, CaO. 9> fae 42.4 |0.045| 8.9 
November, 1908,..... | SEY | 5 S98") eae RES 36.5 | 0.039 | 7.7 
- (Copper | | | 
December, 1908, .. . . .| 87.8 |. - . |Precfp. 0.3)| 0.1 | 38.2 | 0.041} 8.1 
anual ys LOG te Suc Sood 0s Berea is ele memo dl an OLOSG lmeses 
ebrusry, 19095, 2 ces Oe eee a Res 35.4 | 0.038] 8.2 
hisrchelS09was = ees | 85.10}. OLE Se tel, Neb. ot OOSerimere 
ee LOG re oe Sees PRS R57 hee EPA os 6 | COXON BEET HOMO BWA) C0) 
Ay QOS Ses ie a SSat oi] > ae Ge oe oil amesemibomn oer MORO) feUaT 
PNVOTAPEG tec e 6) ae or we SESS] aes SS OPA | UB hs oo || Sit i OKOBI eR 
Bally 1908.0.) te he oe OF Clee eee. hd Sct 0.50 80:2) OLOBS toy 
Mugust, 1909, 2 .-=. < | 40.8 fe. . Oy 7a aise ee Os4: 41.9 | 0.046! 8.6 
September, 1909,..... 41.6 | PAL Tei GORI I a 43.8 | 0.047] 8.3 
Wetohers 9000 ave: } 40.2 2.4 ee Or 47.9 |0.046| 8.2 
November, 1909,..... ISSYRRSe || Soh P40) Noes cj) KORRES iba) OME oe 
December, 1909, . . ... | Smelter down on account of railroad strike. 
anuary, LILO; fee Se) ead ule enti eee, fone heh; seen ala). 5 49.6 | 0.058 | 8.2 
Wepruary,, LOlQ 2 oe | 51.9 Se ee hnOo-Om OLD Mim ea 
March, 1910; =... + L At Bide ee. 2.3 | 42.8 |0.046| 7.6 
es TOE, Ws foes 3 -- | 44.8 | oy ae 1.2 | 47.2 | 0.050] 7.9 
BNEVESO, = + os at) | 44.0 | 0.1 | 0.8 0.8 | 45.7 | 0.049] 8.3 


V. INCREASING THE CAPACITY OF THE MacDouGaLL FURNACES. 


Conditions Prior to Starting Experimental Work. 


In the spring of 1910 efforts were begun to increase the tonnage 
treated per MacDougall furnace. From the figures tabulated above 
it will be seen that the new smelter stack and flue system had already 
brought about an increase in capacity from about 36.1 tons per fur- 
nace day to about 45.7 tons per furnace day, without raising the per- 
centage of sulphur in the calcine. Treating tonnages higher than 
about 50 tons per furnace day, however, raised the percentage of 
sulphur in the calcine an undesirable amount and caused the furnaces 
to crust up heavily. Nevertheless it was hoped that by a systematic 
study of the conditions governing MacDougall work these difficulties 
could be overcome and a higher tonnage treated. 


(A). Test of Arthur Crowfoot on Increasing Capacity. 


(a). Description of Test.—The first step towards increasing the capac- 
ity of the furnaces was a test carried out under the direction of Arthur 
Crowfoot, Chief Sampler, during the period from May 3 to May 7, 
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inclusive, 1910. Four furnaces were selected for the test work, Nos. 
1 and 8 operating as a unit and Nos. 18 and 19 operating as a unit. 
The essential differences between the two units were as follows: 

1. The central drop hole connecting the third hearth with the 
fourth hearth in furnaces Nos. 1 and 3 measured approximately 20 in. 
from the shaft to the edge of the drop hole, while in furnaces Nos. 
18 and 19 this opening measured approximately 14 in. The standard 
size for this third hearth drop hole had always been 14 in.; but a 
short time previous to starting this test the third hearth drop holes 
on furnaces Nos. 1, 2, 38, and 4 had been increased to 20 in., adopted 
from the practice at the Washoe Smelter at Anaconda. 


2. Speed of Rabble Arms. The rabble arms in furnaces Nos. 
1 and 3 made one revolution in 50 see., while the rabble arms in fur- 
naces Nos. 18 and 19 made one revolution in 87 sec. The regular speed 
at which furnaces Nos. 18 and 19 ran, before starting the test, was 
one revolution in 538 sec., but this was increased to one revolution in 
37 sec. about two weeks before starting the test. 

The instructions for carrying out the tests were to start all furnaces 
on a fine concentrate feed of about 55 tons wet weight per 24 hr. per 
furnace, continuing this feed for 24 hr. on each furnace. After the 
first 24 hr., the rate of feed to each furnace was to be increased 5 tons’ 
per 24 hr. and this rate of feed kept up for 24 hr., and so on, 
increasing the rate of feed by 5-ton increments until reaching a rate 
of feed of 75 tons of wet concentrate per furnace per 24 hr. 

The information obtained from the test was of considerable interest.. 
A fractional part of the total data obtained is tabulated below. 
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Tonnage Test on MacDougall Furnaces. 
(A). Average results obtained from Nos. 1 and 3 Furnace Unit. 


| 


Date of Test, 1910, sigs | My | aay | as | atay 

F ; i b tee 

| | — 
Nominal tons wet conct. to be fed per 24 hr... 55 | 60 | 65 | 70 [75 
Total tons wet conct. fed per 24 hr., ..| 52.72 |* 59.05 | 64.541 69.17 | 59.18 
Actual rate of feed, tons per 24 hr., . .. . | 58.80 66.13 71.85 80.18 | 94.54 
Hours furnace in operation,. . . . . eee | lb L] 21, SO a, woh. viele 20-70 1d. 79 
pours (hrnace down, oe. tk, Se ao | 2.49 2.7 2.29 3.30 | 8.21 
Per cent. of 24 hr. furnace down, . . . . .| 10.37 11.25 9,54 13.75 | 34.20 
Draft reading on flue necks, inches water, . . 1.28 1.26 1.23 LS Weshse 


Concentrate Fed. 
Per cent. moisture, 


Sn. ea Oe Pee : (ay eek) 6.7 7.6 eal 

EX SSAVE DET CON be Gil umice nmi. comes «wen 8.80 7.55 8.20 8.4 8.45 

NBEEV DOL CONS ue ie es cis ene eee o6.0 32.8 34.6 384.4 | 35.8 
Caleine Produced. | 

Assay percent. Cu, ..... . Sey ese cer dt O' DO 9.75 10.35 10.1 10.25 

Assay per cent. §, 8.2 9.2 IES 12.2 12.6 


(B). Average results obtained from Nos. 18 and 19 Furnace Unit. 


{ 


Nominal tons wet conct. to be fed per 24hr., | 55 60 | 65 70 75 
Total tons wet conct. fed per 24hr,... . | 52.45 | 58.31 60.91 59.41 | 63.01 
Actual rate of feed, tons per24hr, ... . 64.20 | 72.72 71.40 74.16 | 79.84 
Hours furnace in operation,. ......-.- | 19.58 | 19.24 20.49 19.25 | 18.92 
Bionrsturmmace dowte-e48. <<. = 20. =< =| 4,42 |. .4:76).. (3.51 4,75 5.08 
Percent. of 24 hr. furnace down, -..-.- - 18.42 | 19.83 | 14.60 19.79 | 21.17 
Draft reading on flue necks, inches water, . - | LLG 08 1.09 1.12 1.16 
Concentrate Fed. ) | | 
IPeiscentMmOIsture: Me sss, « «= eal 8.4 | 6.6 | 6.6 fell Fall 
Assay percent.Cu, .-.....-.- ee 0rd 1) 63.10 8.25 8.65 8.0 
Nesuyepercent Sten eis Gn te |) 82.0 33.4 | — 34.8 35.0 | 35.4 
Calcine Produced. | 
(Aesayqpercent, Gu, e.t t= - e,  * ers | 10.35 9.65 9.85 9.95 | 10.1 
PNGSLYSPEL CONtr Symes cls ci) cite ss seins Ses | 8.4 7.8 88 9.6 10.4 


(b). Discussion of Results Obtained from Test.—The most interesting 
fact clearly brought out by this test was that increasing the feed to 
the furnaces did not increase the percentage of sulphur in the calcine 
as muchas expected. In fact, the 18-19 furnace unit with the smaller 
third hearth drop hole and greater speed of revolution of the cen- 
tral shaft produced very satisfactory calcine. Previously it had been 
thought that, under a given draft, the number of pounds of sulphur 
per 24 hr. which a furnace would eliminate was, very approximately, 
a constant, and that on increasing the feed, and consequently the 
pounds of sulphur per 24 hr. delivered to a furnace, the excess of 
sulphur fed would nearly all go into the calcine. The test showed that 
on increasing the feed of concentrate more pounds of sulphur were 
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burned per minute and per square foot of hearth area, and the fur- 
naces ran much hotter. In fact, the main difficulties experienced 
were on account of too high a temperature being developed. The 
unusually large amount of heat generated caused the drop holes to 
become built up, and heavy accretions to form on the roofs. The 
conclusions drawn from the test were that a high tonnage feed of 
straight concentrate, under the conditions existing at that time, caused 
the furnaces to become too hot for practical operation. 

(1). Third Hearth Center Drop Hole.—Below are tabulated data 
on the amount of time lost by the two furnace units: 


Percentage of Time Down in 24 Hr. 
Nominal Tons ; 
Treated., Furnaces | Furnaces 

land 3. 18 and 19. Differences. 
DO Seen ien od coms Sh ete aI 10.37 18.42 8.05 
OO ge nad Vornt Sram 11.25 19.83 8.58 
G5, 8, foltc ty ee enaaran: 9.54 | 14.60 5.06 
ee ee he, aS 13.75 | 19.79 6.04 
Tod it Sat De 34.204 | 22.17; | he eee 


@ About 23 per cent. due to mechanical breakdown of furnace No. 3. 


From the above tabulation it will be seen that the 18-19 furnace 
unit with the 14-in. third hearth central drop lost on an average about 
7 per cent. more time than the 1-8 furnace unit with the larger third 
hearth central drop hole. The reason for this was that the smaller 
third hearth drop hole, on account of the higher velocity of the gases 
and the concentration of heat at this point, caused heavy accretions 
to build up on the roof above this drop hole. Practically all of the 
additional time lost by the 18-19 furnace unit over the 1-3 furnace 
unit was due to barring accretions from the roof of the third hearth. 

(2). Speed of Rabble Arms.—The observations showed that in 
treating high tonnages, increased speed was advantageous, for the 
reason that it kept shallower beds on the furnace hearths, and there: 
was less banking up of material in front of the rabble arms. 

General Discussion of Data Obtained from Above Test.—The data 
obtained from this test outlined the way for future work. It was 
necessary to have the furnaces run cooler, which could be accom- 
plished by either drawing more air through the furnaces and conse- 
quently discharging more heat in the waste gases, or else by decreas- 
ing the sulphur content (fuel value) of the feed. Also, for treating 
high tonnages, the test indicated that the larger size of drop hole and 
increased rate of speed were in all probability desirable. 
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(B). Investigation Carried Out by John A. Church, Jr. 


Immediately following the above test, John A. Church, Jr., was 
detailed to make a Special investigation looking towards improving 
the work of the MacDougall department and increasing the tonnage 
treated per furnace. At this point it should be noted that credit for 
the excellent results which were obtained from this investigation is 
due both to Mr. Church and to George 8. Crouse, caleine foreman. 
Mr. Crouse has been employed in the Caleine Department since De- 
cember, 1893, working on the Brueckner cylinders before the first 
installation of MacDougall furnaces; and has been foreman since 
1898. He has always gladly co-operated with the Testing Depart- 
ment in its MacDougall work. The writers in particular are indebted 
to Mr. Crouse, who assisted them in their later work and generously 
placed at their disposal the information obtained from his long expe- 
rience and keen interest in MacDougall work. 

Mr. Church began his investigation by observations on MacDougall 
furnace No. 19. Acting on the information obtained from Mr. Crow- 
foot’s test, this furnace was operated on a high tonnage, but the fuel 
value of the feed was lowered by mixing screenings and lime rock 
with the concentrate. The feed treated was made up of 20 tons of 
concentrate and 6 tons of foreign material per shift. By « foreign 
material” is meant any constituent of the feed lower in fuel value 
than the concentrate, such as slime or first-class ore screenings. Shifts 
are all 8 hr. The furnace had a small third hearth drop hole, meas- 
uring 14 in. from the shaft to the edge of the drop hole, and ran at high 
speed, the rabble arms making one revolution in 38 sec. The draft 
was regulated by dampers in the flue necks, and _ by closing all doors 
except one onthe sixth hearth. The furnace handled the 20 tons of 
concentrate per shift satisfactorily and the foreign material mixed 
with the concentrate kept the temperature of the farnace from becom- 
ing too high. It was found, however, that the work of keeping the 
roof clean above the third hearth drop hole was excessive for normal 
running. 

On May 17, therefore, MacDougall furnace No. 18 was equipped 
with an enlarged third hearth drop hole and started for parallel com- 
parison with furnace No. 19. The conditions under which the two 
furnaces ran were as shown below : 


Conditions. Furnace No. 18. Furnace No. 19. 
Time of one revolution,. ...... .- 38 sec. | 38 sec. 
Size of third hearth drop hole (shaft to , ; 
edge of drop hole),. =. .....- 20 in. 14 te é 
Draft, inches water, ........- 0.8 to 0.9 0.8 to 0. ar 
Tonnage of concentrate,. .....- - 20 per shift. 20 per shift. 


Tonnage of foreign material, . . . . As much as furnace would 7-8 tons per shift. 
take. : 


e 
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Both furnaces had two of the six drop holes covered on the second 
hearth, and two closed on the fourth hearth. Two doors were left 
open on the sixth hearth. 

A few days of operation under the above conditions showed that 
furnace No. 18 with the larger third hearth drop hole ran consider- 
ably cooler and crusted up less than furnace No. 19. Also furnace 
No. 18 would not take as large a tonnage of foreign material without 
becoming too cold. Although by means of feeding foreign material 
along with the concentrate the temperature of No. 19 furnace as a 
whole could be maintained at about the right point, on account of the 
concentration of heat at the third hearth drop hole and the high 
velocity of the gases at this point, the work of keeping the roof aRore 
the third hearth clean still continued to be-excessive. This test there- 
fore corroborated the earlier work of Mr. Crowfoot, and demon- 
strated for high tonnages the advantages of the larger third hearth 
drop hole. Accordingly, when on May 24 a leak in the second 
hearth made it necessary to shut down furnace No. 19 for repairs, 
advantage was taken of the shut down to enlarge the third hearth 
drop hole to 20 in. 

While enlarging the third hearth drop hole of a furnace greatly 
reduces the work of keeping the furnace clean, it also has the unde- 
sirable effect of making the calcine run higher in sulphur. A year 
or two later a means was found of retaining the smaller drop hole, and 
yet avoiding excessive incrusting on the third hearth roof. Two 
extra drop holes were cut in the third hearth close to the edge of the 
center drop hole. The inner rakes on the third hearth rabble arms 
were set so as to push the material away from the center, and there- 
fore all material passing from the third to the fourth hearths was 
forced to pass through the two extra drop holes. This meant drop- 
ping a large bulk of material four times in every revolution of the 
central shaft, instead of having the material showering down continu- 
ously over the edge of the center drop hole. It reduced the amount 
of incrusting on the third hearth roof and localized what incrustations - 
formed over the extra drop holes, making the work much easier for 
the furnacemen. The 14-in. center drop hole combined with the two 
extra drop holes is the present practice for the third hearth. It is 
mentioned here because, although during the work in the spring of 
1910 to increase the tonnage per furnace it was found that the 20-in. 
was an improvement over the 14-in. third hearth drop hole, later work 
as noted above has made it desirable to again change back to the 
smaller drop hole. 

Returning to Mr. Church’s investigation, while furnace No. 19 was 
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down for repairs and to have the third hearth drop hole enlarged, ob- 
servations were kept up on furnace No. 18. More doors were gradu- 
ally opened on the sixth hearth until finally the furnace was run with all 
four of the sixth hearth doors open. (The doors on the upper 
hearths are always kept closed except when they must be opened for 
cleaning, or pulling lumps out of the furnace.) The opening of each 
successive door brought about an improvement in the condition of the 
furnace, showing that previously not enough oxygen had been sup- 
plied. Similarly, the dampers in the flue necks were opened wider, 
improving the work of the furnace, until in time the full available 
draft of the lateral flue was being used, about 1.2 in. of water. 

The chief difficulties experienced with No. 18 were due to the sen- 
sitiveness of the furnace. Changes in the quality of the feed, irreg- 
ular feeding of foreign material, and other adverse conditions would 
often cool the furnace too far, necessitating the use of the oil machine 
to restore a normal working temperature. The first improvement 
in maintaining the furnace at a steady temperature was made by clos- 
ing one additional second hearth drop hole. This made three second 
hearth drop holes closed in all. At first it was thought that the in- 
creased amount of heat obtained by decreasing the second hearth drop 
hole area was due to increasing the frictional resistance to the passage 
of gas through the furnace, allowing less air to enter the furnace 
and less heat to be carried away in the waste gases. The improve- 
ment which had been made in the work of the furnace, however, by 
opening more doors on the sixth hearth and opening wide the dampers 
in the flue necks, showed that this was not the case. The drop hole 
area on the second hearth, even with three drop holes covered, was 
large enough not to throttle to any appreciable extent the gases trav- 
eling through the furnace. The effect, therefore, of closing one extra 
drop hole was to concentrate the ascending hot gases, which had pre- 
viously been passing through four drop holes, into three, thus inten- 
sifying the heat at these three points. Near the outer edge of the 
second hearth is where the concentrate should first begin to burn, and 
a certain temperature is required for its ignition. As furnace No. 
18 had a tendency to run cold, closing an extra second hearth drop 
hole, therefore, benefited the furnace by helping to secure proper 
ignition for the incoming concentrate. Decreasing the second hearth 
drop hole area probably also helped by lessening the amount of heat lost 
by radiation from the third hearth. me: 

Another improvement made in maintaining furnace No. 18 at a good 
working temperature was increasing the amount of concentrate fed. 
The feed of concentrate was raised first to 22 and later to 24 tons per 
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shift. With the higher tonnage the furnace developed more heat and 
it was found advisable to remove one of the second hearth drop 
hole covers, again returning to the condition of four open and two 
closed. On June 2, MacDougall furnace No. 19 was again started, 
the third hearth drop hole having been enlarged. The furnace was 
operated in every respect similar to No. 18. It was found that for 
some unexplained reason No. 19 normally ran hotter than No. 18, and 
as the tonnage of concentrate fed was increased to 24 tons per shiftit 
was found that No. 19 ran best with all of the second hearth drop holes 
uncovered. No. 18 throughout the testing work was found to give 
the best results with two of these drop holes covered. It will be seen, 
therefore, that the proper second hearth drop hole area is a variable 
quantity, depending on the temperature conditions of a furnace, 
quantity of feed treated, and so on. 

On June 17 it was decided to run furnace No. 22 against furnaces 
Nos. 18 and 19 to determine the question of the relative advantages 
of high and low speed, all other conditions being the same. Accord- 
ingly a course of brick was knocked out around the third hearth drop 
hole of No. 22, and instructions were given to gradually raise the | 
tonnage of concentrate to 24 tons per shift. Nos. 18 and 19 continuéd 
to revolve once in 38 sec. and No. 22 was left unchanged at one rev- 
olution in 53 sec. The operation of all three furnaces during about 
a 10-day period showed that the high speed furnaces gave less trouble 
from material banking up in front of the arms and in general pro- 
duced calcine assaying lower in sulphur. A discussion of the relative 
advantages of high-speed, condensed from the report of Mr. Church, 
is presented herewith. 

(a). Advantages of High Speed.—l. Effect of Increased Speed on 
Depth of Bed.—The experimental work showed that for high ton- 
nages the increased speed gave better results, in that the depth of bed 
on the hearths was kept lower and there was less tendency for the feed 
to bank up in front of the arms. The reason for the shallower bed in 
a high-speed furnace is as follows: Assume that in a MacDougall 
furnace the depth of bed remains constant, then every revolution of the 
central shaft moves a constant amount of material af any one point on 
the hearth over a radial distance equal to the width of two furrows. 
If the speed is increased and the depth of bed remains constant, every 
revolution moves the same amount of material the same distance as 
before, but in a given time the greater number of revolutions will 
move a greater tonnage. If, however, the speed is increased and the 
tonnage remains constant, every revolution will move a less quantity 
of material than before, that is, the depth of bed will be reduced. 
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2. Effect of Increased Speed on Degree of Calcination.—Increasing 
the speed of a MacDougall furnace, means not only a decrease in the 
depth of bed with constant tonnage, as shown above; but also means 
that the bed is stirred more frequently. Every passage of a rabble 
arm, by stirring the bed, presents a freshly exposed surface to the 
action of the oxygen-bearing gases. The best speed is that which ex- 
poses a fresh surface just as rapid oxidation of the sulphur is begin- 
ning to die in the old surface. The time required for this rapid oxida- 
tion of the surface to cease varies with the character of the material, 
the amount of oxygen in the gases, the temperature of the bed, tem- 
perature of the gases, and many other factors. In general, however, it 
may be said that the period during which the surface of the bed under 
goes rapid oxidation is shorter for the fifth and sixth hearths than for 
the third and fourth hearths. Up to the point at which a surface is 
buried while still undergoing rapid oxidation of its sulphur, increas- 
ing the speed tends to increase the rate of elimination of sulphur. 

On the third floor, the speed of one revolution in 88 sec. undoubt- 
edly made the stirring too rapid. On the fourth floor observations 
indicated that the increased speed was probably about right, while for 
the fifth and sixth hearths a still higher speed might have been used 
to advantage. 


(C). Effect on Regular Operation of Department by Applying Results 
Obtained from Experimental Work. 


By July 1, 1910, the advantages of increased speed had been dem- 
onstrated to the extent that it was deemed advisable to change all of 
the furnaces in Battery IV. to the speed of one revolution in 38 see. ; 
later, all the furnaces in the MacDougall department were increased 
in speed, the speeds in use at present (May, 1913) being as shown 
below: 


Former Speed of Revolution of Shaft. Present Speed of Revolution of Shaft. 


One revolution in 53 sec. Battery I. (4 furnaces), one revo- 
lution in 45 see. 
Batteries II., III., and IV. (18 
furnaces), one revolution in 38 
sec. 

At the same time that all of the furnaces in Battery IV. were 
changed to the increased speed (July, 1910), the furnaces in operation 
in that battery were also brought up to the increased tonnage of 24 
tons of concentrate per shift. Later, all of the MacDougall furnaces 
were raised to the new tonnages. The effect on the MacDougall de- 
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partment, as the improved methods of operation developed from the 
experimental work were gradually applied to the regular daily work 
of the furnaces, is shown by the figures tabulated below. These fig- 
ures are taken from the Monthly Smelter Reports. 


MacDougall Department. 
Average Tonnage Treated per Furnace Day. 


o ee 3 : BS 3 a 
2 C 3 33 ES 234 a3 
£ aq a a2H 3 3 ae 34 
q Sa S $25 3 a gg a3 
Month. iS o8 a g a3 2 & | & z= 8a 
a ee ° As i | @g8 nO 

& aed re o | = Sty o) 

S = ate py 
April, 1910... 44.8 LD teeeesenes 46.0 1.2° 47.2 0.050 Lie) 
ae 1910 46.9 3.9 0.1 59.9 2.6 53.5 0.057 7.6 
June, 1910 47.2 3.6 0.6 51.4 3.6 55.0 0.059 8.0 
July, 1910... 55.2 6.7 0.1 62.0 4.6 66.6 0.071 9.0 
August, 1910... 52.4 4.0] sedecsase 56.4 3.9 60.3 0.064 8.2 
September, 1910... 67.5 B.9 | cnteseces 71.4 6.5 77.9 0.083 9.8 
October, 1910... 68.1 5B | seneecees 73.4 8.2 81.6 0.088 8.6 
November, 1910... 73.8 4.6 78.4 9.8 88.2 0.094 8.0 
December, 1910... 73.1 4.2 77.3 11.0 88.3 | 0.094 8.4 
January, 1911... 67.6 2.4 70.0 11.9 81.9 .; 0.088 8.4 
February, 1911... 70.5 4.0 74.5 14.3 88.8 | 0.095 10.6 
March, 1911... 75.1 0.3 75.4 10.3 85.7 0.092 11.4 

t 


(D). Fundamental Principles Involved in Increasing the Tonnage. 


Before the experimental work to increase the capacity of the Mac- 
Dougall furnaces was started, the reasons for not treating more than 
about 14 tons of concentrate per furnace per shift were that increasing 
the tonnage raised the percentage of sulphur in the calcine, caused 
the furnaces to become too hot, especially locally on the roof above 
the 14-in. third hearth drop hole, and made the furnaces crust up 
heavily, necessitating an excessive amount of cleaning. The prob- 
lem of treating increased tonnages therefore involved the following 
factors : 

(2). Supplying sufficient oxygen and stirring the hearths frequently 
enough to burn the increased amount of sulphur. 

(6). Regulating the heat from the increased amount of sulphur (fuel) 
burned per square foot of hearth area so that the furnaces would not 
become too hot. 

(c). Regulating the drop hole area so as to avoid ‘too great a con- 
centration of heat and too high a velocity of the gases through the 
drop holes, thus preventing the furnaces from building up too heavy 
incrustations, particularly on the roof above the third hearth center 
drop hole. 

The specific changes made, through which the treating of higher 
tonnages became possible, were as follows: 

(a). The furnaces were operated under the full available draft (about 
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1.1 in. of water), with no dampers in the flue necks and with four 
doors open on the sixth hearth, so as to draw enough air through the 
furnace to supply the necessary amount of oxygen. 

(6). The speed of revolution of the central shafts was increased 
from one revolution in 58 sec. to one revolution in 45 sec. on the first 
battery (four furnaces), and to one revolution in 38 sec. on all the 
other batteries (18 furnaces). This increase of speed had two effects: 

1. It permitted an increase in tonnage without any particular in- 
crease in the depth of bed on the hearths, thus helping the furnaces 
mechanically. 

2. It stirred the beds more frequently and aided in the more rapid 
oxidation of sulphur by bringing the sulphur in contact with sufficient 
oxygen. In a given time, to obtain the same degree of calcination, a 
furnace treating a higher tonnage has to eliminate a larger quantity 
of sulphur. 

(c). First-class ore screenings and lime rock were mixed and fed 
with the increased tonnage of concentrate to reduce and regulate the 
temperature of the furnaces. _ 

(d). The area of the third hearth center drop hole was increased. 
This reduced the amount of heat which had formerly been concen- 
trated at this point and decreased the velocity of gases through this 
opening, resulting in permitting the use of a higher tonnage without 
an excessive amount of crusting on the third hearth roof. 

(e). The second hearth drop hole area was regulated so as to obtain 
sufficient heat at the edge of the second hearth to ignite the incoming 
concentrate. 


VI. TREATMENT OF AN INCREASED AMOUNT OF ORE SCREENINGS. 


The experimental work described above had resulted in increasing 
the efficiency of the MacDougall department by increasing the capac- 
ity of the individual furnaces. That is, the total output of the de- 
partment remained about the same, but the work was done by a fewer 
number of furnaces, resulting, as will be shown later, in a considera- 
ble reduction in labor cost. A short time later it also became desir- 
able to increase the total output of the MacDougall plant to supply 
the feed for an additional reverberatory furnace. The MacDougall 
furnaces were already handling practically the entire output of fine 
concentrate from the concentrator, and no particular increase in the 
supply of fine concentrate could be looked for. To increase the 
amount of material produced by the MacDougall department, there- 
fore, it was desired to treat a larger amount of first-class ore screen- 
ings, of which a sufficient supply could be obtained. 
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In the previous work, the ore screenings, being lower in fuel value 
than the concentrate, had been used as a cooling agent to keep down 
the temperature of the furnaces. The problem now became, instead 
of running the MacDougalls so as to treat the best possible tonnage of 
concentrate, using screenings only as a cooling agent, one of running 
the MacDougalls so as to treat the best possible tonnage of screen- 
ings by utilizing the available heat in the most efficient way. The 
means used for treating a large tonnage of screenings were as follows: 

1. Operation of the furnaces on a high tonnage of concentrate. 

2. Proper regulation of the second hearth drop hole area. 

3. Withdrawal of lime rock from the MacDougall feed, its place 
being taken by screenings. 

1. Operating Furnaces on a High Tonnage of Concentrate.— 
Screenings being low in fuel value and having a cooling effect, as pre- 
viously stated, it was necessary to keep the furnace as hot as possible. 
Increasing the feed of concentrate meant burning more pounds of 
sulphur per square foot of hearth area per minute and developing more 
heat. The concentrate feed to each individual furnace was therefore 
maintained as high as possible without unduly raising the percentage 
of sulphur in the calcine. 

2. Proper Regulation of Second Hearth Drop Hole Area.—In 
order to secure proper ignition for the feed, the second hearth drop 
hole area was regulated so as to obtain as high a temperature at the 
outer edge of the second hearth as possible without too much throt- 
tling of the draft. 

3. Replacement of Lime Rock by Screenings.—Lime rock having 
no fuel value, it was found that its place could be taken by a greater 
quantity of screenings, the screenings carrying an average of from 18 
to 20 per cent. of sulphur and therefore having a fuel value. The 
construction of the MacDougall furnaces was therefore changed so 
that on two furnaces in each battery lime rock could be fed directly 
to the outer edge of the sixth hearths. All the lime rock treated by 
the MacDougall plant was fed to the sixth hearths of these furnaces. 

In addition to the possibility of treating a larger tonnage of screen- 
ings, there were a number of other advantages in favor of this arrange- 
ment. One advantage was that the amount of lime rock mixed in 
with the calcine was not limited by the temperature conditions of the 
furnaces, for feeding lime rock directly to the edge of the sixth hearth 
had very little cooling effect. Another advantage was that the lime 
rock being greater in size than any other constituent of the MacDougall 
feed, its removal from the main body of the furnace lessened the dan- 
ger of breaking rakes by the wedging of large fragments under the 
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blades. Furthermore, there had been no particular advantage 
in sending the lime rock completely through the furnaces. It 
contained no sulphur to be eliminated, and, as the temperature in the 
furnaces was not great enough to burn lime rock to lime, it under- 
went no chemical changes. By sending it directly to the outer edge 
of the sixth hearths it was warmed as much as if it had passed en- 
tirely through the furnaces and was nearly as well mixed with the 
ealcine. 


VIL. Maximum PEerRcENTAGE OF ORE SCREENINGS IN A 
MacDouGatu FEED. 


At this point, the experimental work on increasing the efficiency of 
the MacDougall department was taken up by Mr. Corwin, who ear- 
ried out the tests to determine the maximum percentage of screenings 
which could be treated in a MacDougall feed, and to further increase 
the tonnage of concentrate treated perfurnace. Tests on the Repath- 
Marcy furnace, described later, were made by both of the writers, and 
the experimental work on the Crouse furnace was taken up by Mr. 
Rodgers. All of the testing was done under the direction of Mr. 
Krejci and Mr. Crowfoot, and in co-operation with George 8. Crouse, 
MacDougall foreman, to whom a great amount of credit for the steady 
improvement in MacDougall work is due. 

The test to determine the maximum percentage of screenings, even 
up to 100 per cent., which could be treated in a MacDougall feed was 
started in December, 1910. The results of this test are of unusual 
interest as showing the wide range in sulphur content of the material 
which can be successfully roasted in a MacDougall furnace. 

At the time of starting the test about 8,820 lb. of screenings could 
be treated per furnace per shift, mixed with about 50,000 lb. of con- 
centrate.. The ratio was therefore about 25 tons of concentrate (wet 
weight) to 4.41 tons of screenings per shift, or 85 per cent. of concen- 
trate to 15 per cent. of screenings. The screenings were fed intermit- 
tently during a shift, and, as they always had a cooling effect, they 
were used only when the furnaces were running particularly hot. 
This led the furnacemen to believe that the continuous treatment of 
a 100 per cent. screenings feed would be impossible, and in carrying 
out the test it was necessary to increase the percentage of screenings 
by slow degrees. The successful solution of the problem depended 
on keeping the furnace sufficiently hot. 

MacDougall furnace No. 16 was used for the test work, and when- 
ever necessary the temperature of the furnace was raised by means 
of either or both of the two following : 
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1. Compressed air. 

2. Coal and oil. 

1. Compressed Air.—The advantage of compressed air in keep- 
ing a MacDougall furnace hot was discovered by noticing the effect 
produced by air blown into the furnace through an oil machine aiter 
the oil in the machine had been exhausted. It was observed that the 
jet of air on the fourth hearth caused more rapid oxidation of the 
sulphur, developing more heat and increasing the temperature of the 
furnace. The increase in rapidity of the oxidation was caused by 
the air impinging on the hearth, bringing the calcine into intimate 
contact with fresh oxygen. 

In the test to determine the maximum percentage of ore screenings 
which could be used in the feed to a MacDougall furnace, furnace 
No. 16 was first equipped for compressed air with three 0.25-in. pipes 
inserted through the observation holes of the fourth hearth doors. 
It was found that air blown through these pipes aided greatly in in- 
creasing the temperature of the furnace, and many times when the 
furnace showed signs of becoming cold a recovery was effected by 
means of compressed air without the use of oil or coal. One disad- 
vantage, however, was that there was an increased amount of incrust- 
ing on the rabble arms, due to sparks produced by the air blowing 
on the bed. A large amount of this incrusting was done away with, 
and better results obtained from the air, by replacing the 0.25-in, 
pipes by 0.75-in. pipes. This change made it possible to slightly de- 
crease the velocity of the air entering the furnace, at the same time 
increasing the volume. Thus the amount of sparking was reduced 
and the hearth area affected by the air increased. 

A further improvement was made in the method of introducing 
the compressed air into the furnace before the completion of the test. 
On the fourth hearth, three 0.75-in. pipes each 4.5 ft. long were in- 
serted through holes drilled in the shell and brickwork of the fur- 
nace. ‘These pipes were run towards the center of the furnace along - 
the fourth hearth roof, leaving just enough room for the rabble arms 
to pass beneath them. Just outside of the shell of, the furnace the 
pipes were each connected to a rubber hose delivering compressed 
air from the converter air main. Inside of the furnace the pipes each 
had two series of 0.25-in. holes drilled in them, extending from the 
brick wall of the furnace to the ends of the pipes. The holes were 
drilled 1.5 in. apart, and the two series were each 0.5 in. apart, direct- 
ing the air at nearly right angles down on the bed. These pipes 
caused the compressed air to affect a large area of the bed, and 
because the air was directed against the bed at nearly right anal 
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sparking was practically eliminated. Pipes were also used to intro- 
duce air to the fifth hearth, the arrangement being exactly the same 
as for the fourth. It should be remarked here that, although the 
equipment described above was found highly satisfactory during the 
short period of the test, it would not be suitable as a permanent in- 
stallation, for the reason that the pipes are liable to become bent by 
the heat and interfere with the arms, and also because they make it 
difficult to clean the roofs of the hearths where they are placed. 

The experiment was also tried of blowing air in on the third hearth, 
but the results were unsatisfactory. The temperature of the third 
hearth is too variable, and unless the air is blown against a hot bed it 
does not increase the rate of oxidation of the sulphur, having simply 
a cooling effect. 

2. Coal and Oil.—As the percentage of ore screenings in the feed 
to MacDougall furnace No. 16 was increased, the furnace could not 
be kept hot enough by the use of air only, and it became necessary 
to use a small amount of slack coal. This coal was fed through a 
different hopper from the screenings and concentrate, a fairly even 
feed being obtained by poking the coal through the hopper a little at 
a time and allowing it to mix with the screenings and concentrate on 
the first hearth. Whenever the furnace received a slight set back 
oil was also used to keep it hot, the oil being blown in on the fourth 
hearth in the usual manner. 

On night shift of Feb. 7, 1911, a 100 per cent. ore screenings feed 
was first treated in the furnace and from then until Feb. 12, the fur- 
nace was maintained on this feed. Coal and air were used continu- 
ously to keep the furnace hot, and oil when necessary. To show the 
low fuel value of ore screenings as compared with concentrate, 
the assays on monthly samples of screenings and fine concentrate 
treated in the MacDougall department during January, 1911, are pre- 
sented below : 


Assay Results on Monthly Samples, January, 1911. 


Electro- | 
To MacDougalls. lytic SiOs. | FeO. Al203. CaO. Ss. 
Cu. 
Per Cent. |Per Cent. |Per Cent. |Per Cent. |Per Cent. cea 
First-class ore screenings, - - -| / 10 46.9 16.6 a ue ae 
Fine concentrate... ---+-- 7.45 24.0 32.8 6. : ; 


A record of MacDougall furnace No. 16 for the last 19 days of the 
test is given herewith. 
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Record of MacDougall Furnace No. 16 During Test on Treatment 
of Ore Screenings. 


Tons of Material Per Cent. of Fuel Used. Fuel per Ton 
Charged. | Feed. of Feed. 4 
Date, 1911, = So a | & e 
Es a som, Ht NES 
a = | Total. Boris : . 
g B eee cs =I es Mae h a 
& B & 2 's) Ssin be S Osu e | n 
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Maier Plskeen| 48.71 26.97 75 .68 64.36 | 35 64 | 3,425 63 45.26 | 0.83 8.9 
January 27.....| 45.68 | 31.40 | 77.08 59.26 40.74 | 3,500 74 45.41 | 0.96 12.8: 
January 28...., 34.64 84.42 69 06 50.16 | 49.84 4,100 43 59.37 0.62 fipy 
January 99.....) 80.51 36.11 66.62 45.80 54.20 3,050 35 45.78 | 0.52 5.6 
January 30.....! 24.37 | 40.15 64.52 87.77 | 62.23 2,025 35 31.39 | 0.54 6.0 
January 31....| 24.89 ; 46.64] 71.08 | 84.34 | 65.66 3,400 41 47.87 | 0.58 5.7 
February 1.....| 18.30 | 48.21 66.51 27.51 72.49 | 4,390 ( 56 | 65.40 | 0.84 6.7 
February 2s) 14.21 | 66.95 81.16 17.51 | 82.49 10,605 17 130.67 | 0.21 6.6 
February 3.. | | | | 
February 4.. ae: * . : 
February 5. {' No sere enings used fr On Eels 3 to 6, |inclusive. | | 
February 6.. 2 - 
Hebrasry Ton 7.80 56.32 64.12 9,255 24 144.34 0.87 7.3 
MEDILUATYSeisroccessses- | 74.13) TEASE 13,745 8 185.42 | 0.11 8.0 
February. 9.....|..<.:0....+ | 74.35 | 74.39%) .5 11,430 46 153.73 | 0.62 6.2. 
February 10....| aases|) 69,80 69.80 |.. 10,260 47 146.99 | 0.67 6.5. 
February fg erl| eee ees | 65.80 65.80 |.. 8,335 24 126.67 0.36 5.6 
February Dien eee .| 66.52 | 66.52 7,955 5 119,59 | 0.07 4.9 


VIII. Tests to FurtHer INCREASE CAPACITY OF FURNACES. 


Immediately on the completion of the test to determine the maxi- 
mum percentage of ore screenings which could be treated in a Mac- 
Dougall feed, experimental work was again resumed on increasing 
the tonnages. MacDougall furnace No. 16, which had just been used 
on the screenings test, was used also for the tonnage test. The object 
in view was to treat in this furnace the highest tonnage consistent 
with good calcination. As already stated, this furnace was equipped 
with pipes for blowing air on the beds of the fourth and fifth hearths. 
In the screenings test the air had been used to increase the rate of 
oxidation, in order to increase the temperature of the furnace. In the 
high tonnage test compressed air was used to increase the rate of oxi- 
dation, but not to make the furnace run hotter. With the high ton- 
nage of concentrate, and therefore the large amount of sulphur burned 
per square foot of hearth area, the furnace ran so hot that it was 
always necessary to feed screenings along with the concentrate to cool 
the furnace and prevent the material on the third hearth from fusing, 
The object of increasing the rate of oxidation was not, therefore, to 
raise the temperature of the furnace, but to improve the degree of 
calcination. The speed of revolution of the central shaft was not 
changed, remaining at one revolution in 88 sec. 

The high-tonnage test was carried out during the period from Feb. 
13 to Mar. 8, inclusive, 1911. The maximum tonnage treated in any 
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one 24-hr. period, 105.08 tons, was put through the furnace on Feb. 


a Below is given a record .of the furnace for the three shifts of 
eb. 238: 


Record of MacDougall Furnace No. 16, Feb. 23, 1918. 
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Although it was found that on some days tonnages of around 100 
tons per 24 hr. could be treated, producing calcine assaying about 
11.5 per cent. in sulphur, the test showed that these tonnages could 
not be treated continuously on account of trouble with the driving 
machinery. Sometimes the feed would become so heavy on the first 
hearth that the machinery would refuse to carry it, and it would be 
necessary to rabble the material by hand on to the second hearth. 
Breakages of the driving machinery were of frequent occurrence, ne- 
cessitating shutdowns for repairs. During these shutdowns the fur- 
nace would lose not only the tonnage which would have been treated 
had it been possible to continue the running of the furnace, but also, 
on account of the cooling off of the furnace during the shutdown, it 
would lose tonnage on account of the necessity of reducing the feed 
on starting up, until again reaching a normal working temperature. 

The heavy load on the driving machinery was the result of increas- 
ing the tonnage treated without increasing the speed of revolution of 
the central shaft. As explained earlier in this report, increased ton- 
nage with constant speed means deeper beds on all the hearths. The 
test showed that with the central shaft making one revolution in 38 sec. 
100 tons per 24 hr. could not be treated continuously in the furnace, on 
account of overloading the driving machinery. Increasing the speed of 
the central shaft was not tried and might or might not have caused too 
frequent stirring of the bed. Whether or not this tonnage could have 
been treated successfully by means of increased speed is still an open 


question. 
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IX. Tests to DecrEASE PERCENTAGE OF Fiuge Dust Mapbe By 
MacDovueaLtL FuRNACES. 

The month following the completion of the high-tonnage test, March, 
1911, experimental work was undertaken to try to reduce the per- 
centage of the flue dust made by the MacDougall furnaces. The flue 
dust produced by a MacDougall furnace is caused by the material 
dropping from hearth to hearth through the rising current of gases. 
With a strong draft small particles of partly roasted concentrate are 
picked up by the gases and carried along into the flue. Similarly, 
on the lower floors the incrustations around drop holes are the result 
of the material falling through the rising gases. Small particles of 
calcine are picked up by the draft, and as during the fall through the 
gases they undergo very rapid oxidation and become partly fused, 
when they are thrown up against the roof they stick there, forming 
accretions. The experimental work to reduce the amount of flue dust 
was therefore based on eliminating the fall of material through the 
upward current of gases. 


(A). Repath-Marcy Furnace. 


The first tests were made with the method invented and patented 
by Repath and Marcy. This method provides drop holes for the pas- 
sage of the material from hearth to hearth, which are sealed by the 
material itself against the gases, and also provides separate passage- 
ways from hearth to hearth for the gases. A furnace fulfilling these 
requirements was designed by the engineers at the Great Falls Smelter 
and MacDougall Furnace No. 17 was remodeled to conform with the 
design. This furnace will be referred toas the Repath-Marcy furnace. 
The construction of the furnace is shown in the accompanying sketch, 
Fig. 4. 

The Repath-Marcy furnace was started on Mar. 15,1911. At first 
there were a number of mechanical difficulties encountered which 
interfered with the regular discharge of the material from hearth to 
hearth. . At times the drop holes would allow the material to run: 
through too fast and would become open for the passage of gases. 
At’other times they would not allow the material to pass through fast 
enough and would become choked. Another difficulty met with was 
the excessive loss of heat by radiation from the gas passageways. 
The furnace was therefore shut down after a few days’ running, the 
defects in the drop hole construction were remedied, and the gas pas- 
sageways lined with brick. On starting up again after making these 
changes, with the furnace running satisfactorily mechanically and as 
nearly as possible in accordance with the ideas of the designers, it was 
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found impossible to operate the furnace without the use of coal and 
oil. Different conditions of tonnage and draft were tried, but the 
result was always the same: The furnace would not run without fuel. 
Even when the fourth hearth was kept hot with coal and oil the cal- 
cine produced would assay from 18 to 20 per cent. in sulphur. The 
test showed, therefore, that the furnace as first constructed was not a 
success. 

From the above it will be seen that the furnace was unsatisfactory 
on account of its reduced power to eliminate sulphur. Not enough 
sulphur was burned to either keep the furnace hot or produce desirable 
calcine. The reason for the low elimination of sulphur was that one 
of the principal means of oxidizing the sulphur in the Evans-Klepetko 
type of MacDougall furnace—namely, the showering down of material 
through the rising current of hot oxygen-bearing gases—had been 
removed without anything else being substituted to take its place. 
In the regular type of MacDougall furnace a large amount of sulphur 
is burned and a considerable proportion of the total heat is generated 
during the fall of material from hearth to hearth. During the fall 
each particle is exposed on all sides to the action of oxygen and oxid- 
ation goes on much more rapidly than when the particle is lying on 
the surface of the hearth. Eliminating this fall therefore reduced the 
amount of flue dust made by the furnace at the expense of oxidizing 
power. 

To make sure, however, that the reduced amount of oxidation was 
not caused by an insufficient amount of air being drawn through the 
furnace, a test was carried out under the direction of Mr. Crowfoot to 
determine the relative amount of gas being discharged by the Repath- 
Marcy furnace in comparison with two of the regular MacDougall 
furnaces, Nos. 18and1. The test showed that there was about 87 per 
cent, as much gas by weight being discharged from the Repath-Marcy 
furnace as from furnace No. 18, and about 81 per cent. as much as 
from furnace No. 1. The lesser amount of gas discharged by the 
Repath-Marcy furnace was probably caused by a greater frictional 
resistance to the passage of air through the furnace in comparison with 
the regular MacDougall type. The gas passageways, after being lined 
with brick, had a smaller area than the drop holes in the ordinary 
MacDougall furnace. Also, the path of the gases through the Repath- 
Marcy furnace was longer. Inasmuch, however, as the Repath-Marcy 
furnace was treating less than two-thirds as much material as the other 
furnaces, it was evident that sufficient oxygen was being drawn through 
the furnace for the tonnage treated, and that the decrease in power 
to oxidize sulphur was caused by eliminating the fall of material from 
hearth to hearth through the rising current of hot gases. 
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(B). Modified Repath-Marcy Furnace. 

Observations on the MacDougall furnaces had tended to show that 
most of the dust carried into the flue was produced in the fall through 
the center drop hole from the first hearth to the second, and that a 
few of the sparks formed in the fall through the side drop holes from the 
second hearth to the third were also carried into the flue. The test work 
having indicated that, as then constructed, a certain amount of shower- 
ing down of material through the rising gases was necessary in order to 
obtain a good elimination of sulphur, it was decided to modify the de- 
sign of the Repath-Marcy furnace. The furnace was accordingly shut 
down and the following changes made: Between the fourth and fifth, 
and the fifth and sixth hearths the sealed drop holes and separate gas 
passageways were eliminated, and the construction was changed back 
to that of the regular MacDougall furnace, allowing the material trav- 
eling from the fourth to the fifth and the fifth to the sixth hearths to 
fall through the rising current of gases as before. Also, pipes were 
installed to blow compressed air on the fourth and fifth hearths, the 
equipment being exactly the same as was used in the test to treat a 
100 per cent. ore screenings feed. 

After the above changes had been made there was no trouble expe- 
rienced in running the furnace on a feed not exceeding 20 tons per 
shift, although to maintain the furnace at a working temperature it 
was necessary to use compressed air continuously. Whenever the air 
was shut off for a while a cooling action would soon be observed on 
the third hearth, and in from 2.5 to 3 hr. the calcine would run high 
in sulphur. Also, it was found impossible to increase the feed over 
20 tons per shift without cooling the furnace and producing high sul- 
phurs. The furnace was operated in this way for about a month 
(from May 16 to June 15, 1911), treating on an average about 18 tons 
of concentrate, wet weight, per shift and producing calcine averaging 
about 7.8 per cent. of sulphur. 

During the regular operation of this furnace it was desired to com- 
pare it with the Evans-Klepetko type of MacDougall furnace, to deter- 
mine whether or not any improvement had been made in reducing the 
amount of flue dust produced. As all of the furnaces in each battery 
discharge their gases into a common flue, any method involving actu- 
ally collecting and weighing the flue dust would have been out of the 
question. A method was therefore devised as follows: The two fur- 
naces to be compared were operated on a feed of concentrate only. 
During the test period all the concentrate charged to each furnace was 
weighed and sampled, and also all the calcine, calcine barrings, and 
calcine clean-up produced by each furnace. At the start and at the 
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end of the test the concentrate hoppers of both furnaces were level full 
and the calcine hoppers empty. From the weights and assay results, 
the pounds of copper charged to each furnace and the pounds of copper 
recovered in the furnace products by each furnace were calculated. 
For each furnace, the difference between the weight of copper charged 
and the weight of copper recovered in the furnace products was 
assumed to be the weight of copper which had gone into flue dust. 
Applying an average assay for copper in MacDougall flue dust to the 
above weights of copper assumed as going into the flue, the weight of - 
flue dust produced by each furnace was calculated as shown below: 


Pounds copper fed — pounds copper recovered in furnace products +100= Agee he 5 
Average assay per cent. copper in MacDougall flue dust. ust pga 


Asa check on the above, the weight of flue dust produced was 
also calculated as follows: 


Pounds SiO: fed — pounds SiO; recovered in furnace products 100 Pounds’ fiue dust 
Assay per cent. SiO, in MacDougall flue dust. ee produced. 


Using the above-described method, a comparative test was carried 
out on the modified Repath-Marcy furnace No. 17 and on furnace 
No. 18 during the 48-hr. period from 9 a.m., May 25, to 9 a.m., May 
27,1911. A summary of the principal data obtained from this test 
is presented herewith : 


Summary of Test Data. 


Furnace No.18. Furnace No. 17 
Average. Evans. | q, Modifiea 
Klepetko type. Bt rc: 
Tons of concentrate treated per 24 hr. (wet weight), 84.96 49.61 
Per cent. of moisture in concentrate treated,. . ...... 9.5 9.2 
Tons of concentrate treated per 24 hr. (dry weight), 76.85 ~ 45.02 
Tons of calcine produced per 24hr., ........... 46.83 31.67 
Assay per cent. sulphur in calcine, ............ 10.7 10.7 
Per cent. of dry weight of feed recovered in calcine, 60.93 70.35 
Per cent. of copper fed recovered in calecine,. . . .... . 74.3 85.5 
Per cent. of sulphur fed eliminated (from calcine), . 81.5 79.0 
Caleulated by Cu and SiOz methods. 
Pounds of flue dust produced per 24 hr, . .. 2... 27,000 | 9,042 
Pounds of flue dust per dry ton fed, .... 2... 0... 351 201 
Flue dust, per cent. of dry weight of charge, ....... 17.6 10.0 


Although the test figures showed that the modified Repath-Marcy 
furnace as constructed at the Great Falls Smelter made considerably 
less flue dust, from the fact that the furnace as arranged by us had a very 
much reduced capacity and could not be operated without the con- 


tinuous use of compressed air, it was not thought advisable to adopt 
this type of furnace for regular work. 
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It should be remarked in passing that the figures for flue dust 
given above include all of the flue dust actually passing out of the 
furnaces. Part of this dust settles in the MacDougall cross flues, and 
from there passes through hoppers and chutes to the calcine hoppers 
below. Part settles in the main MacDougall flue and is drawn off 
into cars by the calcine trammers. Practically all of the remainder 
is recovered in the uptake and crosstake flues and the main dust 
chamber. Although the MacDougall furnaces produce a large 
amount of flue dust, therefore, a considerable proportion of the dust 
is recovered at about the same cost as is involved in handling 
calcine. 


(C). Crouse Furnace Designed for Dust Prevention. 


Shortly after the completion of the test on the modified Repath- 
Marcy furnace, a new test was started on a furnace equipped 
for dust prevention designed by George 8. Crouse. The furnace de- 
signed by Mr. Crouse was similar to the modified Repath-Marcy fur- 
nace in that it was arranged to carry the material from the first 
hearth to the second and from the second hearth to the third without 
dropping it through the rising gases, but the method of doing this 
was entirely different. In the Repath-Marcy furnace drop holes 
were provided for the descending material and separate gas passage- 
ways for the rising gases. In the Crouse furnace the gases traveled 
upwards through the drop holes exactly the same as in the Evans- 
Klepetko type of MacDougall furnace. Concentrate passing from 
the first to the second hearth was discharged through an extra drop 
hole, which, by an ingenious arrangement, was sealed against the 
rising gases only during the brief period when material was falling 
through it. From the second to the third hearth the concentrate fell 
through the regular side drop holes, these drop holes being open for 
the rising gases except when concentrate was being discharged 
through them. 

A brief description of the equipment of the Crouse furnace is as 
follows: The extra first hearth drop hole measured 7 by 8 in. in plan 
and was located about 4 in. from the edge of the regular center drop 
hole. -All the rakes on the first hearth rabble arms pushed the con- 
centrate towards the center of the furnace except the two inner rakes, 
one on each arm. These rakes pushed the material away from the 
center. The concentrate, therefore, instead of showering continu- 
ously over the edge of the first hearth center drop hole, as in the 
regular type of MacDougall furnace, was forced to pass through the 
exrta 7 by 8 in. drop hole, falling twice in every complete revolution 
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of the central shaft. The rabble arms on the first, second, and third 
hearths were built so as to be always in line one above the other. On 
the second hearth rabble arms, towards the center of the furnace, 
were attached two iron vessels open at the top and bottom, extending 
from the bed of the second hearth up to nearly flush with the roof. 
When one of the first hearth rabble arms would be dropping concen- 
trate through the extra 7 by 8 in. drop hole, the receiving vessel on 
one of the second hearth rabble arms would be directly below the 
drop hole, sealing it against the rising gases. Similarly, a receiving 
vessel was attached near the outer end of each of the third hearth 
rabble arms, sealing the regular second hearth side drop holes while 
material was falling through them. 

In dropping the material from the third to the fourth hearth, two 
extra drop holes were used. This drop hole construction for the third 
hearth was referred to earlier in this report in connection with the 
question of enlarging the third hearth center drop hole from 14 in.. 
to 20 in. The extra third hearth drop holes were not peculiar to the 
Crouse furnace, being in use in several of the other furnaces at that 
time. They were not at any time sealed against the rising gases, but 
by dropping a large bulk of material four times in every revolution 
of the central shaft, instead of having it showering continuously over 
the edges of the center drop hole, the amount of incrustation formed 
on the third hearth roof was greatly reduced. Also, the incrustations 
formed were easier to remove, because they were localized over the 
two extra drop holes. These extra drop holes permitted the use of a 
14-in. third hearth center drop hole. 

One further feature in the equipment of the Crouse furnace was 
the use of “spark catchers” on the ends of the fourth hearth rabble 
arms. These “spark catchers” were plates extending horizontally 
in front of and in back of the ends of the arms. The object of the 
plates was to catch the sparks formed while the rabble arms were. 
pushing material through the fourth hearth side drop holes, thus 
preventing the building up of incrustations on the roofs. The plates - 
could be cleaned through one door, and could be cleaned more easily 
than the roof above the drop holes. 

The drop hole arrangement and general equipment of the Crouse 
furnace is shown in the two accompanying sketches, A and B of 
Fig. 5. 

The Crouse furnace, then, eliminated the dropping of concentrate 
through the rising gases between the first and second and the second 
and third hearths without providing any separate gas passageways. 
One result of this was that the Crouse furnace was much more com-. 
pact than the modified Repath-Marey furnace. At this point it may: 
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Usually one or more of these side drop 
holes are covered to damp the air current. 


The discharge drop holes are 8 in. wide 
and 23 in. long on outer are. 


Fig. 5.—CrovusE EquipMEnT FoR Dust PREVENTION IN MAcDovuGALL FURNACE. 


416 INCREASING THE EFFICIENCY OF MACDOUGALL ROASTERS. 


be remarked that the dropping of material through the rising gas 
current may be eliminated between the first and second and the 
second and third hearths with much less injury to the capacity of the 
furnace than would be produced by eliminating this drop between 
the lower hearths. For example, in falling through the rising gases 
from the first to the second hearths, the concentrate may be dried 
and heated to a certain extent, but no sulphur is eliminated and no 
heat generated. In dropping through the gas current between the 
lower floors, a certain amount of sulphur is eliminated from the calcine 
and heat is evolved. Dispensing with this drop between the lower 
floors would therefore not only raise the percentage of sulphur in 
the calcine, but would also take away part of the means on which 
the furnace depends for the supply of heat to keep it running. Ina 
furnace where the heat is all produced from the oxidation of the 
sulphur without the help of any outside fuel, any factor tending to 
cut down the total amount of heat produced is a serious detriment to 
the furnace. 

(a). Tests on the Crouse Furnace—MacDougall furnace No. 3 was 
remodeled to conform with Mr. Crouse’s design, and was first started 
on Dec. 18,1911. From the very beginning this furnace demonstrated 
that it would run satisfactorily without the use of coal, oil, or com- 
pressed air and would produce calcine assaying the same percentage 
in sulphur as the average of the other furnaces, although at first it 
was necessary to feed it a slightly lower tonnage than the average of 
the other furnaces. A number of minor changes were made in the 
equipment from time to time, such as rebuilding the second hearth 
drop holes to make them come down more nearly to the tops of the 
receiving vessels on the third hearth rabble arms, and adding two 
extensions to the third hearth receiving vessels. In general, these 
changes were designed to seal the drop holes more securely against 
the ascending gases during the period of the falling of the material 
from hearth to hearth. 

The first test to compare the Crouse furnace with one of the regular 
MacDougall furnaces as to the relative amounts of flue dust produced, 
was carried out in April, 1912. The results of this test showed that 
the Crouse furnace was producing considerably less flue dust, but at 
the expense of a certain reduction in calcining capacity. With both 
furnaces being fed practically the same tonnage of concentrate, 64.5 
tons, wet weight, per 24 hr., the Crouse furnace produced calcine 
assaying 14.2 per cent. of sulphur, as against 10.5 per cent. of 
sulphur in the calcine from the regular MacDougall furnace. Tem- 
perature readings taken to compare the Crouse furnace with the 
regular MacDougall furnaces gave the following results: 
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Temperature in °F. on Hearths of MacDougalls. 


Hearth Hearth Hearth Hearth | Hearth | Hearth 
N No. 4 


No. 1. Nov2s i sNo:'S: Non: > Nos6: 
ook EE | 
Average of six regular | | J 
MacDougall furnaces, . 429 1,017 | 1,142 1,216 $169 lin 108 
Crouse furnace,. ... . 560 880 960 1,100 1,135 | 1,150 


| 


es 


From the above figures it will be seen that the Crouse furnace ran 
considerably cooler than the regular furnaces, as would be inferred 
from the fact that in the comparative test, treating the same feed as 
the regular furnace with which it was compared, the Crouse furnace 
produced calcines higher in sulphur; that is, it burned a lesser 
amount of sulphur per minute and per square foot of hearth area.' 

As a result of this test the Crouse furnace was shut down on 
Apr. 13 and the following changes were made in the equipment: 


Changes Made in Equipment of MacDougall Furnace No. 3, Apr. 19 
to Apr. 24, 1912. 

Hearth. Changes. 

First.—Center drop hole increased in size. Formerly measured 
11 in. from shaft to edge of drop hole. Changed to 
14 in. from shaft to edge of drop hole. 

Second.—Side drop holes previously measured approximately 5 by 
9 by 20 in. Enlarged by chipping out brick between 
edge of drop holes and shell of furnace to approxi- 
mately 12 by 15 by 21.5 in. 

Third. —Previously center drop hole measured approximately 20 in. 
from center shaft to edge of drop hole. Was originally 
made 11 in. with two extra drop holes, but had become 
enlarged to 20 in. by the falling out of two center courses 
of brick, converting the center drop hole and extra 
ealcine drop holes into one large drop hole. Rebuilt, 
making edge of center drop hole 14 in. from shaft, 
and two extra calcine drop holes 6 by 7 in. 

Fourth.—Side drop holes enlarged from approximately 5 by 9 by 20 
in. to approximately 10 by 12.5 by PAM hEry a Mehahil'< 
chipped out between edge of drop hole and shell of 
furnace. ~ 

Fifth._No changes. Center drop hole measured 14 in. from shaft 
to edge of drop hole. 

Sixth.—No changes. ae 

1 For further data regarding temperatures on the hearths of MacDougall furnaces, see 


Practice of Copper Smelting, by E. D. Peters, pp. 93 to 95, and also paper by Ib abst Austin, 
The Washoe Plant of the Anaconda Copper Mining Co. in 1905, Trans., xxxvii., 431 


(1906). 
vou. xLvi.—19 
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The above changes in general increased the drop hole area, making 
it possible for a larger volume of air to be drawn through the furnace. 
Also, the increase in drop hole area was made as far as possible by 
chipping out the brick between the outer edges of the side drop 
holes and the shell of the furnace, thus increasing the drop hole area 
with as little reduction in hearth area as possible. In the regular 
MacDougall furnaces the standard size of drop hole for the second 
and fourth hearths is 5 by 9 by 24 in. In comparison with the 
regular MacDougall furnaces, therefore, the Crouse furnace, after 
the above changes had been made, had a larger second and fourth 
hearth drop hole area. 

When the Crouse furnace was again started it was found that the 
changes in construction had brought about a considerable increase in 
calcining capacity, and that it would handle satisfactorily as large a 
tonnage as the average of the other furnaces. A comparative test 
was made between the Crouse furnace and McDougall furnace No, 1, 
lasting for eight days during the period from May 21 to May 29, 1912. 
Data obtained from this test are tabulated below: 


Summary of Test Data. 
Test period: 12'm., May 24, to9 a.m., May 29, 1912. 


Crouse 
Average. Furnace | Furnace. 
No. 1. } (No. 3.) 
Tons concentrate treated per 24 hr. (wet weight), ..... 67.157 68.493 
Per cent. of moisture in concentrate treated,. . - ... 8.0 dod 
Tons of concentrate treated per 24 hr. (dry weight), 61.78 63.079 
Tons of calcine produced per 24hr., ........... 39.372 42.706 
Assay per cent. sulphur in calcine, ...... . oN 10.3 | 9.6 
Tons of total products, excluding flue dust, per 24 hr., 40.5381 | 44.334 
Per cent. of dry weight of feed recovered in above products, . 65.6 70.3 
Per cent. of copper fed recovered in above products, : 78.6 87.0 
Per cent. of sulphur fed eliminated from above products, 81.3 81.2 
Calculated by Cu Method. 
Eounds ofiflue: dust per 24 hres. ye mentee e cee ee 21,04 
Pounds of flue dust tk dry ton £60. tio. Sack Toe cee ee oh ae 
Flue dust, per cent. of dry weight of charge, ....... 17.0 10.7 


From the above figures it will be seen that the Crouse furnace as 
finally constructed was a complete success. It had a slightly greater 
calcining ‘capacity than the regular furnace with which it was com- 
pared, and was a big improvement over the regular furnace in that it 
converted a larger percentage of the feed into furnace products and 
made less fluedust. Enlarging the drop holearea on the regularfurnace 
to correspond with the drop hole area of the Crouse furnace might or 
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might not have again given the regular furnace aslightly greater calcin- 
ing capacity, but the Crouse furnace would still have had the big advan- 
tage in its favor of making less flue dust. It may also be remarked 
here that although on account of the rebuilding of the smelter, and 
possible changes in the MacDougall plant, the old MacDougall fur- 
naces have not been remodeled to conform with the Grouse design, 
the original Crouse furnace, No. 3, has continued in successful opera- 
tion up to the present date. 

MacDougall furnace No. 18, with which the modified Repath- 
Marcy furnace was compared, in the test figures shows a greater cal- 
cining capacity than MacDougall furnace No. 1, with which the 
Crouse furnace was compared. These two MacDougall furnaces, Nos. 
18 and 1, are exactly similar in construction, and with the same char- 
acter of feed have practically equal calcining capacities. A change in 
the grade of concentrate between the dates of the two tests accounts 
for the larger tonnage treated by MacDougall furnace No. 18. 


X. Concrete HEartus. 


A comparatively recent change made in the construction of the 
MacDougall furnaces, which has tended to decrease the operating 
cost of the department, has been the substitution of reinforced con- 
crete hearths in place of the old brick hearths. The brick hearths 
were 9 in. thick, 14 ft. 6 in. in diameter, and were made of regular 
size bricks laid in regular courses. Due to the expansion and con- 
traction caused by changes in temperature when the furnaces were 
started and shut down, these bricks would often become loosened and 
would fall out around the drop holes. Also, bricks would become 
loosened by barring heavy incrustations from the roofs, and holes 
would occasionally be formed in the hearths. The falling out of bricks 
from either of the two above-mentioned causes would decrease the 
area of the hearths and would allow material to fall through to the 
hearths below before it had been sufficiently calcined. On this ac- 
count furnaces would sometimes have to be shut down for repairs 
after running for only a few days. The hearths would generally last 
a great deal longer than this, but it was never possible to tell when 
it would be necessary to close down for repairs. 

To avoid the above disadvantages of brick hearths, the substitution 
of concrete hearths was suggested by Mr. Corwin. As an experi- 
ment, the third and fourth brick hearths were removed from MacDou- 
gall furnace No. 6 and concrete hearths substituted in their place. 
The third hearth was selected because it undergoes probably the great- 
est variation in temperature during regular operation, and the fourth 
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hearth because it is probably subjected to the greatest variation in 
temperature on starting up and shutting down the furnace. The 
material from which the concrete for the hearths was made was as 


follows: 


Z Radial Rods ¥ Diam. 
—-—--—Indicates Upper Rods 
ss “ Lower “ 


No.3 HEARTH No.4 HEARTH 


____| Hearth No.8 
Limestone 


eo : Enna ae, i 
EDEL E TEE ED EERIE ceneanaeh 


a em 


(1427Te eee 


aS eS 


Fria. 6.—ConcrETE ConsTRUCTION OF HEARTH FOR MAcDouGALL FURNACE. 


Material, ) Amount. 

| 

| 
Portland ‘cement, |: Ala mo) argh tare nee 1 part. 
Tailings sand, 3 Mecdecias 2 parts 
4 parts 


Crushed slag, . 


' 
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The hearths were installed by first building wooden forms in the 
furnace and then putting the concrete in on the forms. These hearths 
were 9 in. thick where they joined the shell of the furnace, decreas- 
ing to 6 in, in thickness near the center shaft. The concrete was rein- 
forced by two series of concentric iron rings tied together by radi- 
ating iron rods. One series of concentric rings and radiating rods 
was buried in the concrete about 1.5 in. above the bottom of the 
hearths, the other about 1.5 in. below the top. The inner one of the 
concentric iron rings in each series was made of 0.5-in. iron rod, the 
two ends fastened together, and the outer rings of 8-in. iron rod. 
The radiating iron rods were all 0.25 in. in thickness, 24 in each 
series. The method of reinforcing the concrete is shown in detail in 
Fig. 6. 

After putting in the third and fourth hearths of concrete, MacDougall 
furnace No. 6 was started on July 24,1912. In November the furnace 
was shut down and the second and fifth hearths changed from brick 
to concrete, the furnace being started again on Nov. 28, 1912. From 
November, 1912, to the present date (May, 1913), the furnace has been 
in continuous operation except for short shutdowns to repair the 
machinery, etc. The hearths are still in as good condition as when 
first installed, showing no cracks or wear of any kind. The heavy 
incrustations that form on the roofs of the hearths are removed more 
easily, as they do not adhere as tightly to the smooth surface of the 
concrete as to the rough surface of the brick hearths. The hearths 
give every appearance of being practically indestructible, and the indi- 
cations are that the MacDougall furnaces, when constructed throughout 
with concrete hearths, will run practically independent of masonry 
repairs. 


XI. ConcLusion. 


As has been stated, systematic experimental work to increase the 
efficiency of the MacDougall furnaces was first started in May, 1910. 
Herewith are given in parallel comparison data on tonnage treated in 
the MacDougall department for the months of April, 1910, and April, 
1913. Some figures are given showing the reduction in labor required 
for operating the department. The figures on labor do not include 
foremen, trammers, oilers, samplers, and so on, as the number of men 
employed in such positions is practically indapanieet of the capacity 
of the furnaces. The figures include only the occupations directly 
connected with the running of the furnaces where a decrease in the 
number of furnaces in operation means a decrease in the number of 
men required. 
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April, 1910. April, 1913. 
Number of days McDougall department in operation, 30 30 
Total tons cupreous material treated during month, . 17,778.4 18, 369.4 
Number of furnace days, 2. 237-5 eae sou 386.9 | 238.4 
Average number of furnaces in operation per day, . 12.9 A 95 
Tons cupreous material treated per furnace day, - - 46.0 rita 
Average per cent. Sin calcines, ......... 7.9 8.9 
Partial List of Labor used in Operating the 
McDougall Department.’ | bee 

Total number of furnacemen during month,. . .. . | 270 180 
Average number of furnacemen per24 hr,.... . 9 6 
Average number of furnacemen per 100 tons cupreous, 

material treated co: 2 dese) oe seam 1.52 0.93 
Total number of feeders during month, . .... . 105. 805 
Average number of feeders per 24hr., ..... °| 3} 23 
Average number of feeders per 100 tons cupreous | Ss 

material treated): s eee ree eae 0.59 0.44 
Total number of laborers pulling lumps during month, 90 | ancwn ewes 
Average number of laborers pulling lumps per 24 hr.,, 3 1 cid Baits Suter 
Average number of laborers pulling lumps per 100 ; 

tons cupreous material treated,. ........ | 0.51 Pel | Bhetecre 


| 


From the above figures it will be seen that the MacDougall depart- 
ment treated a larger tonnage of cupreous material in April, 1913, 
with an average of 7.9 furnaces operating per day, than in April, 1910, 
with an average of 12.9 furnaces operating per day. Due to the fewer 
furnaces running in April, 1913, there was a saving in labor over 
April, 1910, of three furnacemen per 24 hr., three laborers pulling 
lumps per 24 hr., and feeder per 24 hr. 

The experimental work in connection with the MacDougall depart- 
ment resulted not only in increasing the capacity of the furnaces, but 
also in increasing the percentage in first-class ore screenings which 
could be handled in the feed. It brought about the development of a 
furnace producing a much smaller percentage of flue dust, and the 
substitution of reinforced concrete in place of brick hearths. All of 
the above changes tended to decrease the daily operating expense of 
the department. These improvements were made without building 
any new furnaces or enlarging the old ones, and are interesting as 
showing what can be accomplished by systematically studying the con- 
ditions governing a smelting department. 

Valuable general information about MacDougalls and about Mac- 
Dougall practice at the Great Falls and Washoe smelters will be found 
in the Practice of Copper Smelting, by EB. D. Peters, and in the follow- 
ing papers : 

The Washoe Plant of the Anaconda Copper Mining Co. in 1905, 
by L. 8. Austin, Zrans., xxxvii., 431 (1906). 

Progress in the Metallurgy of Copper, by L. S. Austin, Mineral 
Industry, vol. xv. (1906). 


Notes on the Metallurgy of Copper in Montana, by H. O. Hofman, 
Trans., Xxxiv., 258 (1903). 
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I. Earty FurnNaAcgs. 


Copper blast-furnace construction in America has long recognized 
a general standard in the rectangular water-jacketed shaft with sep- 
arate forehearth. The details, however, and especially those relating 
to shaft dimensions, have had to meet a great variety of conditions, 
and show no uniformity whatever. Selecting a few of the present 
day Western plants, we find furnace lengths varying from 12.5 to 87 
ft., widths at tuyere level from 42 to 84 in., and heights above tuyeres 
from 5 ft. 4 in. to 22 ft. 4in.; and comparing present designs with 
those of the past, we meet contrasts no less striking. Unlike its 
transverse section, the length of a farnace has come to depend rather 
on the size of unit desired than on the requirements of smelting ; and 
if the question of length be ignored, several of the various existing 
designs can be grouped together on the basis of a common transverse 
section. This section, having a width at tuyere level of 56 in. and a 
height above tuyeres of 18 ft., was developed at Great Falls, and the 
story of its development contains some interesting features. 

Ground was broken for the Great Falls works in the spring of 1891. 
About a year later, the concentrator was able to begin operation, fol- 
lowed within the next few months by the Brueckner, reverberatory, 
and converter departments, and in April, 1893, by the first blast fur- 
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naces. These, with additions completed in 1894, included four units, 
having a total daily capacity of about 500 tons. Nos. 1 and 2 were 
old furnaces, having already seen service at Butte; their hearth 
dimensions were 42 by 84 in. Nos. 3 and 4 were new. No. 3 was 
120 in. long, 36 in. wide at the bottom of the jackets, 392 in. wide at 
the tuyeres, and 8 ft. 1 in. high from tuyeres to charge floor (see Fig. 
1). The crucible formed part of the water-jacketed shaft, the main 
jackets extending 27 in. below the tuyere level and having a recess 
cut at one end for the breast jacket. This general construction, 
which was abandoned in the next furnace built, has reappeared after 
17 years in the present No. 3, though the breast jacket, as in all the 
latter furnaces, is at the side. There were seven tuyeres on each 
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ORIGINAL BuAst-FURNACE PLANT. 

side, that nearest the discharge end being placed 2 in. lower than the 
others. No. 4 was 90 in. long, 34 in. wide at the bottom of the jack- _ 
ets, 363 in. wide at the tuyeres, and 8 ft. 2 in. high from tuyeres to 
charge floor (see Fig. 2). The jackets, extending 11 in. below the 
tuyere level, rested on the walls of a brick crucible 12-in. deep, the 
breast jacket being set in the brick under one of the end jackets. 
This became the standard type of crucible, from which no departure 
was made until the year 1911. The tuyeres were 12 in number, 6 on 
each side. 

The forehearths of the furnaces were of the movable type common 
at the time. That designed for No. 8 furnace consisted of a cast-iron 
body lined with brickbats, and mounted on a wheeled truck, its out- 


THE DEVELOPMENT OF BLAST-FURNACE CONSTRUCTION. 425 


side dimensions being roughly 5 ft. length, 3 ft. width and 2 ft. depth. 
When a lining gave out, the whole affair was rolled out of the way 
and replaced by another, freshly lined. 

At this time the blast furnace was still something of an experiment 
with Butte ores, and the early practice was with small furnaces and 
low blast pressures, A majority of metallurgists in the Butte dis- 
trict preferred the reverberatory, and, with blast-furnace charges carry- 
ing as much as 90 per cent. of fines, this preference was not remark- 
able. In spite of low volumes and pressures of blast, the production 
of flue dust was excessive; hand feeding was the rule, and the use of 
lime was looked upon with some suspicion. Nevertheless, the pro- 
cess of raw-ore smelting had already made a beginning, and it 
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needed only a gradual decline in the grade of ore to bring practice 
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up to its present level. These were the conditions under which the 
Great Falls furnacemen began their work, and out of which they pro- 
duced a design of furnace that has contributed very largely to the 
blast-furnace production, not only of the district, but of the country. 

The first step in this development was the substitution of station- 
ary settlers for the movable forehearths. This was tried in the spring 
of 1894, and proved an instant success. The first settler was built 
for Furnace No. 1, with a diameter of about 7 ft., but within a short 
time all the furnaces were similarly equipped. 

A record of the practice at this time will be found in Table L., 
which gives the tonnage and composition of charge for each furnace 
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during August, 1894. It will be noted that Furnace No. 1 was run- 
ning chiefly on re-treated material, 97 per cent. of its charge consist- 
ing of matte and converter slag. No assays appear for this month, 
but an assay of first-class ore, dated in October of the same year, 
shows a copper content of 25 per cent.; and another of coarse con- 
eentrates, of the same date, shows 20 per cent. of copper. 

In April, 1895, a test was run on the Charles Allen process of Bes- 
semerizing in the blast-furnace crucible. The crucible of furnace No. 
3 was equipped with a second set of tuyeres, connected with the 
converter blast main, to raise the grade of the normal furnace matte 
as it came down from the smelting zone above. The experiment was 
a failure, for it gave uncertain results and did a good deal of damage 
to the jackets, which under these new conditions quickly burned 
through; but it furnished some interesting figures, which will be 
found in Table II. The first two runs show the desired increase in 
the grade of matte; and the second, in which slag and matte were 
sampled together, shows a corresponding fall in the silicate degree and 
a rise in the copper content of the slag. These changes evidently 
mark an approach to converter conditions. The third run, on the 
other hand, gave no results whatever; blowing for 1.5 hr. raised the 
grade of matte only 0.8 per cent. Whatever the reason for this may 
be, it is not shown by the records; but the fact itself helps to ex- 
plain why the work was dropped. 

The regular practice in 1895 and 1896 is shown in Table III. It 
will-be noted that furnace No. 1 was still re-treating large quanti- 
ties of matte and slag, and that its percentage of fuel is correspond- 
ingly low. Of the remaining three furnaces, No. 8 as the largest fur- 
nace smelted the largest gross tonnage, and No. 4 showed the great- 
est tonnage per square foot of hearth area. The fuel burdens of these 
three furnaces were almost exactly the same, the weighted averages 
for all months in which comparisons could be made being: for No. 
2, 10.14 per cent.; for No. 3, 10.17 per cent.; and for No. 4, 10.15 
per cent. 


II. ExperIMENTS WITH THE Hiau-SuHarr FuRNACE. 


In the spring of 1897 the original No. 1 furnace was replaced by 
an entirely new design. The high cost of using barren limestone to 
flux the siliceous Butte ores had already made itself felt, and an effort 
was now made to replace more of this lime with ferrous oxide derived 
from the ore itself. To increase the formation of ferrous oxide, it 
was proposed to expose the charge to furnace action for longer periods 
of time, and with this idea a very considerable increase was made in 
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the height of shaft. As rebuilt, No. 1 was 24 ft. 5 in. high from 
tuyere level to charge floor. The jacketed portion of this height was 
covered by two tiers of jackets (see Fig. 3), of which the lower 
extended 11 in. below the tuyeres and rested on the walls of a brick 
crucible, thus following the crucible construction of old No. 4. The 
upper side jackets were vertical, giving a shaft width of 48 in.; the 
lower tier was given a slight bosh, which reduced this width to 42 
in. at the bottom of the jackets and 42.5 at the tuyere level. The 
end jackets were vertical, 180 in. apart. 

The furnace was blown in on July 16,1897. The first difficulty 
to appear was a lack of trap in the spout; but this was soon reme- 
died, and a number of campaigns were then made with fair results. 
However, other and more serious troubles made their appearance, 
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Fig. 3.—Enp ELEvATION oF No. 1 Last Furnace. ERECTED IN 1897. 


and were so persistent that the type was finally abandoned. The most 
interesting of these troubles, and the one most closely connected with 
the construction of the furnace, was a decrease, instead of the expected 
increase, in the degree of oxidation obtained. Any attempt to keep 
the charge column up to the full height of the shaft always lowered 
the grade of matte, and the furnace was usually run with a compara- 
tively low column. Although the blast pressures on No. 1 were much 
higher than on the others, these difficulties were ascribed to insufli- 
cient blast, and the high column was given a final test at the full 
capacity of the blowing plant. For this purpose, the other furnaces 
were temporarily shut down, and by shutting off some of the tuyeres 
on No. 1 the blast pressure was forced up to a maximum of 60 oz. 
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Nevertheless, the results were unsatisfactory, for the grade of matte 
decreased as before. 

These difficulties of course indicate a lack of oxygen. When the 
column was raised its resistance to blast was increased ; and while the 
pressure might rise, the volume of air fell off. This rule held good, 
not only in normal running, but also in the special test, when the 
other furnaces were shut down; though in the latter case the volume 
of blast was also decreased by reducing the tuyere area. If all the 
tuyeres had been left open enough blast might have been obtained to 
secure the desired oxidization, although, with the type of blower then 
in use, an increase in height of column would always tend to raise the 
pressure and lower the volume received by the furnace. It appears 
that the high column in No. 1 was never tested under adequate blast 
conditions, and that its results were inconclusive. 

This does not mean that the design of No. 1 as a whole was good, 
even as an example of the high-shaft furnace. It was too narrow 
between upper jackets, and the formation of crust, which was, of 
course, common enough, often led to bridging near the top of the 
column. Once formed, the crusts and bridges were hard to break, 
for the low columns and narrow shaft combined to make barring 
difficult. 

There was another difficulty, due more to the experimental nature 
of the furnace than to its actual design. All the furnaces had a 
common charging floor; No. 1, therefore, was much lower than the 
others at the tapping level, and consequently the matte ladle had to 
be set in a pit several feet below the normal level of the converter 
floor. This pit collected water, and in case of a ranaway was always 
a source of danger. 

When it was decided to remodel the furnace, the question of 
greatest width was being tested on Nos. 2 and 8 and no conclusive 
results had been obtained. Moreover, it was desired to remodel as 
quickly as possible, so the upper part of the shaft retained its 
width of 48 in., and the width at the tuyeres was merely increased - 
from 42.5 to44in. The height was reduced to about 18 ft., to conform 
with Nos. 2 and 8. No. 1 was remodeled on these lines during the 
spring of 1899, and in its new form was blown in on June 8 of the 
same year. This type needs no further discussion, because it was 
more or less of a makeshift, and stands apart from the regular devel- 
opment of the Great Falls furnaces. 

The record of No. 1 as the high-shaft furnace is summarized in 
Tables IV. and V. For comparison, the records of Nos. 3 and 4 are 
given in Table VI. for the same period as that covered by Table V. 
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It will be seen that during the latter part of 1898 the matte from No. 
1 was slightly higher in grade than that from Nos. 3 and 4; but it 
must be remembered that No. 1 was usually run with a compara- 
tively low column, so the results do not properly represent the high 
shaft. In fact, Table VI. shows that the height of column during 
this period was about 15 ft., or 9 ft. less than the height of the shaft. 

Following the usual practice at Great Falls, the oxygen ratios given 
for the slags in Tables IV., V., and VI. were calculated on the 
assumption that alumina in the blast furnace acts as an acid. What- 
ever truth there may be in this assumption, it has been used in calcu- 
lating all the oxygen ratios given in the tables, and the results are 
therefore fairly comparable. If it be true, most of the slags pro- 
duced in these earlier years were abnormally acid, compared to 
present practice; and those from No. 1, shown in Tables IV. and V., 
were no exception. 


Ill. ExprERIMENTS WITH THE WIDE FURNACE. 


Experience with No. 1 during 1897-98 pointed towards a lower 
and wider furnace. A reduction in height would remove what 
seemed to be a useless part of the shaft, and would avoid tapping into 
a pit below the converter floor level. An increase in width between 
upper jackets would avoid the sticking and bridging so common in 
the narrow shaft of No.1. Accordingly, during the year 1899 two 
new designs were made, for furnaces 17 ft. 11% in. high from tuyere 
level to charging floor, 180 in. long between end jackets, and 72 in. 
wide between upper side jackets. Just why the foregoing height 
was chosen does not appear; but it probably was governed chiefly by 
the available head room, after allowing for the desired change in tap- 
ping level. The decision as to width was a matter of judgment, 
guided by experience with No. 1. 

There remained the question of width at the tuyeres. Furnaces 
36, 39, and 42 in. wide at this point had given good service, and there 
was no reason to suppose that the limit had been reached. Accord- 
ingly, the whole subject was tested by making the new units of dif- 
ferent widths at the tuyere level, both greater than anything tried up 
to that time. No. 2 was built on its present lines, with a width at 
the tuyeres of 56 in. (See Fig. 4.) No. 3 was given a correspond- 
ing width of 72 in., the side jackets being vertical from top to bot- 
tom. (See Fig. 5.) 

It is evident that No. 2 was a compromise between the extremes of 
Nos. 1 and 8, and that the more typical results for a wide furnace 
were to be expected from No. 3. The record of No. 2 is therefore 
taken up later, to show its survival as a standard type. 
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No. 3 was blown in with the 72 by 180 in. hearth section on Mar. 
24,1899. The furnace ran only about nine months, and in that time 
developed operating troubles which finally caused a complete change 
in design. One of these troubles was the production of sow. Another 
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Fig. 4. TRANSVERSE VERTICAL SECTION OF 56 BY 180 In. Bruast FURNACE. 
ERECTED IN 1899, as No. 2. 
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Fia, 5,—TRAnsverse VERTICAL Section oF 72 By 180 In. Buast FURNACE. 
ERECTED IN 1899, as No. 3. 
was the tendency of the blast to rise along the jackets, instead of 
spreading evenly through the charge column; and with this condition 
there appeared heavy, loose banks, or crusts, on the sides, which made 
the furnace hard to handle. A third difficulty, of less importance 
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than these other two, was the relatively low temperature of the stream 
flowing from the spout. The worst of these troubles seems to have 
been the production of sow; at times it caused the freezing up of the 
furnace, and at others interfered with the running of the settler, clos- 
ing the tap holes and making it necessary to tap at a higher level. 

In spite of these operating difficulties, No. 3 was very little behind 
No. 2 in actual results. The detailed records of the two furnaces will 
be found in Tables VII. and IX., from which the following summary 
has been taken for purposes of comparison. It should be said that 
No. 2 also suffered from uneven blast and production of sow, though 
not so much as No. 3. ; 


A April- July- October- 
Period. June. September. December. 


No. 2 Furnace. 


Percentage composition of charge: 
Cornverter’slag;.) $2 Sodhay eos & ns 23.9 23.6 20.3 
Concentrates sats ie Ee vue 5 eek paths 24.2 18.2 20.7 
Ore Pantene: oe Sa screen cis, oh feos <a 26.5 34.2 38.1 
imestone.”, orpts wel Sweet else ae os Pas 24.9 23.4 25.0 
Tons smelted per operating day, ....... 441 391 350 
Tons per operating day per sq. ft. hearth,. . . 6.3 5.6 5.0 
IRetcenrare lot LUCL cy sit @ or sere tien ol cow « 8.3 9.3 9.5 
Bins, pressures OUNCES yp) aoe hea ss 2 35 33 33 


No. 3 Furnace. 


Percentage composition of charge : | 
Gonyerten slapeacw.s foot ote eno eee. oa 26.1 24.0 21.7 
Concentrates, ir mee. He abreme eres wi. 26.7 19.5 22.1 
OE EP ae Pee ae ee 23.3 33.2 Sia 
IEATHOSLONG Met ee yes, rot ee aise. (oh Mis 23.3 23.0 23.8 
Tons smelted per operating day, .-..... 350 420 312 
Tons per operating day per sq. ft. hearth, . 3.9 4.7 3.5 
PercentaceotuGl: aut ge fo en Aner) | 8.9 9.3 10.2 
Ip lastpressure, OUNCEE eee. G0. se ss = 33 33 32 


These figures show that the two furnaces ran on practically the 
same charge. Since both were connected to a common blast main, the 
blast pressures are naturally almost identical. In gross tonnage per day, 
No. 2 exceeded No.8 in the first and third periods, but fell behind in the 
second; and for the three periods combined No. 2 is again slightly in 
the lead. In tonnage smelted per square foot of hearth No. 2 always 
exceeds No. 3. In the first and third periods No. 2 was slightly more 
economical in fuel; but in the second, when No. 3. showed a better 
daily tonnage, the two furnaces in this respect were exactly alike. 

It appears, therefore, that the wide form was not abandoned on ac- 
count of its record, which was very nearly as good as that of the form 


432 THE DEVELOPMENT OF BLAST-FURNACE CONSTRUCTION. 


which superseded it. No figures are available to show the relative 
volumes of air received by Nos. 2 and 8, but their similarity in daily 
tonnage, in blast pressures, and, as far as recorded, in heights of col- 
umn, suggests that these volumes were not very different. That is, 
the records of the two furnaces seem to have been controlled by some 
factor other than furnace design, and of all external factors, the blast 
conditions are usually the most important. There is some reason, 
therefore, to suppose that the daily tonnages of both No. 2 and No. 3 
merely kept pace with the volumes of air supplied, and that on this 
account No. 3, as the larger furnace, showed a lower tonnage per 
square foot of hearth. The production of sow suggests that the action 
of the furnace was not strongly oxidizing; and with more air No. 3 
might have shown improvement, not only in capacity, but also in 
ease of handling. The results of this form were therefore inconclu- 
sive, in so far as they related to a width of 72 in. at the tuyeres. 

On the other hand, nothing seems to have been gained by making 
the sides vertical throughout. A cool stream at the spout implies a 
low temperature at the melting zone; and, though various factors 
may have helped to produce this effect, the experience of the plant 
has been that sharper smelting action usually follows a contraction of 
the lower jackets. 

These conclusions agree fairly well with the results of a still wider 
furnace, the present No. 3, which is described farther on. This new 
design, which is 84 in. wide at the tuyeres, differs from the 72 by 
180 in. type in almost every feature aside from width, having greater 
height, a sharp bosh in the lowest jackets, and a blast supply more 
than adequate to its needs. The good results it has given show that 
the 72 by 180 in. furnace had by no means reached the limit of width. 


IV. Experiments with ExtreME Bosu. 


In January, 1900, No. 8 was remodeled, with the idea of combin- 
ing the good points of Nos. 1 and 2. No. 1, which was 44 in. wide 
at the tuyeres and 48 in. wide between upper jackets, was usually in 
good condition at the smelting zone, but gave a good deal of trouble 
by crusting and bridging over on top. No. 2, which was 56 in. wide 
at the tuyeres and 72 in. wide between upper jackets, was easier to 
keep open on top, but did not handle its blast as well in the smelt- 
ing zone. The new furnace was therefore built 72 in. wide between 
upper jackets and 44 in. wide at the tuyeres, making the bosh very 
marked (see Fig. 6). The height was about 18 ft. and the length 
180 in., as before. 


On Jan. 18, 1900, the furnace was blown in. The campaign lasted 
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only three months, and gave such poor results that it was never re- 
peated. During February and March the ore supply carried a good 
deal of fines, and at times all the furnaces suffered; but No. 3 was in 
trouble nearly all the time, and had the poorest record of all. On 
Apr. 24 the crucible broke out at the back, and advantage was taken 
of this accident to shut down the furnace and rebuild it on the lines 
of No. 2. In its new form, No. 3 was blown in again on Apr. 29, 
1900, and thereafter gave good results. 

With the narrow hearth and sharp bosh, No. 8 developed troubles 
almost exactly the opposite of those which marked the wide hearth 
and vertical sides. It discharged a hot stream at the spout, and made 
almost no sow, but the crusts were so heavy and so hard that the fur- 
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Fig. 6.—TRANSVERSE VERTICAL SECTION OF 44 By 180 In. Buast FuRNACE. 
ERECTED IN 1900, as No. 3. 


nace could scarcely be kept open on both ends at once. Some of 
these results, high smelting temperature and absence of sow, had been 
expected, but the excessive crusting was a surprise, for the furnace 
had been designed to gain all the advantages of No. 1 at the hearth, 
without its tendency to crust on top. As far as the hearth conditions 
were concerned, the design was a success. Smelting temperatures 
were high, and the absence of sow suggests uo lack of oxidation. 
However, the extreme hardness of the crusts shows that the high 
temperature of the smelting zone was reflected in the upper part of 
the column, to an extent never found in either No. 1 or No. 2. Active 
smelting apparently began at a higher level in No. 3; and from a 
comparison of the three types, this seems to have been due to the 
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rapid convergence of the lower jackets, which tended towards an 
earlier concentration of smelting action. The flat slope of the jackets 
also gave some mechanical support to the crusts, making them harder 
to handle. As far as the records go, therefore, the design failed on 
account of inherent defects. 

In the present No. 3, described later, the bosh of the lowest jackets 
is again very marked, but it extends a much shorter distance above 
the tuyeres, and represents a much smaller proportion of the total 
height. It seems merely to intensify smelting action at the proper 
level, without having much effect on the column above. 

Table VIII. gives the record of No. 3 for January, February, and 
March, 1900. In per cent. of coke and tonnage per square foot of 
hearth, the furnace almost exactly equaled No. 2 for the same period ; 
its gross tonnage, of course, was less. 


V. SURVIVAL oF THE 56 BY 180 In. FuRNACE. 


At the end of April, 1900, the blast-furnace department comprised 
three units. In hearth section, No. 1 was 44 by 180 in., and Nos. 2 
and 8 were 56 by 180 in.; all three had a height of 17 ft. 112 in. 
from tuyeres to charge floor. A fourth furnace was blown in on 
Oct. 2, 1900, and a fifth on Feb. 22, 1901, both conforming to the 
56 by 180 in. type. Finally, in January, 1905, No. 1 was altered to 
the same lines, and started again on Aug. 24 of the same year. 

The type first represented by No. 2 was thus the only one to sur- 
vive. The causes of its survival may be found in the conditions, 
especially those of blast, under which the furnaces were operated. 
Until 1911, testing was confined almost wholly to furnace design, and 
the blast supply received less attention. The 56 by 180 in. type was 
therefore the product of aspecial set of conditions, in which a radical 
change might have developed a very different style of furnace. Lately 
steps have been taken towards new methods and new conceptions in 
the matter of blast supply, and one of the first results has been the 
successful operation of a furnace which differs in almost every essen- _ 
tial from the older type. 

This does not mean that the question of blast has been neglected. 
The early furnaces were run on 6 or 8 oz. pressure, in accordance 
with the practice of the time. The advent of larger units called for 
higher pressures, and No. 1, when it had the high shaft, was run. on 
from 22 to 40 oz. (see Tables IV. and V.). During the same period 
pressures were also higher on the older furnaces, Nos. 3.and 4 being 
run on from 10 to 18 oz. (see Table VI.). During 1899 and 1900, 
when three large units were in operation, the pressures varied: from 
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26 to 36 oz, Since then, in spite of the addition of two more units, 
they have risen to 40 cat 44 0z. ‘These figures show that the blast 
supply has been gradually increased, bat that a good deal of the 
increase has come since the 56 by 180 in. type became established. 
The real advance in methods of supplying blast was made when the 
oxygen ol the air came to be regarded as part of the furnace charge, 
and a definite volume of blast was maintained, irrespective of ie 
pressure involved. 

The bad points of the other types show why No. 2 met its work- 
ing conditions so well. It was 6 ft. lower than the high-shaft furnace, 
and thus offered less resistance to the passage of blast; it reeeieell 
more air, therefore, at the pressure applied. It was 24 in. wider than 
the same furnace ie ee upper jackets, and so avoided a good deal 
of trouble in handling crusts. It was 16 in. narrower than the wide 
furnace at the tuyeres, obtaining a better distribution of blast and 
better conditions in the smelting zone, and its reduction in width at 
the tuyeres was not enough to form a very pronounced bosh, so that 
the troubles of No. 3 in its 44 by 180 in. form were not repeated. In 
comparison with No. 2, all the other types were extreme in some par- 
ticular feature, and No. 2 itself was a compromise among all of them. 

No. 2 improved upon the other types not only in ease of handling, 
but also in capacity. During the period from April to December, 
inclusive, 1899, it treated 393 tons of charge per day, excluding fuel, 
against 364 tons treated by No. 3 in its 72 by 180 in. form. During 
January, February and March, 1900, it treated 360 tons, against 278 
tons treated by No. 3 in its 44 by 180 in. form. The high-shaft furnace 
was torn down about the time No. 2 was started, but its tonnage 
during the last four months of 1898 was only 282 tons per day. 

Various minor improvements have been made in the 56 by 180 in. 
furnace since it was first designed, but only one of these is of much 
importance. Up to 1911, the floor of the crucible was always built 
below the breast opening, forming a shallow well at the bottom of the 
furnace. Extra tap holes were left at the ends and back, entering 
this well just above the floor, and if tapping out was necessary, the 
contents of the crucibles were run into earth beds behind the furnace, 
to be broken up and wheeled away when cold. The furnace spout 
decreased in depth towards the outer, or discharge, end, so that nothing 
could be run out through the breast opening unless there was blast 
enough to overcome the trap (see Fig. 6). When the present No. 3 
was designed, the crucible floor was sloped downward from all direc- 
tions towards the breast opening, which was thus at the lowest point 
in the furnace. The spout increased in depth outward from the breast, 
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and its discharge end was covered by a thick plate, the lower portion 
of which was pierced near the bottom by a tap hole (see Fig. 7). To 
tap. out the crucible, it was necessary simply to open this tap hole and 
run the molten material through the spout into the settler, where it 
belongs. This design, which was borrowed from another plant, not 


Main 
Front 


SSS SSS SSS i Jacket 
| Breast 
| Jacket 


LI EEL 
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Fic. 7.—Buast-FurNACE Spout INSTALLED ON FuRNACE No. 2 in 1912. 


only does away with bedding the slag, but increases the temperature 
of the stream running from the spout, for the molten material escapes 
from the crucible as fast as it formed, and undergoes no period of 
stagnation and cooling below the breast opening. Since its trial in 
No. 3, some of the 56 by 180 in. furnaces have been altered to the 
same design. , 
VI. Recent Experiments. 
Under the old conditions of blast supply, the 56 by 180 in. type 
became the standard of the plant, and from 1905 to 1911 it was the 
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only style of furnace in use. In the latter year, however, experiments 
were made with a new type of blower and a new design of furnace, 
with the idea of developing a larger transverse section, which should 
utilize more air and smelt more material, without calling for an in- 
crease in labor costs. The full discussion of this new design is 
reserved for the future, but a brief description can be given here. 
Furnace No. 8, which was selected for the experiment, was rebuilt 
in 1911. Its length is 180 in., as before, the novelty of the design 
referring entirely to the transverse section. Its height is 22 ft. 4 in. 
from tuyeres to charge floor, and includes three tiers of jackets. It 
is 84 in. wide at the tuyeres, 120 in. wide at the top of the lowest tier 
of jackets, and 96 in. wide at the top of the uppermost tier of jack- 
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Fie. 8.—TRANSVERSE VERTICAL Section oF 84 By 180 IN. Buast FuRNACE. 
ERECTED IN 1911, as No. 3. 

ets (see Fig. 8). The sides are thus boshed in two directions, the 
lower or normal bosh being confined to the lowest jackets, and the 
reversed bosh extending over the two upper tiers; the normal bosh is 
very marked, the reversed bosh more gradual. The lowest aoa 
rest on cast iron plates, supported by short cast columns. These 
plates are covered within the furnace by a thin layer of brick, sloped 
downward towards the opening in the breast jacket, which is set in 
a recess cut in one of the side jackets. The tuyeres are placed about 
midway up the lowest tier, the water-jacketed space underneath serv- 
ing as a crucible; it will be remembered that the essential features 
of this construction were used in one of the early furnaces, the origi- 
nal No. 3. The tuyeres, 56 in number, are in the form of vertical 
slots, 11 in. long and 3 in. wide. 
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The furnace is supplied with blast by a turbo-blower of high capa- 
city, equipped with a constant-volume governor; the flow of air 
through the tuyeres is thus kept constant in volume, without regard to 
the pressure involved. There is a limit, of course, to the pressures 
at which the machine will work, but at the required volumes, from 
17,000 to 20,000 cu. ft. of free air per minute, this limit is never 
approached. 

The furnace spreads its blast evenly, shows some economy in coke, 
and under normal conditions discharges a hot stream atthe spout. It 
has made some record runs, maintaining a capacity for short periods 
as high as 7 tons per square foot of hearth per day. The charge col- 
umn, although sometimes raised nearly to the full height of the shaft, 
is usually held a few feet lower. One object of this practice is to ob- 
tain a better distribution of the charge, as it falls from the cars. All 
the furnaces are fed from the side, but in No. 3 the charging plates 
overhang the shaft for a distance of 12 in. (see Fig. 8), so that there 
is a narrow strip along each side which cannot be fed higher than the 
lower edge of the plate. At the height of column ordinarily adopted, 
however, this arrangement of the charging plates helps to keep the 
center level with the sides, and in fact is a step towards overhead 
charging. 

VII. Summary. 

The results of these experiments in furnace construction are diffi- 
cult to summarize, because they have developed no limiting dimen- 
sions. However, they point out certain tendencies in operation which 
must be remembered, if the size of furnace is to be much increased. 
They also show the importance of the blast, and open up a field for 
future research in methods of supplying and controlling the air. 

In general, an increase in height of column calls for higher blast 
pressures, if the volume of blast is to remain unchanged. The cost 
of air compression rises with the pressure involved, and thus may 
possibly set a limit to economical height. Furthermore, in plants 
which have no system of maintaining a uniform charge, any trouble: 
with poor slag at the spout is more serious with a high column than 
with a low one, because the high column does not allow corrective 
charges to descend so quickly to the breast, where they are needed. 
It also makes the handling of deep crusts more difficult. On the 
other hand, a higher column prolongs the period of gradual heating 
in the upper part of the furnace, and reduces the waste of heat in flue 
gases. Furthermore, it tends to prevent the escape of unconsumed 
oxygen, by exposing the charge for a longer time to oxidation. The 
column must be at least high enough to insure an even distribution 
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of blast in the lower part of the furnace, and thus depends to some 
extent on the width at the tuyeres. 

For any one length of furnace, an increase in width at the tuyeres 
means an increase in hearth area. If the volume of blast per square 
foot of hearth is to remain unchanged, either the blast pressure must 
be raised or the tuyere area increased. ‘The latter course, which is 
the more economical, will sooner or later bring up some interesting 
problems in jacket design. To some extent, the width at the tuyeres 
influences the width on top, to form the desired bosh. As the width 
on top increases, the difficulties of side charging from cars, as prac- 
ticed at Great Falls, will probably call for some system of overhead 
charging, and thus introduce new mechanical features. Although 
systems of this sort have been worked out at other plants, the unusual 
widths which seem possible in future furnaces may bring up problems 
of their own. 

Finally, the oxygen of the blast is a part of the furnace charge, 
and the method of blast supply should allow some sort of control over 
the volume, and hence the weight, of oxygen received by the furnace. 


TaBLE I.— Details of Operation of the Blast-Furnace. Department 
during August, 1894. 


Tonnages. 
: sath oJ ge “ Pounds Fuel. 
Blast Total Tons |Pounds Weight) 
Furnace Pe ce eee Smelted, Ex- | per Charge, | 2: ene 
No, } clusive Fuel. | Exclusive ies Anthracite 
| Fuel. oke. Coal, 
1 3,938 3,938.0 | 2,000 82,817.0 31,370 10.9 
2 3,088 3,128.0 | 2,026 | 70,464.0 cana 11,3 
3 3,032 3,025.0 1,995 | 68,992.0 11.4 
4 1,670 1,671.0 2,001 38, 468.0 11.5 
No. 4 was 


Furnaces Nos. 1, 2, and 3 remained in operation throughout the month, 


blown in on the 14th. 
The flue dust was mixed with water to form a paste or mud, and charged wet into the 


pas Average Composition of Charge. 
: * Per Cent. of 
o 
Z | = 2 
oO | oO ; a a 
ad ae : ee si ae Z 
Ss g Secs 2 5 cs : 
z & te oe eee 3 es s 5 E 
3 : aa | gua | 23 = | #8 : : 8 
5 5 NS ISS Oo hale i ting Ja a E s 8 
5 0.02 
.23 | 40.50 1.78 0.04 0.49 0.28 56.62 
: ite 31.39 1.62 3.33 | 24.58 13.74 0.47 7.08 4.61 
3 14.71 | 27.38 1.70 3.56 | 28.15 | 15.18 0.84 3.33 5.14 
4 15.58 | 25.50 22 3.96 | 28.23 | 16.61 0.51) 8.38 
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TaBLe II.— Results of a Test on the Allen Process of Bessemerization 
in the Blast-Furnace Crucible, April, 1895. 
All Tests run on Blast Furnace No. 3. 
Test run on April 9. ? 


pee! | Corresponding Slag. 


Time Sampled. = 
Per Per | Per Cent. | Per Cent. | Per Cent. 
Cent. | Cent. SiQga wil we AlsOns ale eO: 

| (Cu. Cu. fi 


Per Cent. Oxygen 
CaO. Ratio. 


| 
Before! Bessemerizing...| 39-67] 2 96-1) sees | elec “| apt anh 
After Bessemerizing....) 51.5 a ee 


Test run on April 11. 


Before Bessemerizing.| 37.5 | - . 


After blowing 20min. 38.0 0.3 356 | 99 37.0 16.7 | 1.8099 
~Afterblowinglhr.40m 45.3 1.0 33.8 8.2 38.7 17.5 1.6000 


After blowing 2 hr...... 45.7 


Test run on April 13. 


Before Bessemerizing... 
After blowing 1 hr.30m. 


“129137 | "21.3 | 1.9492 


i 


Ud ep iets ease 
ANS [ae eee [asta 
| 


a. The composition of the charge on this date was as follows: 


Pounds, 
Concentrates) er cace ey ee aes ae 800 
OREE. fae hone ty? tate te es See 350 
Slag wise. ace ot ha eee 350 
Tame rocky. as cee eee 300 
Caleines sic 7." 7 ices sateen . 200 
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Taste III.— Details of Operation of the Blast-Furnace Department 
during 1895-96. 


| eas ; a 
| | Composition of Charge. Z | Coke is 
; por ae ae) i 
ne Tons. Sascha a 
be ns Per Cent. pee: * i | -2 
o | | | | 2 = ae | 7 
a | 2, |es i itccetea | Be a oh dees eae 
| E | eg 8s | | ass a|g\a aa| 3 
Sale, pee / = ai- ae Si grr bol Suet be —Q 
etn tes Sls Gl ak als| 3. | a | 2s] a 
ee ee ee eet | le eed eel So eo! Ol Se | ee | Ri) 2 
a eg a Se | eS) Ss | & pS 8) 2 b> | jen} SiS! We o = g 
Seta pet jeso eal a Pe iess Si a |B) | Se toa] & | ee Ag 
Moe | aie Oo FA pe Pais pe la alae jel ele ° 
= 2 | | el | | | ——|— | |— 
| | | | | | 
| .» | 1 | 4,227) 216 | 2,9293/ 1,092! 66) 5.1 | 69.2 | 24.2 | 1.5130 |140.9| 412] 9.7/ 5.75 | 4.8 
$| & | 2 | 2\816|1,402| °466| '549| 399| 49:9 | 16:6 | 19-2 |14.3'95 [1192/6] 312 | 11:1| 4.60 | 8.8 
%| = | 3 | 3,761|2,189/- 42) 870] 663) 58.2 | 1.1 | 23.1 |17.6/28%|132.1| 406 |10.8| 4.40 | 8.8 
la 4 2,002 1,218 | 39) 365 | 380| 60.9} 1-9 | 18.2 19.0/18%4| 108.2 | 222 | 11:1| 5.09 | 8.6 
ug. {911 | 2,9 99| 789| 742) 58.8 | 2.5 | 20.2 |19.0/91 -|126.2 | 434 | 11.1] 4.91 | . 
Be hy eee . ate ale | i bia Pe cot wail AG Se 
Apr.| 3 | 4,208 | 2,707 | ...... 621 | 380| 64.3: |-...... 14.8 | 20.9, 2734| 153.0) 425 | 10.1| 5.10 |... 
May | 8 | 4,475 | 2778 | ...... 645 |1,052) 62.1 | ...... 14.4 33 °6180° 149.2 | 450 {10:1| 4.97 | 
: Ne 7 
Jun.| 3 | 3,306 | 2,008 | ...... | 550] "753) 60.6 | ;..... 16.6 |22.8|2534) 129.6 | 335 | 10.1] 4.32 | -... 
. | 1 | 1.951} 513) 573) 673] 192] 26.3 | 99.8 | 34.5 | 9.9.15" 130.1/ 188 | 9.5| 5.31 | 9.6 
& | 2 |3,429|1,237| 794] 946) 452/ 36.0 | 93:2 | 27.6 |18.2|9614| 129.4 | 332 | 9.7) 5.28 | 18,0 
a | 8 | 2,843 | 1,756 10| 425) 652| 61.7 | 0.4 | 14.9 |28,019 | 149.6| 285 | 10.0] 4.99 | 15.8 
Lc i | ' FOF 46/ 
| 4 | 3,467 | 2,089) 149) 525) 754) 58.8 | 4.3 | 15.1 | 21'8/ 2824) 191.6 | 318 | 10.0| 4.72 | 12.8 
| .. | 1 | 8,843 | 1,192) 982 | 1,292 377/ 31.0 | 25.6 | 88.6 | 9.818084) 195.3| 365 | 9.5] 5.11 | ..... 
| & | 2 | 2798) 2630) 147 | “451 | 564 88.3 | 5.2 | 16.4 /20.1/26%) 104.9 | 281 | 10.0 4.28 |... 
ee a! P3633, 2110 c..c 553 | $73] 60.8 | ...... | 15.2 | 24.0 2424! 147.4 | 366 | 10.1/ 4.91 | ...... 
| ~~ | 4 | 3,405! 2\082/ 11) 507| 805| 61.2 | 0-3 | 14.9 |23.6|299¢| 14:8 | 342 | 10.0| 5.40 | ..... 
mi} | 1 «| 8,845] 615 | 1,548 | 1,545 | 137] 15.9 | 40.8 | 40.3 | 3.5/29° | 192.6| 358 | 9.2) 5:41 | ...... 
3 | 2 |2193/1,143| 38) 521| 421] 58.8] 1.8 | 24.5 |19.9/18%4| 115.8 | 213 | 10.0| 4.78 
= es Sma 3 | 
B | 3 | 4436 |2.568) 18 764 |1,086) 58.0 | 0.4 | 17.2 | 24-4 28%) 154.7 | 443 | 10.0 5.16 
| 4 |3,288/1,904/ 10] 571| 803) 57.9 | 0.3 | 17.4 | 24:4| 2882) 116.0 | 329 | 10.0) 5.46 
_ | 1 | 5,181] ‘570 | 3,028 | 1,480) 53] 11.1 | 58.9 | 28.9 | 1.1]81 | 165.5 | 463 | 9.0] 6.76 
3 | 2 | 3.943/1,976| 239] '959| 770) 50.2| 6.0 | 24.3 119.531 | 127.2394 | 10.0] 5.19 
2 = | | 
© | 3 | 4,544 | 2318 ...... 1,263 | 963) 51.0 | 97.8 21.299 | 156.7 | 455 |10.0| 5.22 | .....- 
4 | 3,867 | yp) eae 1,064 | 824) 51.2 27.5 | 21.38/81 | 124.7 | 887 | 10.0 5.87 | 


TaBiEe 1V.—Details of Operation of Blast Furnace No. 1, July, 1897, 
to August, 1897, Inclusive. 


Dimensions of Furnace.—Hearth section, 42 by 180 in. Height, center line of tuyeres to 
charging floor, 24ft.5 in. Section at top of upper jackets, 48 by 180 in. 

The average weight of charge is not recorded, but is given in another summary for Feb- 
ruary, 1898, as 2,000 Ib. All the charges here recorded were probably of about this 
weight. On this as-umption, the percentage of coke varied from 7.0 to 10.0 per cent. 

The average number of charges per operating day, for the entire period covered by this 
tabulation, was 318.7. 


Date mm s Slag. | Boe | a 2 
= oa. | oO ae, | Ad & ?; 
| BER (oss! J tM I = rs Of | s2 | mg 
=| Sie 28 as a. ra q oil iota aly ei 
, Se Pad Oo | BL wa | gC Kes ae BO | 5a 
val = | ae . é 2 i 5 | 2 ge | £F | E | 5 
| July | yA! 3) | 40.2 | 30.4 LO aL Sane We 2a08 2 199.6 9} | 35.3 
| Aug. : 241.5 | 44.4 | 41.2 | 26.7 | 10.3 | 17.9 | 2.4217 | 200.0 | 17 | 34.0 
i} Sept] 266-1 47.4, | 40:5) 27.1 | 11.97) 18.2.) 2 4109 | 200.0 | 18 | 24.2 
Sr Oct: 323.6 | 47.6 | SA ia | ew Aaaesie | Bamreenss 20.0 [. ..--42- 119220 23 +| 40.7 
™| Nov 351.3 | 45.3 | 39.8 | 29.5 | 12.2 14.6 | 2.3019 | 1738.4 | 18% | 32.0 
| Dec 340.4 | 52.4 | 40.41 31-5 } 11.2 \e 17.0 | 2.2479 152.0 | 27 | 24.3 
Seid anw | o3le? sh be:05)e40.0 | 28:5 | 9.8 | 17.9 | 2.2524 141.8 | 298 Dai 
Feb. 878.2 | 56.2 | 40.7 ) FS WOO LO tees UG 140.6 | 25} | 38.38 
| Mar. 347.8 | 57.2 |-40.2 | 23.6 8.9 | 17.8 | 2.2273 | 158.6 | 233 29.8 
.| Apr. | 8000} 57-84-41 | 27.2 | 8.9 | 20.8 | 2.1478 | 167.6 24 29.7 
2 May | 326.0 | 58.7 39.0 | 33.3 | 10.5 | 15.8 2.1468 | 162.8 | 21 27.1 
= June | 314.9 | 56.0 | 39.8 | 31.2 | 10.2 | 14.4 : 9.3420 | 184.4) 30 | 32.1 
July | DOOR 56.2. | 42.7 | Dy OS |) 18.8 | 2.4678 | 175.4 | 27% | 35.0 
Aug. tess aeice sin,n leon ciie\so HE a ce a [sttteeeeeees | OOS Za eeaies ess 30.6 
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Taste V.— Details of Operation of Blast Furnace No. 1, 
September, October, November, December, 1898. 
All weights are Blast-Furaace Weights. 


Furnace. No.1. 42 by 180in. 24 ft. 5in. high. 

Months, 1898. ever October. November.) December. 
Total No. of Charges smelted, . ee ae ctl ett ine OP 6,802 6,828 | 5, 293 5 

Coke «3s kc, oe ea -Tons.; 649.1 | 743.0 758.6 573. 
ol Pama rae . | 1,587.2.) 1,618.8 °1;768.2 ) aes00e 
@ | Conv. slag, _| 1,785.2 | 1,727.4 1,830.8 | 1,662.9 
5 | Concentrates owl 536.8 604.1 | 782.2 
‘S| First-class ore, - 2,885.8 | 2,749.6 | 2,702.4 | 1,957.4 
Slee wo 60.7 | 384.0) 999.5 | — 195.0 
$ | Colorado matte, ae Lg cow ee ae ne 
a Retnoryalas™ ae 58.4 72.8 84.1] 92.4 
SB. F. slag and chips, | a 9.5: | 1.6 
Total tonnage, exclusive fuel, . . . . | 6,650.4 | 7,034.4 | 7,218.6 | Ooo tan 
Total tonnage, exclusive fuel and flux, 5,063.1 | 5,420.6 5,460.4 | 4,691.5 

Number of days operated, . : 24} 25 | 253 203 
Donsineroperating dayne 274.2 | 281.4) 283.1) 29273 
Tons per operating day per square foot hearth, . 5.22 5.36 5.39 5.57 
Rericenty (of coke. arcs ae eer eae 9.8 10.6 | 10.5 | 9.6 
Height of charge col. in feet, 13 15 15.1 | 15.9 
Grade of matte, per cent. Cu, | 64.6 54.5 58.1 | 51.5 
Per cent. SiOz, ep we ATe2 41.8| 41.2 40.5 
4 | Per cent. FeO, 25.4 23.4 | 23.5 24.3 
& | Per cent. AlzOs, 9.2 | 8.4 | 8.4 9.6 
“ | Per cent. CaO, Sse og ae 20.5 | 22.0 | 22.8 22.0 
Oxygen ratio (base =1, acid= ), 2.2739 2.2735 2.1978 2.2235 
Blast pressure, Oz, 24.7 24.5 27.5 22:2, 


TaBLE VI.—Details of Operation of Blast Furnaces Nos. 3 and 4, 
September, October, November, December, 1898. 
All Weights are Blast-Furnace Weights. 


Blast Furnace No. 3. Blast Furnace No. 4. 
Furnace. 36 by 120 in. 34 by 40 in. 
Month, 1898. Sept. | Oct.\] Nov. | Dec. | Sept. | Oct. | Nov. Dec. 
: t SBE 

Total number of charges smelted, ... |3,943 4,116 4,523 | 4,276 3,717 3,383 | 38,751 3,749 

NCO G, resisaarteustans ab Tons,| 396.0 444.8 444.3 434.3 372.4 | 368.3 376.5 383.4 
‘S| Lime rock, ... 129.0 |. 529.8 516.7 280.3 80.9 $22.5 422.1 225.6 
qd Conv. slag, .. 1,600.7 |1,322 8 (1,108.0 |1,593.5 |1,341.3 |1,089.7 937.8 |1,354.0 
23 | Concentrates, 1,251.2 |1,389.0 |1,237.6 |1,606.8 942.1 |1,218.4 |1,000.7 1,306.4 
+ | First-class or 155.2 | $5940. |. 44908 ive socsanek 80.5 469.7 359.1 
SiS MOOSE! OE icnscennrelan ta eee |e eee | 0.5 | 221.0 | é . 
25 |B. & M. matte, Odst 1 QT 4) DIQeL 5 
£~ | Colorado matte 1562} 2.0] 466.0 
m | Refinery slag.,. ... |lWorekwewayess | a eens, |e Shicak es 

ILBIEV Slag and ohilpscenctaticciecteteme |eresstessees 10.0 
Total tonnage, exclusive fuel,......... 4,050.0 4,338.2 4,581.2 5,564.6 /3,799.8 (3,475.4 |8,898.0 |3,994.9 
Total tonnage, excl. fuel and flux,... 3,921.0 |8,808.4 |4,064.5 4,283.8 |3,718.8 |3,153.9 |8,475.9 3,769.3 
Number of days operated,................ 2744 | 29% 27 28 26% | 291% 30 30 
Tons per operating BIV cacssoa ateveevcies 148.6 | 147.1 | 169.7 | 163.0] 143.4] 119778 29.9) 1) 1sac2 
Tons per op. day per sq. ft. hearth, .. | 4.95 4.90, 5.66 5.48 6.75 5.54 6.11 6.27 
Per Gent: Of GOK... 4. ascend 9.8 10.3 | 9.7 9.5 9.8 10.6 a7 9.6 
Grade of matte, per cent. Caietencares 51.8 53.0 53.9 51.0 62.1 61.5 55.1 51.6 

Per cent. SiOz,, 89.0} 41.4] 42.9 40.2 37.3 41.5 41.5 39.6 
ep | Per cent FeO..,. 41.8 33.3 | 30.6 36.8 44.3 34.3 31.3 38.2 
& | Per cent, AloOs,... 10.1 8.6 9.4 10.1 10.3 8.9 9.5 10.1 
® | Per cent. Ca0,,....... 4.9 12.7 13.1 11.0 4.7 11.8 13.4 11.0 

Oxygen ratio (base =1 2.3738) 2.3545 2.5374] 2.2983) 2.1964) 2.3791| 2.4513 2.2096 
Blast Pressure, OzZ.j.sctcseeeacocecsravteeens 16.7 18.6 17.2 14.4 12.8 13.7 12.6 10.9 
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TasLe VIT.—Details of Operation of Blast Furnace No. 3 
(72 by 180 in.) for the Entire Period of its Use. 
All Weights are Blast-Furnace Weights. 
April, | May. / June. | July. August.) Sept. | Oct Nov | Dec 


Months, 1899. | 
| 


Total number of charges 
Coke. Tons, 


pts Lime ens) 
) | Converter slag... 
 _.| First-class ore..... 
3 | Moose ore....... ...... ue 
“3 & Coarse concentrates 
gs) B. and M. matte... 
a Refinery slag....... 
o | Calcine lump.. 
Pe MG b-xcacs cccvoaen 
| Reverb. chipS........cc..s. | | 8 

Total tonnage, exclusive tuel| 5,346.3/11,103.6| 1,771.6/12,089.2)18,790.0)11,799.9} 8,050.1) 9,825.7! 8,379.8 
Totaltonn.,excl.fuel eas 4,073.5, 8,578.1) 1,324.4) 9,212.0/10,782.6) 9,035.7) 6,321.8) 7,334.6) 6,343.5 
Number of days operated... 14 31 7| 2834 | 81 30 2434 291% 30 
Tons per operating day......... 381.9} 358.2) 253.1| 420.5/ 444.8] 393.3) 325.3 333.1] 279.3 
Tons per op. day per sq. ft. | 

HRCA EGR svctecsuncner soceesnc-Blnccsans 4.24 39.8 2.81 4.67 4.94, 4.37 3.61 3.70 3.10 
Per cent. of coke.. 8.4) 8.9} 10.6} 9.0) 9.3 9.4) 10.0 9.9} 10.9 
Height of chg. col. ‘ab. tuyers 12.7 ft.| 13.2 ft. 13.4 ft.) 14 ft.b) 14 ft.b/14.3 ft.b/No Rec.|No Rec.|No Rec. 
Grade of matte, per cent. Cu. 48.6 48.4) 53.0 61.1 48. 49.5 49.6 52.7 54.2 
“HW Per cont, SiQs.s52200s-s ZB) GAT) am DR:) nS) ea ne EG) ee A me el aS 
2| Per cent. FeO....... 21.0 22.0} 23.8)* 23.2 24.5 25.8 27.3 24,1 25.3 

Per cent. Al2Oz . 10.1 10.1, 10.0 10.0; 10.1 10.0 10.1 10.1 10.1 
Per cent. CaO... = 22.4 22.3) 22.8 2A 20.3 19.8 18.0 22.5 et 

Oxygen ratio (base— = ‘acid— =)} 2.4837 2.4298) 2.2305| 2.3473) 2.4842) 2.3617) 2.4384) 2.2954) 2.3305 
Blast pressure, OZ.............+ - 28 85 | 34 30 36 34 31 31.6 33.3 


@ Probably flue dust, specially prepared for blast-furnace treatment. 


Record incomplete. 


TasLe VIII.— Details of Operation of Blast Furnace No. 3 (44 in. by 
180 in.), January, February, March, 1900. 


All Weights are Blast-Furnace Weights. 


. 


Months, 1900. January. February. March 
Total No. of eer: smelted, 4,540 6,410 — 8,504.0 
Tons coal, : 48.7 46.7 74.0 
Tons coke, rer nays 384.5 602.1 786.8 
Lime rock . Tons 1,209.5 PAB EO) 219125 
S | Converter slag. 932.3 1,816.6 | 1,816.2 
5 Coarse concentrates, 985.1 1,844.9 1,766.7 
Sf | First-class ore, 1,496.7 1,550.7 | 2,830.9 
22 | Moose ore, . . 7.0 24.5 i ; 
g° | B. and M. matte, 27, : 
S) Refinery slag, . 22 io 
Calcine lumps, oe Nia : ae 
Totil tonnage, exclusive fuel, . - : 4,654.5 459. 719. 
Total aaa, exclusive fuel and flux, 5 3,445.0 5,236.7 eee 
Number of days operated, . ae 14 rae Ba 
Tons per operating day, . : 332.5 ee ae 
Tons per eyeing day eet a “ft. - hearth, 6.05 aaa ie 
Per cent. of fuel, : 9.3 aod oe 
Blast pressure, ounces, : 29.6 See, AS 
Grade of matte, per cent. Cu, 52.6 c 
| Per cent. SiO, . ae aoe ae 
| Percent. FeO . 2 - a a 
= | Percent. Al,O,. 9. ie ha 
@ } Percent. CaO. . . 22. Seed Wena 
Oxygen ratio (base = = 1; acid = at : 2.2345 2. : 
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TasLe [X.—Details of Operation of Blast Furnace No. 2 (56 by 180 in.) 
for each quarter-year, February, 1899, to September, 1900, inclusive. 


All Weights are Blast-Furnace Weights. 


Tons per operating day, per square ft. hearth 
Hotel nm ber Of Charkes cit... «<-2ecusstscoeecsesaease 
Average weight per charge. 
Blast pressureyOZ..1.cce-clscicone 
Height of charge column, feet.. 


. : | 
a = | o | cs om 
2 : Bs la sense a 3 
Ss | Lv g he) e S g 
at Vice! Ihe aves Nes oie tere 5 
Period. Be SP So | SQ | 3 | 28 S 2, 
og nes 7D re hu | re 5 er 7 A 
= fu al aes S a f 
& ie 2 =I = > 
a < eit ae ROU NN ene es = 
os =| 3) 5 5 
= a | oO _| / 
Motal tone: Cole lcdecitrecseasressctrse erence 1,434.6 |2,764.0 |: 2,775.4 | 2.679.1 | 2,064.1 
Tota) TONS COML sesssarrencas Tk op yscenspaeuscaeerecaureoral ahecaasaies ta dudedseres: | | 219.4 136.9 
POreen te TUSL occ agis sone heel nae ae 0.) 8.8] -938)- 954% 98 9.2 
fuPotall tonsil ie; OCKiccesesassvesserloveeweraseessaees 4,124.0 |8,304.6 |6,187.0 es | 7,248.2 6,014. 
OL Otal TONS CONV. 'Slagectsscteenvetestsssdeevasestotess 4,387.5 {7,993.2 |6,245.6 |5,904.2 | 6,413.2 | 4,585. 
PO! Total toms first-Class OFe..........sss0e0sseese.cvoeee 4,863.5 |8,744.9 |8,610.8 |9,562.1 | 9,176.5 | 7,470. 
| Total tons second-class OFe.........se0essessees- TIS ERD ener Soe -cnnantsaiewser seneen|lensasoasueeepeceneaaae 
©) Total toms|MOOse O7e.-.....5 ...s-2.-essscaccasyoansl|sowasnes-s-~ 118.3 | 423.4 91.2 | 252.6 | 418. 
2 Total tons coarse concentrates.........-...000 4,122.9 |8,096.2 |4,819.0 |6,032.9 6,554.3 | 4,770. 
ie Motslstons: Bs Go, Mi ME tteraecsencostaseovctaee<eeces |leccscteermee ee seenreestas 25.0 By] 0 77. 
S| Total tons refinery slag.......... “ 9 
S) Total tons blast-furnace chip: 
2) Total tons reverb. chips. 
2) Total tons lump calcine.... 
§ Total tons refinery brick... f 
&, Total tons briquettes ..... 23. 

BP Otel TONS IM Wd Ces asccrses scree stccsyeaccuecresqocentt = 
Number of operating days..............ss-sseesesese 4914 | 7584 67144 83 8214 63 83 
Tons per operating day, exclusive fuel.......... é 39 35! 3 
Tons per operating day, excl. fuel and flux... 2 26 2 


Grade of matte; per CGIt pccccccccacsdcncetenenavesuteres 0. | 19 
BE COMET SLOD .cicrs scccsn avseccus oarierauetesteatees | 40.4 | 62.4 42.3 42.4. 41.6 42.2 | 41.5 
BoE ED CEN bee Ol ceccctcacesredeaseaseegetn kacacataetees 2a 2a eek 23.8 24.8 23.7 22 1 22.4 
= Per cent. Al2Os. te 2030/9) 10,1 10.1 10,1 10.0 9.5 8.7 
£2 POT COMt: CAO secctusnreseseredeves ieee 2 Lo) Wee goRe 21.4 21.5] 208 22.8: |. 229 
| Oxygen ratio (base = 1, acid =)...............0. | 2.2442 | 2.3797 | 2.3848 | 2.3348 | 2.3875 2.3946 | 2.2659 


a Probably flue dust, specially prepared for blast-furnace treatment. 
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Thermal Effect of Blast-Furnace Jackets. 


BY ROBERT P. ROBERTS, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


Iv order to obtain data on the thermal effect of the blast-furnace 
jacket and on the water consumption in these jackets a series of tests 
were run on the 56 by 180 in. blast furnaces at the Great Falls 
Reduction Department of the Anaconda Copper Mining Co., at Great 
Falls, Mont. 

The arrangement of the jacket is shown in the transverse section 
of one of the furnaces (Fig. 1) on which the tests were made. The 
nose, spout, and breast jackets have independent water supplies and 
discharges. The end and side jackets are connected in pairs, as re- 
gards water supply, the feed water entering at the bottom of the lower 
jacket and overflowing into the bottom of the jacket immediately 
above it, and discharging into an independent overflow pipe for each 
pair of jackets. 

Tests were run on the main side and end jackets, the breast jacket, 
the spout, and the nose. Measurements were taken of the quantity 
of water discharged per minute and the rise in temperature of the 
water in its passage through the jacket. The product of these two 
results, expressed in the proper units, evidently gives the number of 
units of heat removed per minute by the water. Sufficient work was 
done on each type of jacket to determine its behavior under different 
conditions, and the results from each set of conditions were checked 
by repeating the work from three to six times. 

The method used was as follows: The overflow from the jacket 
to be tested was arranged to discharge at will into a barrel, 
mounted upon platform scales. The discharge temperature was read 
just before turning the water into the barrel, and just before turning 
it back to the sluice; if the test lasted more than a minute, additional 
temperature readings were taken at 1-min. intervals from start to 
finish. The elapsed time of running the water into the barrel was 
determined with a stop-watch, and this figure, combined with the in- 
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crease in weight of the barrel, gave the pounds of water discharged 
perminute. The initial temperature of the water was measured with 
“a thermometer immersed in the supply tank on the feed floor. 

For the breast jacket, spout, and nose, a length of flexible hose 
was attached to the end of the overflow pipe, by which means the water 
could be turned into the barrel quickly and easily. For the side and 
end jackets a more elaborate apparatus was necessary, On account of 
the large size of the overflow pipes. Iron piping was used for this 
purpose, with combinations of elbows and loose joints, so arranged 


Charging Floor Level 


Center Line of Furnace 


Center Line 
of Tuyeres 


Fic. 1.—TRANSVERSE VERTICAL SECTION OF 56 By 180 InN. BLast FURNACE. 


that the lower half length of the pipe could be swung horizontally 
from the sluice to the barrel, and back. Both piping and hose were 
pierced, near their junctions with the joint overflows, to allow the in- 
troduction of the thermometer for measuring the discharge tempera- 
ture. The conditions were varied by changing the consumption of 
water, so that the period of time covered by one test varied consider- 
ably, being less than a minute in the case of the main side and end 
jackets with valves wide open, and as much as 19 min. for the breast 
jacket with the water reduced as far as safety allowed. 
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The following data will show the precision with which the work 
was done: Capacity of platform scales, 2,500 lb., reading to 0.5 lb.; 
these scales were checked with standard weights ene Peanut an 
test and found to be correct. The stop-watch read to 0.2 sec. Ties 
_ thermometers were used altogether, one of them being broken in the 
course of the work. To explain the corrections applied to the tem- 
perature readings in the tabulations of results, the following descrip- 
tion is given : 

Thermometer A: Centigrade; graduated to 200° G. and reading 
can 10>, 

Thermometer B: Fahrenheit; graduated to 600° F. and reading 
to 2.0°. 

Thermometer C: Centigrade; graduated to 200° ©. and reading 
to 1.0°. 

Thermometers A and B checked exactly, for the range of temper- 
atures required in the test. Thermometer A read 0.3 2 6, lower than 
thermometer C. In all the tests on the nose and the breast jacket, 
thermometer A was used at the supply tank, and B was used to read 
the discharge temperature. No correction is made in the tempera- 
tures for any of these tests. Thermometer B was broken just after 
running the sixth test on the spout; previous to this, the tests on the 
spout were run with the same arrangement of thermometers as in the 
case of the nose and the breast jacket. The seventh, eighth, and 
ninth tests of the spout were run with one thermometer, A doing 
duty both at the supply tank and the jacket discharge, since the tem- 
perature at the tank was found to remain practically constant. No 
correction is therefore necessary on any of the spout readings. All 
the tests on the main end jackets and the first 12 tests on the main 
side jackets were run with thermometer A at the tank and C at the 
jacket discharge. The discharge readings for these tests are there- 
fore corrected by reducing them 0.3° C., to obtain the net rise in 
temperature of the water in the jackets. The last 36 tests on the 
main side jackets were run with the thermometer C at the tank and 
A at the jacket discharge. The discharge readings are therefore in- 
creased 0.3° C. in these tests. The amount of the correction is so 
small that it is of no importance whether the initial or the discharge 
temperature is the one to be corrected; in either case, the difference, 
or net rise, in temperature is not affected. 

In the case of the main end and side jackets, each test was run on 
a set of two jackets, one upper and one lower, since there is an over- 
flow for each set, but not for each jacket. 

In the tabulations attached to the present report notes have been 
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added of the less important conditions affecting the results, such as 
dumping of charges, changes in the amount and temperature of slag, 
etc. However, a more detailed description of conditions is necessary, 
in order to fully explain the results; especially as it was found that 
these outside factors sometimes caused conflicting readings. 

In the report on the tests of Nov. 3, 1910, a paragraph from Kent’s 
Steam Boiler Economy was quoted to show that the rate of heat trans- 
mission of a clean metal plate, with a fire on one side and water on 
the other, depends on the difference of temperature on the two sides 
of the plate. Also, that this relation is disturbed by any accumula- 
tion on the plate of material which is a poor conductor of heat. In 
steam boilers, such an accumulation is furnished by scale on the inner, 
or water, side; while in a furnace jacket it is represented by crusts 
on the outer, or fire, side. 

The thickness of the crust in the present test was found to affect 
the heat transmission to a considerable extent; although the interior 
temperature of the furnace, and the discharge temperature of the 
water, also had their effect. Usually, the readings were influenced 
by more than one of these factors, and different types of jacket showed 
the effect of each factor in different degree; so that the results can 
be understood only when all the test conditions are known. 

Nose.—Beginning with the simplest case, that of the nose, the 
source of heat is a stream of liquid slag at a temperature not very far 
above its freezing point. In consequence, crusts are rapidly formed 
and are frequently barred out, so that the conducting power of the 
jacket varies from that of clean metal to that of a slag crust over an 
inch thick. Slag being a poor heat conductor, compared with the 
metals, we can expect a good deal of variation in the number of heat 
units carried away by the water. 

In the first test, a moderate amount of crust was present before the 
readings began, and this slowly increased while they were being 
taken. It will be seen from the tabulation that after the fourth 
minute the temperature readings gradually dropped from 100° F. to 
90° F. In the second test, all the crust was removed just previous 
to taking the first reading, but no barring was done after the test 
began. The temperature of the water rose for 2 min. and then 
decreased for 10 min., finally becoming constant as the crust reached 
a thickness so great that the heat transmission became too small to 
chill the slag below its freezing point. The remaining four tests 
were run with a normal accumulation. of crust, and it is evident that, 
with one exception, the temperature of discharge gradually decreased 
while the readings were being taken. The exception occurs in the 
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fourth test, when a large amount of matte in the stream, and a large 
volume of slag, due to dumping fresh charges in the furnace, caused 
a rising temperature. Charges were also dumped during the second 
test, and may have retarded the downward trend of the temperature 
readings for a minute or two, without altogether preventing it. The 


’ 


curves are shown in Fig. 2. 
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Arrows indicate time of dumping charges. 


Fic. 2.—NosE. VARIATION IN TEMPERATURE OF JACKET DISCHARGE DuRING 
Tests I. to V., INCLUSIVE. 


The above discussion of temperature applies equally to the heat 
units removed by the water per minute, because the measurements of 
the discharge show that it remained practically constant unless altered 
by adjusting the valves. Changes in the thickness of the crust were 


yoL. xLv1.—20 
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so rapid that they affected each individual test, and consequently each 
series, a series being a group of tests in which the flow of jacket 
water was kept constant. Now, comparing individual tests, the fifth 
and sixth tests were run with a reduced volume of slag flowing from 
the furnace, and the average discharge temperature in these two tests 
is lower than in the fourth test, which was run under the same condi- 
tions as to flow of water. In all three of these tests the amount of 
crust-is recorded as normal, and it seems probable that the lower 
temperature of discharge in Tests V. and VI. is due to the reduced 
amount of slag. That this should be expected may be seen from the 
formula for the rate of heat transmission given by Kent, in which the 
temperature on the “fire ” side of the transmitting plate is one of the 
factors. An increase in the volume of the slag stream covers a 
greater surface of the jacket with hot slag, and thus raises the 
average temperature over the whole surface of the “ fire” side. 

Finally, comparing series to series, we find that the three tests with 
a smaller volume, and therefore a higher temperature, of water show 
a smaller heat loss, or smaller rate of heat transmission. This is to 
be expected from the other factor in Kent’s formula, which is the 
temperature on the “‘ water” side of the transmitting plate. Thus all 
three factors—thickness of crust and temperature on the two sides of 
the plate (or jacket)—have influenced these results, the thickness of 
crust being apparently the most important. 

Spout.—The crust in the spout is rarely entirely removed, except 
in case of a shut-down or of a freeze-up. Usually it is left to build 
up or cut out, according to the temperature of the slag stream, as it 
comes from the furnace. Whence the influence of the crust upon the 
rate of heat transmission should be almost constant. Furthermore, 
since the crust is so thick, it should tend to mask the effect of the 
other factors, since its own influence is correspondingly important. 
Of these other factors, the temperature on the “ fire ” side of the jacket 
should have greater effect than the temperature of the water, since it 
is subject to greater variation. Just asin the case of the nose, the 
temperature of the “ fire ” side varies more with the volume than with 
the actual temperature of the slag, since an increase in volume causes 
a large increase in the area of jacket covered by hot slag, raising the 
average temperature of the “fire” side more quickly than a few de- 
grees difference in actual slag temperature. ; 

These conclusions are all justified by the results of the work. 
Within narrow limits, the quantity of heat removed per minute, or 
the rate of heat transmission, remained constant, showing the greater 
influence of the crust in retarding and fixing the rate of heat trans- 
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mission and in obscuring the effects of other factors. This is still 
better shown by the average of the series, tabulated in the summary. 

However, the discharge temperature readings show that the tem- 
perature of the “fire” side also had its effect, and these conditions ap- 
ply equally well to the rate of heat transmission, since the volume of 
water in each series remained very nearly constant. Charges were 
dumped into the furnace just before starting the first test, and caused 
the usual rush of slag from the furnace, the stream then falling off 
while the readings were being taken. The readings decrease rapidly 


DISCHARGE TEMPERATURE OF WATER,DEGREES FAHR, 
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Arrows indicate time of dumping charges. 
Fic. 3.—Spour. VARIATION IN TEMPERATURE OF JACKET DiscHaARGE DURING 
Tests IV. to VI., INcLUSIVE. 
for a few minutes, and never return to the high temperature shown 
in the first reading. In the third test, charges were dumped soon 
after the start, and the temperature rose rapidly from that time. 
This is also the case with Test [V., as may be seen from the curve 
sheet, Fig. 3. Charges were dumped again just as the last test was 
begun, and the temperature again rose. In Test VI. the slag stream 
was very low towards the end, and the temperature gradually de- 


creased. 
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The results do not show the effect of the water temperature. The 
first series, at medium volume and temperature of discharge, gives 
the lowest heat loss, while the second series, with the smallest volume 
and highest temperature of discharge, gives a result intermediate be- 
tween the other two. The thickness of crust is again the most im- 
portant factor, with the temperature of the “ fire” side second. 

Breast Jacket.—Although the breast jacket is part of the walls of 
the furnace, it usually differs from the main side and end jackets in 
being less subject to crusting. This is due to the constant flow of 
hot product past the breast jacket and out into the spout, and also to 
the omission of the two center tuyeres on the front of the furnace, 
which prevents any chilling from cold air at that point. The influence 
of crusting should therefore be less than with the nose and spout. 

The results vary considerably, indicating that crusting actually is 
of minor importance. The first two series were run in the morning, 
when the slag stream was medium in both volume and temperature. 
The third series was run in the afternoon, and by that time the slag 
was hotter and flowing in greater quantity. Thus the conditions 
could not be kept uniform, and the eftect of the water temperature 
is not properly shown by the results. However, the first two series, 
Tests I. to VL., inclusive, were run under nearly the same conditions, 
except as regards volume of water, and it will be seen that the hotter 
water carried away less heat than the colder, indicating the effect of ° 
the water temperature on the rate of heat transmission when other 
factors remain constant. 

The highest heat loss is shown by the third series, when the tem- 
perature on the “fire” side of the jacket rose high enough to offset 
the rise in water temperature. Considering water temperature alone, 
the third series should give results intermediate between the other 
two, and the fact that it gives the highest results of all shows the 
greater importance of the fire temperature. This is also shown by 
the individual temperature readings. Although the breast jacket 
forms a part of the furnace wall, it also resembles the spout and nose 
in being in contact chiefly with the molten products, rather than with 
unsmelted or partly smelted charge materials. Therefore we should 
expect to find that the effect of dumping charges is to raise the fire 
temperature, by causing a larger flow of those products and thus 
bringing a greater number of heat units in contact with the jacket in 
a given time. Tests I., Il., and VII. indicate that this is true, as can 
be seen from the curves, Fig. 4. Charges were also dumped in Tests 
Iil., VI., and IX., but without producing any effect on the tempera- 
tures. Of the remaining tests, Nos. IV. and V. show almost constant 
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temperatures, and No. VIII. a small rise after the first minute. No 
charges were dumped during these tests. 

The controlling factor seems to be the furnace and slag tempera- 
ture, with the water temperature of next importance. 
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Test III. gives a straight line at constant temperature and is therefore omitted. 
Arrows indicate time of dumping charges. 


Fic. 4.—Breast JACKET. VARIATION IN TEMPERATURE OF JACKET DISCHARGE 
Durine Tests I., IL., VII., VIII., anp IX. 


Main End Jackets—The results on the main end jackets can be 
compared with similar data given in the report on the test of Nov. 
3, 1910, in which the same method of work was followed and the 
same kind of conditions prevailed. Compared in this way, the pres- 
ent results are much lower than those of the previous test, though 
still close enough to serve as a general check. 
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Crust is nearly always present on the end jackets, even though it 
may not appear at the surface of the charge column, and it varies 
greatly in thickness. A loose, porous crust may allow cold blast 
from below to cool the upper portions of the jackets, while a dense, 
hard crust protects the jacket by poor conduction. The uncovered 
part of the jackets, above the charge column, may be exposed to 
higher temperatures than the portions covered by charge and more 
or less- crusted. 

The effect of the crusts in the present test is evident in the nearly 
constant value of the heat loss. The transmission of heat seems to 
have been retarded to such an extent that the effect of water tempera- 
ture was of noimportance. However, the fire (or furnace) temperature 
had greater influence, as may be seen from the last three tests. These 
were run at a time when the furnace was receiving charges in rapid 
succession, and being cooled down in the upper part of the charge 
column as a consequence. The heat loss in these three tests is the 
lowest of any, although all the other conditions remained about the 
same. Omitting these tests, the average B.t.u. removed per minute 
by the jacket during the last series (Tests XIII. to XVIIL, inclusive) 
amounts to 9,583, which checks more closely with the 9,963 and 
10,028 B.t.u. per minute of the other series. An inspection of the 
individual temperature readings shows the effect of dumping cold 
material against the jackets, and confirms the importance of the fur- 
nace temperature, for after each charge the water temperature dropped 
rapidly. This is well shown by the curves, Fig. 5, in which the water 
temperature is plotted against the regular time intervals of the 
readings. 

Main Side Jackets.—The side and end jackets present very nearly 
the same conditions, the only difference being that the sides are more 
apt to be affected by blast spilling along the jackets, since the tuyeres 
are placed on the sides. Otherwise, the influence of crusts, of cold 
charge materials, and of general furnace temperature, should be the 
same for both types of jacket. 

Tests were run on two different furnaces, Nos. 2 and 4. The 
heat loss in No. 2. varied from 2,762 to 16,752 B.tu. per min- 
ute, and in No. 4 from 1,918 to 6,302 B.t.u. per minute. The 
average of the previous tests, November, 1910, gives a loss of 26,099 
B.t.u. per minute, the furnace being No. 4, These results vary so 
widely that some explanation of them must be looked for in the con- 
dition of the furnace. 

The first 12 tests of the present work were run on Dec. 3, 
1910. Tests I. to VI. were run between 10:00 and 10:45 a.m. and 
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show a sudden drop in temperature in the last of the series, although 
the volume of water varied less than 1 per cent. through All the Be 
tests. Tests VII. to XII. were run between 1:00 and 1:30 p-m. and 
show a sudden rise towards the end, followed by asmaller drop. The 
heat loss in Test XI. is about 23 per cent. greater than that in Test 
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VIL., due entirely to differences in temperature, since the volumes of 
water check almost exactly. 

The fact that these changes in water temperature came near the 
end of the series in each case shows that they were not due to start- 
ing the tests too soon after changing the volume of water, or before 
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the new temperature had become constant. Trouble of this kind 
was encountered before, but in that case the temperatures varied dur- 
ing each separate test, and gradually became constant as the condi- 
tions adjusted themselves. The reverse is evidently true in the pres- 
ent results, and the variations can have been caused only by changing 
conditions within the furnace. 

Tests XIII. to XXX., inclusive, were run on Dec. 14, 1910, on 
Furnace No. 2. The first six of these give a heat loss comparable 
with that found on Noy. 3, although much lower. They were run 
between 10:00 a.m. and noon, with a small amount of crust showing 
at the surface of the column. Tests XIX. and XXIV. were run be- 
tween 1:00 and 3:00 p. m., and show only about 40 per cent. of the 
heat loss found in the first six, the volume of water being nearly the 
same. By this time a heavy, loose crust had developed, and the fur- 
nace was taking its blast poorly. The last six tests, XXV. to XXX., 
were run with a larger volume of water, and gave a heat loss check- 
ing fairly well with the second six. Finally, all the water possible 
was turned into the jacket, but the discharge temperature remained 
almost unchanged, and the work was transferred to Furnace No. 4. 

The seventh, eighth, and ninth series, Tests XX XI. to XLVIIL, 
were run on Dec. 15, 1910, on Furnace No. 4. The water was re- 
duced on the northeast side jackets at 9:10 a.m. and temperature 
readings were then taken every 5 min. until no further rise was ob- 
served. These readings were as follows: 


9:10 a.m., water reduced. 10:10 a.m., 36° C. 
9:25 a.m., 16° C. 10:15 a.m., 33°C. 
9:30 a.m., 19° C. 10:20 a.m., 33° C. 
9:33 a.m., 22° €: 10:25 a.m., 35°C. 
9:35 a.m., 25° C. 10:30 a.m., 36° C. 
9:40 a.m., 27°C, 10:35 a.m., 37° C. 
9:45 a.m., 28° C. 10:40 a.m., 34° C. 
O:D0 harms ole Ce 10:45 a.m., 35° C. 
9:55 a.m., 33° C. 10:50 a.m., 36° C. 
10:00 a.m., 37° C. 10:55 a.m., 36° C. 
10:05 a.m., 88° C. 11:00 a.m., 36° C. 


These figures show that care was taken to obtain a constant tem- 
perature, since from 10:00 a.m. to 11:00 the readings were fairly 
uniform. The tests were then started, but during Test XX XIII. the 
temperature began to rise again, with the result that one of the later 
tests gave a heat loss nearly 30 per cent. higher than that in Test 
XXX. The last two series gave fairly uniform results, also checking 
the fourth and fifth series. 

In reviewing all the results obtained on the side jackets no value 
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can be assigned to the heat loss. This is due to the variations in 
water temperature, occurring while the volume of water remained 
practically constant, and apparently following no law except that they 
were influenced by the interior conditions of the furnace. In one 
case the temperature of the water remained constant while the volume 
was doubled, and in many cases it varied over a wide range while 
the volume remained constant. There can be only one explanation 
of the changes: namely, the furnace temperature and the effect of 
crusts. Evidently the relation between heat loss and water tempera- 
ture is much less important than the effect of these other factors, as 
can be seen in the summary. The greatest heat loss occurred in the 
third series, in which the water temperature was highest, while the 
lowest heat loss occurred in the sixth series, which had the second 
highest water temperature. The series that furnish the best check 
are the fourth, fifth, seventh, and eighth, with an average heat loss 
of 5,736 B.t.u. per minute. The water temperature in the eighth 
series is increased by about 300 per cent. in the fourth series, though. 
the B.t.u. lost per minute check to within 7 per cent. This resem- 
bles the constant value of the heat loss found in the end jackets, and 
in both end and side jackets on Nov. 3. The remaining four series 
show the widest variation in heat loss, without any relation between 
this and the water temperature. 

The curves, Fig. 6, show this temperature variation graphically 
and illustrate the regularity of the changes in certain tests, suggest- 
ing that a gradual change was going on at the same time within the 
furnace. 


Effect of the Length of Furnace on Heat Loss Through Jackets. 


A tabulation and a curve, Fig. 7, have been added, showing the per- 
centage of area in the end jackets for different lengths of furnace. 
This percentage decreases as the furnace is lengthened, and the 
square feet of radiating surface (jacket area) per square foot of hearth 
also shows a decrease, though less in amount. A study of the curve 
shows that the greater part of the decrease is produced by lengthen- 
ing the furnace from 15 to 60 ft. Beyond 60 ft. the saving in jacket 
area is very small. 

The lengths of furnace at the Anaconda plant are 87 ft. and 51 it., 
there being one of the former length and two of the latter. Calcu- 
lating the proportion of end jacket area in the total, we find that 
in the 87-ft. furnace the end jackets furnish 6.1 per cent. of the 
whole area, and in the 51-it. furnace, 9.9 per cent. The ratios of 
jacket area to hearth area in the furnaces are 6.78 and 7.07, respect- 
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ively. These figures show that the 9 ft. of length added to the 51-ft. 
furnace to make the 60 ft. furnace produce a relatively greater saving 
than the 27 ft. of difference between the 60-ft. and the 87-ft. furnaces. 

If réasonable figures can be deduced for the heat transmission of 
side and end jackets, from the tests now reported, these calculations 


Test XXXxI 


—> 


Test| XX XII 


Test XX XIII | | : a 


‘II 
a} 
g 
r 


H 


Test XXXVI 


DISCHARGE TEMPERATURE OF WATER,DEGREES FAHR 
SBERSASSEREERSRESSARSSERSSSSERSEERSRRAVSSS A VRB 
{ 


1 re Mey e' 5 Cie a 8 Op 510 oL1e is Oe ie S14: 
ELAPSED TIME, MINUTES 


Arrows indicate time of dumping charges. 


Fie. 6.—Marn Sipe JAcKETs. VARIATION IN TEMPERATURE OF JACKET 
DiscHARGE Durina Tests XXXI. ro XXXVI., Inctustve. 


of jacket area and saving in end jackets can be expressed in terms of 
heat loss. A tabulation is presented, in which the most satisfactory 
results are averaged for the side jackets and all results are averaged 
for the end jackets, taking into account the work of Noy. 3, 1910. 
For this purpose, the side jacket tests of Dec. 3 are omitted, as the 
results are all very low, and the furnace was in such condition that 
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the work had to be discontinued before all the desired conditions 
could be tested. Omitting these, we find that the average heat 
loss of two side jackets (upper and lower) was about 8,400 B.t.u. per 
minute, and of eight side jackets, 33,600 B.t.u per minute. This 
figure is the unit in all subsequent calculations, as it represents the 
heat loss of all side jackets in the unit or 15-ft. furnace. For the end 
jackets, we find an average of 11,500 B.t.u. per minute with two 
jackets, and 23,000 B.t.u. per minute with four jackets, which repre- 
sents the full end-jacket area of any length of furnace. 


s 


R 
=| 


s 


Ss 


Or 


PER CENT, OF TOTAL JACKET AREA CONTAINED IN END JACKETS 
Ae 
or 


So 


45 60 75 
LENGTH OF FURNACE,FEET 
Data. 
Transverse Section: Width between upper jackets, 6 ft. 
Width at tuyeres, 4 ft. 8 in. 
Size of Upper Jackets: End, 7 ft. 5 in. by 6 ft. 6 in. 
Side, 7 ft. 5 in. by 7 ft. 6 in. 
Size of Lower Jackets: End, 7 ft. 5 in. high, 6 ft. 6 in. wide at top, 5 ft. wide at bottom. 
Side, 7 ft. 5 in. vertical height, 7 ft. 5.45 in. slant height, 7 ft. 
6 in. wide. 
End jackets overlap side jackets 3 in. on each side. 
Fig. 7.—Curve SHowine Per Cent. or Toray Brast-FuRNACE JACKET AREA Con- 
TAINED IN THE END JACKETS, FoR VARious Lenerus of FURNACE. 


The second part of the tabulation shows the heat loss of various 
furnaces, ranging in length from 15 to 120 ft., and including the two 
Anaconda types. Taking the heating value of blast-furnace coke for 
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December, 1910 (not ash-plant coke) as representing the average of 
our coke, these figures are converted into pounds of coke per minute. 
A column is also added showing the pounds of coke per minute 
equivalent to the heat loss of a number of 15-ft. furnaces whose 
total hearth area would equal the hearth area of the long, or com- 
bined, type. The latter figures are evidently greater than the actual 
coke equivalent of the heat loss for the combined furnaces and the 
ratio between the two may be expressed in percentage. This is done 
in the-last column. 


Test on the Thermal Effect of Blast-Furnace Jackets. 


Nose. 
Blast Furnace No. 2. Nov, 29, 1910. 
| Observed Data. Calculated Data. 
: Initial Ela Average | pice ; eRe 
Test | of Water. POD. oe Te poet bens: Water Parl Wate vor | aueseaares 
No. Pounds. rh Min.-Sec. one Pago: Minute. | Minute. | Minute. 
ile 175.5 0.0 19-3.2 95.6 63.6 9.21 1.10 585.8 
II. 166.0 0.0 19-0.8 120.8 88.8 8.73 LO5e ah a7 
III 148.5 0.0 19-1.6 93.0 61.0 7.80 0.94 475.8 
IV 237.5 0.0 10-1.2 75.5 43.5 23.70 2.84 1031.0 
Vv 232.5 0.0 9-56.4 70.9 38.9 23.39 2.80 909.9 
VI 138.5 0.0 5-55.0 68.3 36.3 23.41 2.81 849.8 
Detailed Temperature Readings and Notes. 
Test I. Test II. Test III. Test. IV. Test V. Test VI. 
S30] Ma | Bech tte) Foot Saeed ete ee eee 
ze | 22 | 22 | $8 | Be | Se | 28 | ge | Be | go | Be | Se 
ae ae | g& | ae | B+ Se | se | ae | Be | ae Mea ae 
| 
Min. Sec or oF oF oF oF | of 
0-0.0 97.0. | 0-0.0/1386.0 | 0-0.0} 96.0 | 0-0.0; 72.0 | 0-0.0| 77.0 | 0-0.0' 69.5 
1-0.0 96.0 | 1-0.0/137.5, | 1-0.0| 96.0 | 1-0.0! 72.5 | 1-0.0| 76.0 | 1-0.0; 68.5 
2-0.0 98.0 | 2-0.0|138.0 | 2-0.0) 94.0 | 2-0.0| 73.0 | 2-0.0|} 75.0 | 2-0.0! 68.0 
3-0.0 99.0 | 3-0.0|186.0a} 3-0.0) 94.0 | 3-0.0|} 74.0 | 3-0.0} 73.0 | 3-0.0| 68.5 
4-0.0 | 100.0 | 4-0.0/183.0 | 40.0] 92.0 | 4-0.0| 74.0 | 4-0.0| 70.0 | 4-0.0! 68.5 
5-0.0 99.5 | 5-0.0/128.0 | 5-0.0| 91.0 | 5-0.0) 74.0 | 5-0.0] 68.5 | 5-0.0] 67.0 
6-0.0 99.0 | 6—0.0|125.0 | 6-0.0| 90.0 | 6-0.0) 75.0a) 6-0.0! 68.0 
7-0.0 | 98.0 | 7-0.0|122.5 | 7-0.0| 92.0 | 7-0.0| 76.58] 7-0.0) 68.0 | Normal ac- 
8-0.0 96.0 | 8-0.0/119.0 | 80.0} 93.5 | 8-0.0} 80.0 | 80.0} 68.0 | cumulation 
9-0.0 | 97.0 | 9-0.0/116.0 | 9-0.0 94.0 | 9-0.0) 80.0 | 9-0.0) 68.0 | of crust. 
10-0.0 97.0 |10-0.0|115.0 |10-0.0} 94.0 |10-1.2| 80.0 |9-56.4) 68.0 Amount of 
11-020 96.5 |11-0.0|113.0 |11-0.0] 93.5 slag reduced 
12-0.0 95.5 |12-0.0/112.0 |12-0.0| 94.0 Normalac-| Normalac- | asin Test V. 
13-0.0 93.0 |138-0.0|112.0 |13-0.0) 93.0 | cumulation | cumulation 
14-0.0 | 93.0 |14-0.0/112.0 |14-0.0| 92.5 | of crust. of crust. 
15-0.0 92.5 |15-0.0|112.0 |15-0.0| 92.5 Quantity of 
16-0.0 92.0a |16-0.0 |112.0 |16-0.0) 92.0 slag falling 
17-0.0 92.0 |17-0.0/112.0 |17-0.0| 92.0 off. 
18-0.0 | 90.5 |18-0.0|112.0 |18-0.0) 92.0 
19-3. 2 90.0 }19-0.8)112.0 |19-1.6) 91.5 
Considerable Crust re-| Normal ac- 
erust formed— moved just | cumulation 
none removed, | previous to| of crust. 
test—then left 
untouched. 


a. Charges dumped. 
b, Large amount of matte in stream. 
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If we use the term “fuel loss” to mean the pounds of coke re- 
quired per minute to supply the heat loss through the jackets, it is 
evident that the fuel loss decreases rapidly between lengths of 15 and 
60 ft., and very little beyond 60 ft. The 60-ft, furnace shows a fuel 
loss equal to 69.6 per cent. of the fuel Joss in four 15-ft. furnaces, 
while the 120-ft. furnace shows a fuel loss of 64.5 per cent. of that in 
eight 15-ft. furnaces. Even doubling the length of our present fur- 
naces would reduce the fuel loss about 20 per cent., and increasing it 
to 60 ft. would reduce it another 10 per cent. Beyond this there 
seems to be little chance of economy in heat, although other consid- 
eations might make still longer furnaces advisable, 


Spout. 
Blast Furnace No. 2. Dee, 1, 1910. 
Observed Data. Calculated Data. 
Net | Initial | | ee Rise 
No. |Welghgor| Tempera| TyGhie? Dischare: ipeihrera. | Pounds | Gallons | | Btw. 5 
Lie : Water. | Min.-Sec. | Le ae Minute. | Minute. | per Minute. 
| eae eg) ae eee er eee 
| 

ea SOLO G0°C 12 b= 0:7 | 798.9 66.9 71.83 8.61 4,805 
EE ep eo62-0 0.0 °C 5- 3.6 | 90.7 58.7 71.54 | 8.58 4,199 
Til. | 358.5 0.0 °C d- 0.38 | 92.2 60.2 71.63 8.59 4,312 
TVs SLSs5 OO FU 19-8122 165.2 loos 34.76) | 4.17 4,630 
Me Pestle G0 °C 9- 1.3 166.9 134.9 384.53 | 4,14 4,658 
VI. | 309.5 0:0 °C tes9- 1.2 156.9 | 124.9 bee | abatt 4,285 
VII. | 420.0 | 0.0°C le 3 Or7 | 67.4 | 85.4 139.46 | 16.72 4,937 
VLE (41 7.0°-1°0.0. °C 2-59 6 65.8 33.8 139531 16.70 4,709 
TX. } 419.5 0.0 °C 3- 0.6 64.9 32.9 TSOF3 Tee Gaal 4,585 


Detailed Temperature Readings and Notes. 
In Tests I. to VI., inclusive, discharging temperature read with Fahrenheit thermometer; Tests VII. 
to IX., Centigrade. 


| 

Test I. Test II. Test III. Test IV. Test V. Test VI. Test VII, | Test VIII. | Test 1X, 

- : : ; 2 and a ® 

and oo 2 oof we =e co 2 bof ae Ee 

se i] as \Es = 5 ro a5 ress hed ) Ss 3 . |e 

oles |o. (oe Io. |ae Se tee 13 we | o bom .| PO |e | Os [ME | OD | HS. 

Ag |e8u;| 28 |280:| 28 |PFa| 28 |28.| 28 |o8e| 28 B8e| 28 |85| 2s |PAo| 28 [BS 

aA |S80| Se |S80'| SF |2B0'| 2F |280'| SH |gk0'| BF |Sk0| 8F \Sko| BA [ak5| SE aS 

Beige [ao (ga [ae ge [ae ge |e" (ge jam ge |e ge | ah fee" | am igs 

Re Ag ae ag Be Ag Ae BE Ag 
; .0| 98. 0-0.0,162.0 | 0-0.0) 170.0) 0-0.0 
10:0 199.3 pee 92. 1-).0/162.0 | 1-0.0] 171.0] 1-0.0 
20.0) 99.0} 2-0.0) 90. 2-.0/161.0a| 2-0.0) 169.0] 2-0.0 
3-0.0| 97.5] 3-0.0) 90. 3-0.0/161.5 | 3-0.0| 168.5) 3-0.0 
4-0.0} 98.5] 4-0.0) 89. 4-0.0|162.0 | 4-0.0) 166.5] 4-0.0 
5-0.7| 99.0) 5-3.6| 89. 5-0.0/166.0 | 5-0.0| 167.0] 5-0.0 
Char/ges_ | Volume 6-0.0)167.0 6.0.0] 166.0) 6-0.0 
dum |ped of |slag. -| 7-0.0/170. : a i 
Pact blefore less jthan .| 8-0.0/170.0 | 8-0.0 pe a 
test began in |Test I 9-1.2/170.0 rae cote 9- 2 
eet Re ee bes ili oes eee | stream lowe. 


a Charges dumped. 
6 Slag stream much reduced in volume. 
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Breast Jacket. 


Blast Furnace No. 2. Noy. 30, 1910. 

| Observed Data. Calculated Data. 

a } Net Wt. Initial | Elapsed Average | Rise in | Pounds | Gallons B.t.u. 
* | of Water. | Temp. of Time. Disch’g Temp. | Water per Water per | Removed 
Pounds. Water. Min.-Sec. | Temp. °F. oF, Minute. | Minute. per Minute, 
| | 

Il.| 197.0 0.0°C 19-0.4 110.5 78.5 10.386 | 1.24 813 
II.| 184.5 0.0°C | 19-4.6 119.4 87.4 OG eae Gm 845 
IIL. | S178.5 OOS |) Ole 122.0 90.0 9.38 ie Pe 2) 844 
IV.| 345.5 0.0°C | 5-6.2 47.2 15.2 67.70 812) 1.029 
V.| 340.5 0.0°C 5-2.6 47.6 15.6 apd Me te) 1,053 
VI. | 389.0 0.0°C | 5-1.0 48.5 | 16.5 67.57 | 8.10 1,115 
VII. | 389.0 0.0°C | 10-8.6 | 74.0 42.0 33.70 4,04 1,415 
WAMU 331.0 0.0°C 10-1.4 74.3 | 42.3 30:02) Ui <3.96 1,397 
IDS | BPA 0.0°C 10-2.2 75.2 43.2 32.58 ~} 3.91 1,408 


Detailed Temperature Readings and Notes. 
Tests VII., VIII., and IX. were run in the afternoon, with a larger and hotter slag stream than in the 
morning when Tests I. to VI, were run. 


Test I. Test II. Test III. Test LY. Test V. Test VI. 
é o 5 o ° ) cS) Ss | 
al 8g a | 5 B 1 Ba hi Be | Senh> Ble eS oie 
S| Be. B | Be) Blea S| eet Bee le age 
@ | as" | 8 [ae | 2 (se) ge | aes) g | ase |e soe 
& | 33 & | 38 & | 28 & | 28 & | 28 o ae 
Bo Pe | a Re] Bee |e lA | eee lees ee 
0-0.0 107.0 | 0-0.0/118.0 | 0-0.0/122.0 | 0-0.0! 47.5 | 0-0.0) 47.5 0-0.0 47.0 
1-0.0 | 108.0 | 1-0.0/118.0 | 1-0.0/122.0 | 1-0.0) 47.0 | 1-0.0/ 48.0 | 1-0.0/ 50.0 
2-0.0 | 108.0 | 2-0.0]118.0 | 2-0.0/122.0 | 2-0.0] 47.0 | 2-0.0! 48.0 2-0.0) 48.5a 
3-0.0 108.0 | 3-0.0]118.0 | 3-0.0/122.0 | 3-0.0| 47.5 | 3-0.0| 48.0 | 3-0.0 49.0 
4-0.0 | 108.0 | 4-0.0]118.0 | 4-0.0/122.0 | 40.0] 47.0 | 40.0! 48.0 4-0.0) 48.5 
5-0.0 | 109.0a} 5-0.0|118.5a| 5-0.0/122.0 | 5-6.2| 47.0 | 5-2.6| 46.0 | 5-1.0) 48.0 
6-0.0 | 110.0 0.0)118.5 | 6-0.0;122.0 Test VII. Test VIII. Test IX, 
7-0.0 | 110.0 | 7-0.0/119.0 | 7-0.0|122.0a| 0-0.0; 72.0 | 0-0.0 72.0 | 0-0.0{ 75.0a 
8-0.0 | 110.0 | 8-0.0/119.5 8-0.0)}122.0 | 1-0.0] 72.0 | 1-0.0] 74.0 |-1-0.0! 76.0 
9-0.0 110.5 | 9-0.0/119.5 | 9-0.0/122.0 | 2-0.0| 73.0a| 2-0.0! 74.0 2-0.0) 75.5 
10-0.0 | 111.0 |10-0.0/119.5 |10-0.0/122.0 | 3-0.0] 72.0 | 3-0.0] 74.5 | 3-0.0| 76.0 
11-0.0 | 111.5 /11-0.0|120.0 |11-0.0/122.0 | 4-0.0| 73.0 4-0.0| 74.5 | 40.0) 74.0 
12-0.0 | 112.0 |12-0.0/120.0 |12-0.0/122.0 | 5-0.0! 74.0 5-0.0| 74.0 | 5-0.0! 75.5 
13-0.0 | 112.0 |13-0.0/120.0 |13-0.0/122.0 | 60.0) 76.0 | 60.0] 75.0 | 6-0.0| 75.5 
14-0.0 | 112.0 |14-0.0/120.0 |14-0.0/122.0 | 7-0.0| 76.0 | 7-0.0| 75.0 | 7-0.0| 75.0 
15-0.0 | 112.0 |15-0.0/120.5 a/15—0.0/122.0 | 8-0.0| 75.0 8-0.0| 74.5 | 8-0.0) 74.5a 
16-0.0 | 112.5 |16-0.0/120.5 |16-0.0/122.0 | 9-0.0! 75.5 9-0.0| 74.5 | 9-0.0| 76.0 
17-0.0 | 112.5 |17-0.0/121.0 |17-0.0/122:0 110-3.6| 75.0 10-1.4| 75.5 |10-2.2) 74.0 
18-0.0°) 112.5 118-0.0/121.0 }18-0.0/122.0 |... ddl ccccacelacatucie «tele aaa ee 
19-0.4 | 112.5 |19-4.6/121.0 |19-1,7/122.0. |. s.ccunlce cveuscl eoseseaet oe ac uitiene eee ea 


a Charges dumped. 
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Mai k 
Blast Furnace No, 2. po oe Dee. 2, 1910 
Initial temperature of water 0.0° C. or 32°F. E nal jad) 
: : 2° F. Each t j 
LAT ee est Was run on two east end jackets 


| Observed Data. | 
| * 7 . pail 

Test |Net Weight eee | Elapsed |*V8®-Temp.°C.| Rise /Pounds|Gallons| _ B.t.u. 
No. | of Water. | perature | Time. |—, | Gor Temp,| vatet| Water | Removed 
Read. |Tected. | “oy” |yrit sie 


Cal c ulated Data. 


| Min.-See. 


Pp . | of Water. i rat i 
ounds ie er, | Minute./Minute., Minute. 


| | 
| 


O- 0.0 | 11.05 | 10.75 | 19.85 | 551.7 | 66.15] 10,675 


I. | 405.5 seat 
) 11.0 | 0-441 
el 40as ol 110 0- 0.0 | 11.05 | 10.75 | 19.35 | 547.6 | 65. 
11.0 | 9 0.0 35 | 547.6 | 65.66 | 10,596 


III. | 397.0 10.1 0- 0.0 | 10.10! 9.801 17.6 | 548.8 | 65 ; 
na ate ane | | 8.8 | 65.80] 9,659 
7. | 395.5 | 10.0 0- 0.0 | 10.00] 9.70] 17.5 8 | 65.5 

| ee ee | 546.8 | 65.56 | 9,569 
Were 40n.00 | ¢ 16.10 4}. 0-.0.0, 10:10 
eee Tet 0-44.7 

VI. 408.0 | 10.0 0- 0.0 | 10.00! 9.70| 17.5 | 550.8] 66.04] | 9.639 
10.0 0-43.9 , 


9.80 | 17.6 | 547.7 | 65.67 9,640 


VII. | 411.0 16.1 0— 0.0 | 16.05 | 15.75 | 28.35 | 341.6 | 40.96| 9,684 
16.0 1-12.2 | / 
VIIL | 411.5 16.0 0- 0.0 16.00 | 15.70 | 28.3 | 341.0} 40.89] 9,650 
. 16.0 1-12.4 | | 
IX. | 406.5] 16.0 0- 0.0 | 16.05 | 15.75 | 28.35 | 343.0 | 41.13] 9,724 
16.4.0), O2¥RI | | | 
X. | 409.5 16.8 0- 0.0 | 16.65 | 16.35 | 29.4 | 341.7] 40.97/ 10,046 
16.5 1-11.9 | 
XL}. 407.0 17.0 | 0- 0.0 | 16.95 | 16.65 30.0 | 339.6 | 40.72] 10,188 
| 16.5. 32° 1-179 | 
XI. | 4125 | 180 | 0 0.0 | 18.00; 17.70! 31.9 | 340.9] 40.88] 10,875 
8.0% |p 11264 | | 
XIII. | 385.0 66.4 | 0- 0.0 | 66.95 | 66.65 120.0 | 78.4] 9.40} 9,408 
W663. 1100 ; 
66.9 2- 0.0 | 
| 66.9 3- 0.0 | | 
Pe.671 4- 0.0 
| 67.6 | 454.6 
XIV. | 377.5 68.7 0- 0.0 | 68.93 | 68.63 /123.5 | 77.8] 9.33] 9,608 
68.8 | 1-0.0 | | | 
69.0 | 20.0 | 
69.0 3— 0.0 
69.1 4— 0.0 | 
| | 69.0 4-51.2 | 
XV. | 384.5 70.0 0- 0.0 | 69.62 | 69.32 124.8 | 78.0] 9.35] 9,734 
70.0 1- 0.0 | 
Furnace i} 69.9 2 1.0 
Charged. | J g9 5 3 0.0 | 
69.8 4— 0.0 
68.5 4-55.6 
XVI. | 382.0 65.0 | O- 0.0 | 63.72 | 63.42 |114.2 | 77.9] 9.34] 8,896 
64.3 1-004 | 
63.8 2- 0.0 
63.1 3- 0.0 
63.0 4— 0.0 
63.1 454.2 
XVII. | 393.5 64.0 0- 0.0 | 63.97 | 63.67 |114.6 | 78.2] 9.88) 8,962 
64.1 1- 0.0 
64.4 2- 0.0 
Furnace \ ee e ae 
Charged | f 63’ Boo 
XVIIL 396.5 62.5 0- 0.0 | 59.68 | 59.38 |106.9 | 77.8! 9.33] 8,317 
Furnace | | 61,5 1- 0.0 
Charged |) 60,3 2 0.0 
59.0 3- 0.0 
58.0 4- 0.0 
56.8 5.5.8 


a Temperatures of discharge water taken with thermometer reading 0.5° C. too high. 
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Blast Furnace No. 2. 


Main Side Jackets. 


THERMAL EFFECT OF BLAST-FURNACE JACKETS. 


Dee. 3 and 14, 1910. 


Observed Data. | 


Calculated Data. 


& e 3 Disch, Temp.°C. g _ | Av’ge Temp. | Be 2 3 E38 | 3 
fi $$ |) dud lu fa MBBS ty See eos eee | 
$ AB ol Sao) can oie oes S| Se sent gas 
a iS ees Eo 3S Aa (oe 2 oe isis ies as 
aN amelie ga’ Vester (pa TSh a oe Bees) Foe ao ae 
y, a) | io) fo ro o 
I> 3 | 408.45) 4.2 4.1 |0-43.5| 4.15 3.85; 6.9 | 563.4 | 67.55 | 3,887 
TL) 3 1899.05) “4.0 4.0 |0-42.5) 4.00 3.70| 6.7 | 563.3 | 67.54 | 3,774 
JU, 3 | 401.5} 4.0 4.0 |0-42.5| 4.00 | 3.70) 6.7 | 566.8 | 67.96 | 3,798 
IV. 3 | 413.5] 4.0 4.0 |0-44.0| 4.00 | 3.70| 6.7 | 563.9 | 67.61 | 3,778 
Ve 3 | 400.0} 4.1 4.1 |0-42.4| 4.10 3.80, 6.8 | 566.0 | 67.87 | 3,849 
VI.|} 3 | 412-5) 3.5 3.3 |0-48.8! 3.40 3.10! 5.6 565.1 | 67.76 | 3,165 
VALS. eogleon aor 5.0 |1-12.3| 5.00 ; 4.70) 8.5 | 324.9 | 38.96 | 2,762 
VIII. 3 | 418.5] 5.0 Bel | d=Losmo.05 4.75| 8.6 | 327.4 | 39.26, 2,816 
IX. 3 | 406.5) 5.1 5.0 |1-15.0) 5.05 ATS} 28:6 3320.2) S899 ae een 
OG 3. | 892.6 | 6.1 5.5 |1-13.0| 5.30 5.00; 9.0 | 322.6 | 38.68 | 2,903 
XT 6S Pa0loeh 62 6.1 |1-14.1| 6.15 | 5.85) 10.5 | 325.1 | 38.98 | 3,414 
XII. 3 | 415.5) 6.0 5.7 11=17.0) 5.85 5.55} 10.0 | 323.8 | 38.82 | 3,238 
RLV Ay lp BSOs0rlieerscccsitessesiac 18-6.4 | 58.7 | 59.0 |106.2 | 124.1 | 14.88 |13,179 
XV. ede 385: Okemos cesceees 18-11.8| 53.3°| 58.6 | 96.5 | 120.4 | 14.44 |11,619 
XVI, SOO. ea eae 3-12.8| 52.1 | 52.4 | 94.3 | 123.5 | 14.81 |11,646 
XVISE4® | 38300e. eerie aestedese 3-5.8 | 56:5 |; 56.8 |102.2 | 123.7 | 14.83 |12,642 
KVL PI S945 li eieetcal eeneesses 3-9.8 | 60.3 | 60.6 |109.1 | 124.7 | 14.95 |13,605 
VAIL 4s |, AOU eeeecatteetecs 2-54.4| 67.1 | 67.4 |121.3 | 188.1 | 16.56 |16,752 
XX Fo eA | S740 eee 3-1.6 | 33.2 | 33.5 | 60.3 | 123.6 | 14.82 | 7,453 
OX AR S870! eceaaece \3-10.4} 26.5 | 26.8 | 48.2 | 122.0; 14.63 | 5,880 
XXL 4 13990 te Becet 3-0.4 | 24.9 | 25.2 | 45.4 | 132.7] 15.91 | 6,025 
SD SS WSS22Oi peeccee| 22.4 | 22.7 | 40.9 | 119.6 | 14.34 | 4,892 
XX A Shao a Caoele meee 22.1 | 22.4 | 40.3 | 121.5 | 14.57 | 4,896 
DON LVS Ae WS iocOuleceee see 22.8 | 23.1 | 41.6 | 120.5 | 14.45} 5,013 
XXV ae 3840 bane | 11.25} 11.55| 20.8 | 338.8 | 40.62 | 7,047 
XXVI.| 14 | 369.0} 10.5 10.50} 10.80} 19.4 | 348.8 | 41.22 | 6,670 
XX VEL 145) )365.5) 8.5) | &.45| 8.75] 15.8 | 339.5 | 40.71 | 5,364 
XXVIII.| 14 | 369.5| 8.6 | 8.60| 8.90} 16.0 | 344.3 | 41.28 | 5,509 
XXIX.| 14 | 369.5) 9.3 9.45) 9.75] 17.6 | 340.0 | 40.77 | 5,984 
POX Xa) 4 STL Ose OSd 9.90| 10.20] 18.4 | 387.7 | 40.49 | 6,214 
Detailed Temperature Readings, Tests 13 to 24, inclusive. 
Initial temperature of water read 0.0°C, Tests run on N. E. jackets. 
Test No. XIII. XIV.| XV.) -| SVIT.| XVITI.| XTX.| XX, ExSCE Sexe | XXTIT. XXIV. 
2. 1B ube Poe Oh Beetle Bla) Seale gies iano aieaes 2 2 
8.) 8 ig te eB 8 
Readin kc Bs | ss (205) Bs | Bs | Bo | Bs | Bs | Bs | & Es BS 
gstakon at) gS | ae !ge| 85 | aS | BP | BP | as | ge | BS | as | Be 
| 5 g | 8 1-4 g = | | 
B18 12 (8 8) eae oie oi ee ee 
—|—_——., 
Start of test... 58.5 | 55.0 |51.5| 54.9 | 58.2 | 65.5 | 34.0 | 97.5 | . 
End of ist minato.| 68:8 | 62:5 6L.7| o6.8'| bose | 67.0 | 88:1 | 96:8 | aba 22°5 | 92:0 | 9966 
End of 2nd minute | 58.9 | 54.0 52.0’ 57.0 | 59.8 | 68.Q | 32.5 | 26.5 | 24.9| 292.4 22.2 23.0 
End of 8rd minute | 58.5 | 52.3 58.0| 57.5 | 62.0 | 68.0 | 38.0 | 26.0 | 24.0] 22.0 22.2 23.0 
End of test............| 59.0 | 52.5 |52.5) 57.5 | 62.0 NT cen eqnewsec|| 20 sa |Neresceuxs 22.0 22.3 22.8 
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Blast Furnace No. 4. 
Tests run on N, E. jackets. Initial temperature of water, 0° C. = 32° F, 


Main Side Jackets. 


Dec. 15, 1910. 


a Charges dumped. 


Observed Data. Calculated Data. 
Disch’g. Temp. $ Av’g. Temp : 
Test ae. a | Es es at Bane vg areal ee 
Wo | Sagi jee | ees ee | oe] Ss | tee] SES) Boe lee. 
rel t | os | el | Bs |] & | OS | S80] 28a) S88 28h 
Sci) 8 | 62 | &8 | 88 - B [fa | ase | og" 3 a 
ni 5 ~ aS 3 8 2 
SOO. NF © SIE) Revere (oe pared sea 1.4| 37.6 g 68.2} 29.24) 3.51 
ERI Th CBORD |S accu Soc ndeefncsestoxs| 0.4} 38.8 ; 70.4) 27.24, 3,27 
DOG THE CUE) ee era Pee 0.4} 41.9 5 76.0) 28.63] 3.48 
DXEXENE Vee OGG. Ofacrees leat ec sccsPeeeee oon 1.6! 51.3 : 92.9) 27.65) 3.30 
NOKEX Valb © S0G-Olocec fee seeee Jeseenreee 0.2} 52.9 3.2 | 98.8} 26.28) 3.15 
PRONOOV FT) SAE O | vs, a lacseenses |coesstees 0.6} 55.7 -0 | 100.8) 24.77} 2.97 
XXXVII.| 387.0) 9.9} 9.9 De 7.8; 9.9 | 10.2 | 18.4) 342.48) 41.06 
XXXVIII.} 375.5] 9.2} 9.3 9.2 5.8] 9.28 | 9.53 17.2) 342.40; 41.06 
XXXIX.| 374.5] 9.2) 9.2 9.2 5.6| 9.2 9.5 17.1) 342.53) 41.07 
XL.} 370.0} 9.0] 9.0 9.0 48} 9.0 9.3 16.7) 3842.59. 41.08 
XLI.} 368 0) 9.0| 9.0 9.0 4.6} 9.0 9.3 16.7| 341.80) 40.98 
XLII.} 372.0) 8.6] 8.5 8.4 | 5.2] 8.5 8.8 | 16.8) 342.33) 41.05 
XLIII.} 388.0) 5.8]........:) 5.8 | 0-46.8] 5.8 6.1 | 11.0) 497.44) 59.65 
XEEV.| 388.0) 5.5 |..<.... 5.8 | 0-46.8| 5.65 5.95| 10.7|497.44| 59.65 
Val SSe Op OS lens ca nces 5.8 | 0-46.4) 5.8 6.1 | 11.0] 500.43} 60.00 
XLVI.| 384.0) 5.5]......... 5.5 | 0-46.0| 5.5 5.8 10.4] 500.87) 60.06 
VIED S92.) O20 [stews nc 5.5 0-47.0) 5.5 5.8 | 10.4] 501.06, 60.08 
XLVUI. S80] 6.4 ee cs 5.4 | 0-46.0| 5.4 5.7 10.3} 496.30) 59.51 
Detailed Temperature Readings, Tests 31 to 36, inclusive. 
Test No. b:@.6.¢ Sa) a. @.@.4 1s XXXIV. XXXYV. | XXXVI. 
wos ws sod be wy sg 
BS 2s BS as &s a8 
tS soe tp ns DO os. 
hb Ses S25 Bes a50 aa HS 
Readings taken at | 225 Ago Ego 4 BS eas 4 Be 
| as As ae zs AS as 
Beginning of test..... 36.9 Bit 47.8 55.54 
End of minute,) 37.0 38.2 48.0 56.5 
End of 2d minute, 37.3 38.7 48.5 55.0 
End of 3d minute, 37.6 39.3 49.0 54.3 
End of 4th minute, 37.9 40.0 49.5 53.5 
End of 5th minute, 38.04 40.3 50.2 52.7 
End of 6th minute, 38.0 41.0 50.9 52.1 
End of 7th minute, 37.9 41.4 51.1 51.8 
End of 8th minute, 37.8 42.0 51.9 51.4 
End of 9th minute, 37.5 42.6 52.6 51.4 
End of 10th minute, 37.3 43.5 53.2 51.5 
End of 11th minute, 37.5 44.5 53.5 ae 
End of 12th minute, 37.6 45.5 54.0 oe 
End of 13th minute, 37.8 46.5 54.6 ee 
Fond. Of testis. 5. esse. 38.0 47.2 55.2 52. 
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Summary of Results. 
. Pounds Gallons _ Rise B.t.u. 
Series. Water Water Soe Se 
1G, 2G: f Tests Run Under Tests Nos. per per { 
SON EE Bene Meee eee 
Nose. : 
*s ; | | 
First series, hot discharging . | 1-3 inclusive . 8.58 | 1.03 file 612 
Sec’d series; warm discharging| 4-6 inclusive . 23.50 | 2.82 39.6 930 
PAIR Ri oe acne ns [ht ky Go -o Ser 4c a Beall | tls alee Te 
Spout. 
First series, warm discharging 1-3 inclusive .| 71.67 8 59 61.9 4,439 
Second series, hot dilcharpise| 4-6 inclusive . | 34.53 4.14 131.0 | 4,524 
Third series, cold discharging] 7—9 inclusive 139.38 16.71 34.0 4,744 
Average. .... miscellany Goheceaeatery oes done a paes a2 Sy i 4,569 
Breast Jacket. 
| : 
First series, hot discharging . | 1-3 inclusive . 9.80 | 1.17 | 85.3 834 
Sec’d series, cold discharging.| 4-6 inclusive . 67.59 8.10 15.8 1,066 
Third series, warm discharging| 7—9 inclusive . 33.10 3.97 ) 42.5 1,407 
A Verapel. fo wk. tes) ale Noga ie ae ae el 7 1,102 
Main End Jackets. 
First series, cold discharging.| 1- 6 inclusive. 548.9 | 65.81 18.2 9,963 
Sec’d series, cool discharging.| 7-12 inclusive. 341.3 | 40.93 29.4 10,028 
Third series, hot discharging.| 13-18 inclusive. 78.0 9.36/11 GS 9,154 
Average . ait tide eee | a, Fee eee oF ey Ld ee 9,715 


Main Side Jackets. ’ 

The average B.t.u, removed per minute by the Main Side J ackets, as calculated from the entire eight 
series, amounts to 5,645, However, the individual series show such variations in this figure that the 
average is of little value, the furnace conditions haying varied widely while the tests were being run, 


First series, cold discharging.| 1— 6 inclusive.| 564.8 67.72 6.6 3,709 
Sec’d series, cold discharging.) 7-12 inclusive.) 324.8 38.95 9.2 2,988 
Third series, hot discharging.) 13-18 inclusive.| 125.8 15.08 104.9 13,241 
Fo’ th series,warm discharging.| 19-24 inclusive., 123.3 14.79 46.1 5,693 
Fifth series, cold discharging.| 25-30 inclusive.) 340.7 40.85 18.0 6,131 
Sixth series, hot discharging. 31-36 inclusive. 27.29 3.27 84.0 2,277 
Sev’ th series, cold discharging.) 37-42 inclusive.| 342.36 41.05 17.0 5,814 
Eighth series, cold discharging) 43-48 inclusive.) 498.92 59.83 10.6 5,305 


THERMAL EFFECT OF BLAST-FURNACE JACKETS. 


Average Heat Consumption of Side and End Jackets. 
Taken from Tests of Noy. 3, and Dee. 2, 14, and 15, 1910. 


Side Jackets. 
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6 . B.t.u. Removed per Minute by 
Date of Test No. of Furnace 
: 1 All Jackets. 
1910. iRe esac a No, * Two All A ppiesiekee 
P ed. Jackets Jackets. Figures for 
Computing. 
November’ $..<.gs<isscsececs 4 4 26,099 AoLso7 | eke 
December 14... ccm. .cees 18 2 8,355 SOSAZO) Tie haccmieees 
December Thies. Assccss | 18 4 4,465 LTESCORA| = anctetcne: 
Totals and Averages... AO A ce wee 8,379 33,517 33,600 
End Jackets. 
November 8.0.4.:-,-0--0-. Het: 4 16, 126-01, 52240 mI eee, 
Mecember 2-55. s0cs--conee <2 18 2 9,715 195430! ii ke coeaene ee 
Totals and Averages....| Pipes i eee 11,508 23,017 | 23,000 


Effect of Length of Furnace on Heat Loss and Coke Consumption. 
Based on average heat value of blast-furnace bin coke for December, 1910; 11,525 
B.t.u. per pound. 


| Total B.t.u. Removed per Minute by 
Length | Hearth | Equivalent 
of Area. Pounds 
Furnace. | Scuare Side End All Coke per 
Feet Feet. Jackets. Jackets,| Jackets. Minute. 
15 70 33,600 23,000 56,600 4.91 
30 140 67,200 | 238,000 90,200 7.83 
45 210 100,800 23,000 | 123,800 10.74 
51a 238 114,240 23,000 | 137,240 11.91 
60 280 134,400 23,000 | 157,400 13.66 
75 350 168,000 23,000 | 191,000 16.57 
87a 406 194,880 23,000 | 217,880 18.90 
90 420 201,600 |* 23,000 | 224,600 19.49 
105 490 | 235,200 23,000 | 258,200 22.40 
120 560 268,800 23,000 | 291,800 25,32 


Pounds Coke! Ratio, Fuel 
forEquivalent) for Combined 
Number of | Furnace to 

15-Ft. Fuel for 15-Ft. 

Furnaces. Furnaces. 

Per Cent, 
4.91 100.0 
9.82 PT 
14.73 5) 
16.69 71.4 
19.64 69.6 
24.55 67.5 
28.48 66.4 
29.46 66.2 
34.37 65.2 
39.28 64.5 


@ Sizes of Anaconda blast furnaces. 
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Percentage of Total Blast-Furnace Jacket Area Contained in End Jackets, for Various Lengths 
of Furnace. 
Data. 
Constant Width.—Between upper jackets, 6 ft. 0 in. 
At tuyere level, 4 ft. 8 in. 
Size of End Jackets.—Upper: Height, 7 ft. 5 in. ; width, 6 ft. 6 in. 
Lower: Height, 7 ft. 5 in.; width at top, 6 ft. 6in. ; width at 
bottom, 5 ft. 0 in., overlapping side jackets, 3 in. on each 
side. 


Size of Side-Jackets.— Upper: Height, 7 ft. 5 in. 
Lower: Vertical height, 7 ft. 5 in.; slant height, 7 ft. 5.5 in. ; 
length and number according to length of furnace. 


Notre :—With a length between end jackets of 15 ft., the above dimensions are those of 
the present 56 by 180 in. furnace. 


| 
| 
| 


4 | Be £3) o SHe ety 
mig? ons’. o@ 3 | 3 Ogg | a= 
oa a i) bo = = 2 ot | on 
S S 38 2 3 mond | CSAs 
a 4 "3 B as | ae of el, aed 
we} r=) = eae = = os as 2 
=| ise] = a = D a 
Feet. Sq. Ft. Square Feet. Square Feet. Square Feet | 
5 70 613.00 446.12 166.88 | 8.76 27.2 
30 140 1,059.12 892.24 166.88 7.57 15.8 
45 210 1,505.24 1,338.36 166.88 GAT 11.1 
60 280 | 1,951.36 1,784.48 166.8 6.97 8.6 
75 350 2,397.48 2,230.60 166.88 6.85 | 7.0 
90 420 2,848.60 2,676.72 166.88 ay we 5.9 
105 490 3,289.72 3,122.84 166.88 6.71 5.1 
120 560 38,735.84 3,568.96 166.88 6.67 4.5 


The amount of radiating surface per square foot of hearth is reduced 20.4 per cent. by 
lengthening the furnace from 15 ft. to 60 ft., and 23.9 per cent. by lengthening it from 
15 ft. to 120 ft. 

The relative area of the end jackets is reduced 68.4 per cent. by lengthening the furnace 
from 15 ft. to 60 ft., and 83.5 per cent. by lengthening it from 15 ft. to 120 ft. 


THE BASIC-LINED CONVERTER FOR COPPER MATTES. 469 


Development of the Basic-Lined Converter for Copper Mattes. 


BY E. P. MATHEWSON, ANACONDA, MONT. 


(Butte Meeting, August, 1913.) 


In a discussion of a paper on The Basie Process as Applied to 
Copper Smelting, by Percy C. Gilchrist, read before the Society of 
Chemical Industry, London, Jan. 5, 1891,! Prof. W. ©. Roberts- 
Austen asked Mr. Gilchrist whether he thought that the substitution 
of a basic lining for acid lining in the Manhés process would afford 
anything like the service which it had been shown to render in the 
metallurgy of iron. 

Claude Vautin stated that he had experimented for over two years 
with basic linings for Bessemer converters for copper mattes at Cobar, 
but had given up the attempt on the score of cost. Mr. Gilchrist 
in his reply stated that he did not believe in applying any system of 
Bessemerizing to copper. . 

About the time of the presentation of the paper mentioned, Hermann 
Keller, Superintendent of the Parrot smelter, in Butte, was experi- 
menting on a large scale with converters lined with magnesite brick. 
He gave up the idea on account of the cost of linings and because no 
particular advantage was observed, My belief is that his tuyeres and 
converters were too small. 

A short time afterward similar experiments were tried at the Great 
Falls plant of the Boston & Montana Co., and at the Old Works of 
the Anaconda Copper Mining Co. in Anaconda. These were aban- 
doned on the score of cost and the lack of advantages. The same 
cause of failure, in my opinion, holds here. The Anaconda Copper 
Mining Co., however, adopted the magnesite brick lining for its 
tilting casting machines. 

Fig. 1 is a view of the first tilting furnace casting copper. It was 
made from an old Brueckner roasting cylinder. Fig. 2 shows an 
elevation and vertical and horizontal longitudinal sections of the 
second tilting furnace, built in 1897. 


1 Journal of the Society of Chemical Industry, vol. x., No. 1, pp. 4 to 16 (Jan. 31, 1891). 
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; SS A 
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2"Air Pipe 
Fic. 2.— ELEVATION AND SECTIONS OF THE SECOND TILTING FURNACE OF THE 
ANACONDA CopPpER MINING Co. 
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E. A. O. Smith, while temporarily in charge of these casting ma- 
chines, tried the experiment of blowing the copper in the casting 
machines, but the return of the head of the department put a stop to 
the experiment, and Mr. Smith put the idea away till a more favor- 
able opportunity presented itself. 

About 1903 Baggaley began his experiments of smelting ore in a 
basic-lined converter in Butte, Mont., at the Pittsmont smelter. 
He was followed by Knudsen at the Sulitjelma plant, in Norway, 
in 1907. About the year 1905 similar experiments were tried at 
several smelters, notably the plant of the United States Smelt- 
ing Co., at Midvale, Utah. Mr. Smith, who was then with the Bal- 
timore Copper Co., found his opportunity to experiment, and his 
superintendent and manager, Mr. Peirce, gave him all the help in 
his power, the result being the construction at Baltimore of a basic- 
lined converter for leady copper mattes, along the lines of the old 
tilting anode furnaces of Anaconda. The experiment gave promising 
results, so the American Smelting & Refining Co. took up the process 
and introduced it with success on leady copper mattes at its lead 
refineries at Perth Amboy and Omaha. Then Messrs. Smith and _ 
Peirée persuaded the company to try it on straight copper mattes at 
the Garfield, Utah, plant. 

In the meantime the Anaconda Copper Mining Co., at the Washoe 
Reduction Works, Anaconda, lined a shell of the standard trough 
pattern with magnesite brick. The results were excellent, so they 
gradually replaced all the acid lining with magnesite brick. At 
Great Falls the same company’s experts developed a large converter 
along the lines of the upright shell, and, as this type is easier to build 
and keep in repair, it has become the standard during the past year. 
Practically all the Bessemerizing of copper mattes in the United 
States is now done in basic-lined converters. The main points to be 
observed for successful operation of the basic linings are: not to 
exceed a temperature of 2,100° F.; not to have tuyeres smaller than 
1.25 in. (1.5 in. is the preferred size); to drive in punch rods the full - 
size of the tuyere opening, immediately after pouring copper; to main- 
tain in the converter as large a mass of matte and slag as possible 
to prevent sudden changes in temperature and overheating of the lin- 
ing ; to employ slag containing preferably about 25 per cent. of silica. 

Magnesia in Basic-Lined Converter Slags.—The following test was 
made with a view to finding out whether the cutting action of con- 
verter slag on a magnesia brick lining bore any relation to the silica 
content of the slag. 


Thirteen slags were selected from the daily samples sent to the 
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laboratory. These varied in silica from 22.4 per cent. to 37.8 per 
cent. and were carefully analyzed for MgO. The results show no 
relation between silica and magnesia content and are given in the 
following table: 


TaBLeE I.—Analyses of Slags. 


Cu, Si0., | FeO. CaO MgO. 
Per Cent. Per Cent. | Per Cent, Per Cent. Per Cent, 
2.2 37.8 46.3 | Ba 06 
2:2 37.2 46.6 1.0 0.6 
3.80 35.1 48.3 1.0 0.6 
2.80 34.5 49.3 1.0 0.6 
3.20 33.5 50.3 1.0 0.5 
3.80 31.6 51.4 1.4 0.5 
1.80 30.8 52.5 13 0.8 
2.20 28.9 56.0 1.0 0.5 
2.40 28.0 56.5 0.9 0.5 
3.00 25.8 56.6 1.0 0.5 
4.60 24.6 56.2 1.0 0.7 
4.60 22.4 58.3 1.3 0.7 
4.20 23.4 58.1 a fea | 0.4 


To Smith and Peirce belongs the credit of taking a long-discarded 
idea and developing it into a successful process. The great advan- 
tages of the process are: decreased cost of lining; the ability to use 
large units in coverting, with consequent economies in labor, power, 
and repairs; neatness and cleanliness of plant, abolishing the danger, 
from dust, to the health of the lining crew. 


DIscussIon. 


Pror. Josepu W. Ricuarps, South Bethlehem, Pa. :—Speaking to 
the question of the development of the basic lining, and speaking 
from a somewhat considerable study of the history of the process, I 
think Mr. Mathewson’s conclusion (in the last paragraph of his 
paper) is perfectly justified and is very fairly stated. Messrs. Smith 
and Peirce worked at developing their process for many years; cop- 
per men had been trying their level best to get away from the silica 
lining of the converters and had uniformly failed. On one page of 
Mr. Mathewson’s paper we read that at the old works of the Ana- 
conda Company, at Anaconda, the experiments “ were abandoned on 
the score of cost and lack of advantages.” On the next page, after 
describing the work of Messrs. Smith and Peirce, we have the state- 
ment that the Anaconda Company lined a shell with magnesite 
prick and “the results were excellent.” I think Mr. Mathewson’s 
statement that to Smith and Peirce belongs the credit of developing 
a long-discredited idea, is correct. 
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CG. D. Demonp, Anaconda, Mont. :—It seems to me that the mortar 
used in lining is important. It is my impression that in basic steel 
furnaces tar is still used as a binder. At Anaconda, neither tar, 
linseed oil, nor molasses was at all satisfactory; but we have found 
that a solution of silicate of soda mixed with ground magnesite makes 
an entirely satisfactory and successful mortar with which to lay the 
magnesite bricks. Only a little of this mortar is used; just enough 
to make up for the inequalities in the bricks, which are laid close. 


Hermann A. Ketter, New York, N. Y. (communication to the 
Secretary *):—I have read Mr. Mathewson’s paper on basic-lined con- 
verters with much interest. My experiments at the Parrot Works of 
Butte, which Mr. Mathewson refers to, I believe, were made in 1892, 
and were published by me in Dr. Peters’s Modern Copper Smelting.’ 

The magnesite bricks then used were directly imported from 
Greece and naturally were very costly, and slow to obtain. I discon- 
tinued the practice at the time, because I considered our converter 
shells too small to hold sufficient amounts of heat without the aid of 
additional heating produced in slagging off the iron in the matte by 
the silica in the lining, thereby increasing the capacity of the con- 
verter with each additional charge until the lining had become so 
thin as to endanger the shell. The initial charges usually produced 
from three to five bars of blister copper, weighing about 110 lb. each, 
while it occurred frequently that the final charges of a well-made 
lining produced from 15 to 20 such bars. In order to increase our 
heat units still further we frequently resorted to the practice of 
throwing into the molten charge additional green matte and scraps, 
just prior to the final blow. ; 

The size of the tuyeres may have considerable importance with 
basic-lined converters, as Mr. Mathewson points out, but I cannot 
speak from experience as to this point. 

1891 and 1892 were years of considerable metallurgical improve- 
ment at Butte. Not alone did we modernize the converter practice 
during this period, but mechanical roasters of greatly increased 
capacity were also devised, besides constructing much larger rever- 
beratory furnaces and installing coarse Harz jigs (known as bull jigs), 
with the double object of reducing concentration losses and to pro- 
duce more material suitable for blast-furnace use. 

Prior to the time of the above experiments the Parrot Works were 
about the only plant in this country that was converting copper upon 


* Received Aug. 7, 1918. 
* 1893 edition, pp. 570, 571. 


THE BASIC-LINED CONVERTER FOR COPPER MATTES. 475 


a large scale. This was done under the original Manhés patents, 
which consisted principally in raising the tuyeres some distance above 
the bottom of the shells, differing thereby in construction from those 
used in the metallurgy of iron, which latter were also much larger. 
The Anaconda Works at that time Bessemerized on a more limited: 
scale and in different shaped converters, partly because they thought 
a more square shaped vessel would have greater advantage, and partly 
perhaps to circumvent, if possible, Manhés’s patents under which the 
Parrot Company was operating. Cylindrical converters of much larger 
size were installed at Great Falls subsequently, and the barrel or 
Leghorn type of converters was introduced still later in this country. 
I might add here that some of the most recent installations have 
returned to cylindrical shells of the original Parrot type, only much 
larger. 

From my experience I should consider that almost any kind of 
converter shell that is suitable for acid lining can readily be adapted 
to basie lining, provided it is sufficiently large to carry its own heat 
throughout the process. In fact, my belief is that the recent suc- 
cesses with basic converter linings are the direct outcome of the larger 

_ vessels, which are necessitated by the newer plants to handle larger 
quantities. 


E. H. Hamitton, West Norfolk, Va. (communication to the Secre- 
tary *):—In regard to Bessemerizing leady copper mattes: August 
Raht built a basic-lined converter at the Philadelphia Smelter, Pueblo, 
Colo., about 1895, and figured on catching fume in a long flue. I 
was present one day when the “pour” did not appear on the con- 
verter being turned over. 

In 1900 Mr. Knox, at Ely, Vt., in attempting to operate a Garret- 
son furnace (to make copper in the crucible of the blast furnace) lined 
the crucible with magnesite brick and predicted that magnesite would 
be the solution of the question. 

A good deal has been written recently about detachable hoods to 
eliminate accretion, and also about flames. If a basic-lined converter 
plant is designed properly there will be no hood accretions, and if 
run to best advantage there will be practically no flame visible. 

The quickest blown charges in acid-lined converters of which I 
have records might be said to be blown in the dark. Of course the 
fume, etc., from sulphur, lead, zinc, etc., is visible. The workmen 
object to this method as they want to see “something doing.” 

I would like to ask Mr. Mathewson what is the analysis of gases 
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from the basic-lined converter, as it affords an opportunity to obtain 
a long steady run under more uniform conditions than formerly in 
the acid-lined converters. Some years ago we found the oxygen con- 
tent of the gas from matte in acid-lined converters to be as follows: 


Per Cent. 
First: halt of the first. blower. sssescecteneceseces cecette ew enesen-ersresssccem=noas 0.1 
Second half of, thesfirst plows scecccseces ce st sec snecs eitdsececneacieesecnecisesine’ 1.0 
First balf of the second DlOW:ssececacceccesnccessscvrscatsbsasesierccsceassseiner 9.0 
Second half of the second blOWsccecesccd-teesecsecescoccescesnovaccsscccecsseus 17.0 


It would be interesting to know the percentage of nitrogen, SO,, 
etc., from a basic-lined converter operated under present methods. 

I understand from the paper that the MgO and CaO in the con- 
verter slag cannot be controlled, but that the Fe and SiO, can be con- 
trolled within certain limits. Can the gases be controlled? Varying 
the iron in the slag no doubt will affect the gas to some extent. 

To what extent can converter gases from basic-lined converters 
be made available for the manufacture of sulphuric acid ? 


L. O. Howarp, Globe, Ariz. (communication to the Secretary *) :— 
When we started running our 12-ft. converter we had a great deal to 
learn and the shell got some hard usage. The tendency at first was 
to use large charges which raised the back pressure and plugged the 
tuyeres. Later on, due to the men carelessly tilting the shell too far 
back when punching out tuyeres, copper ran into the pipes and we 
lost several more. Frequent renewals caused the brick to chip off in 
places and for a time it looked as if the wear at the tuyere line would 
be greatly in excess of any other part. This, however, did not prove 
to be the case and the accompanying diagram, Fig. 3, shows a good 
thickness of brick along this section when they had given out at other 
places. Doubtless the cooling action of the air helped. 

In making this diagram the measurements were taken by turning 
the converter down and dropping a rod through the tuyeres until the 
end was just visible. When measurements A and B were taken, the 
covering seemed to have been well removed, but it will be noticed 
that considerable remained on at the end tuyeres. This, of course, 
made these figures worthless as a gauge for the wearing brick. Sub- 
sequently when measurements were taken, care was taken to remove 
all the coating and expose the naked brick. 

Shortly after we had reached the 2,000,000 mark I stumbled across 
the fact that it was possible to coat the brick with magnetic iron 
oxide and thereby build up a protective coating. At one time we 
had, by actual measurement, 15 in. of this covering the brick, but it 
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Measurements taken at intervals during life of lining to first patching, Matte aver- 
age = 43.9 per cent. of copper. 


A. After making 4,000,000 lb. of copper. 
B. After making 6,000,000 lb. of copper. 
C. After making 6,000,000 lb. of copper. 
D. After making 10,000,000 lb. of copper. 
E. After making 12,000,000 lb. of copper. 


F. After making 14,501,962 lb. of copper. 

Brick was kept coated with Fe,O, Measurements A and B were taken with this 
coating in place. For all subsequent measurements it was, as far as possible, removed. 
Brick finally gave out at back about 20 in. above tuyeres. Shell in operation from 
January 6 to June 29, 1913. 


Fig. 3.—DIAGRAM SHOWING WEAR ON Brick AT TUYERE LINE IN A 12-FT. 
GREAT Fats Type Bastc CONVERTER. 
’ 
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so lessened the capacity of the shell that we had to take it off and 
put on a thinner one. Our great difficulty now is making the men 
keep the temperature down, as a short run with a high heat will 
clean everything off and expose the brick. 

We have found it quite possible to keep this coating in place for 
many days at a time, during which period no sign of brick could be 
seen. Once with our first shell we ran for six weeks without a brick 
showing. Up to the present, however, we have been unable to keep 
a coating on indefinitely, as the men sometimes let a charge get very 
hot and melt it off. When too thick at the tuyeres it makes punch- 
ing more difficult and for this reason it is not looked upon with favor 
by the help. 

With 14,500,000 lb. of copper to the first patching, we should get 
20,000,000 for the total life of the lining. Two places, one on each 
side of the converter, and a place 4 ft. long above the tuyeres showed 
greatest wear and gave out simultaneously. Later inspection showed 
that the lining had remained in place until less than 2 in. in thickness. 

The shell was in continuous use for 173 days and made 664 charges, 
averaging slightly less than 11 tons of copper per charge. No trans- 
fers were made to it. 

Our converting equipment consists of one 12-ft. stand (with which 
we endeavor to do all our work) and two 10-ft. 6-in. stands to be used 
as reserves. For the latter we have lined two of the old shells with 
magnesite brick. As our daily copper production is rather irregular, 
we sometimes find it necessary to relieve the 12-ft. shell by blowing 
one of the smaller size. This, however, is only done when the pro- 
duction runs over 50 tons per day for several consecutive days. The 
12-ft. shell gets no rest between charges other than the time taken to 
punch out tuyeres and pull collars; perhaps one-half hour per charge. 
The record for this shell is 66.4 tons of copper in 24 hr. with a 52 
per cent. copper matte, and 60 tons per day for three days with a 
47.7 per cent. matte. For a period of three months we averaged 
slightly over 47 tons of copper per day. Matte averaged 43.8 per 
cent. Frequently we will run for two or three weeks without blow- 
ing the small shells. From this it will be seen that it is impossible 
to favor the converter either by transferring or by allowing it to 
cool between blows. 


Bancrort Gork, Butte, Mont. (communication to the Secretary *) : 
—With reference to the small basic-lined converters installed at 
Gatico, Chile, February, 1912, I am pleased to present the following 
details : 
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These were of the barrel type; dimensions over all, 58 in. diameter 
by 84 in. long; hand-tilted by means of pinion and rack passing half 
round the converter at its center. The mouth was at the center, ta- 
pering to 28 in. in diameter. 

For tuyeres, each was equipped with 13 hydraulic tubes, 1 in. in- 
ternal diameter by } in. thick, spaced 4 i. center to center and pro- 
jecting 11 in. into converter. From the length over all we must 
deduct from each end 2 in. for the thickness of the steel shell, 44 in. 
for one layer of magnesite arch brick cemented fast to shell by a thick 
mixture of sodium silicate and finely ground dead-burnt magnesite, and 
6 in. for the protective coating of highly refractory basic slag formed 
under the conditions of operation and containing: CuO, 6.4; FeO, 
78.5; Si0,, 5.0; CaO, 1.8; Al,O,, 3.5 per cent. This gave a space 
about 5 ft. 4 in. long for the movement of the bath, or 8 in. between 
last tuyere and slag wall at each end. One layer of No. 1 arch brick 
was used throughout except for the region 12 in. above and below 
the tuyere zone, which had two layers of “straights.” One shell was 
lined with two layers, making 9 in. of magnesite throughout, but it 
was found to have too small a capacity, especially after the growth of 
the protective coating mentioned above. This coating formed also 
on the bed of the converter and under adverse conditions would rise 
to within a few inches of the tuyeres. Blast pressure was 12 lb. No 
provision was made for the expansion of the brick, a matter of little 
importance in this size of converter. 

The high conductivity of these brick cemented fast to the shell and 
the large area of this shell exposed to the cooling influence of the 
atmosphere, considering the relatively small bath, both favored the 
formation of this slag coating, which, when operating on a 45 per 
cent. copper matte, remained at a uniform thickness of about 6 in., 
thereby preserving indefinitely the life of the bricks except at the 
tuyere zone, where they were renewed about twice a year. 

When the matte contained much less than 44 per cent. of copper 
the reaction temperature within the converter increased and the coat- 
ing would gradually disappear, exposing the bricks, and at this stage 
their life was only a few days, unless the grade of matte could be 
raised to near 50 per cent., when a coating would rapidly form. After 
this protective coating was once in place the matte could be lowered 
to from 44 to 47 per cent. 

Under normal conditions the converters took about 6,000 lb. of 
matte (in two charges), yielding more or less 2,500 lb. of copper at 
each pouring. 

Without the protective influence of the slag coating and with the 
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bricks plainly exposed to view, the converter took as high as 22,000 
lb. of matte (in three charges), yielding more or less 8,800 lb. of 
copper at a pouring. The speed of combustion working with this 
large bath of 40 per cent. matte increased very notably the tempera- 
ture of the converter. Thus, when finishing for copper no punching 
was needed, as any noses forming were melted immediately. As 
mentioned above, the life of a lining under these conditions was only 
a few days. 

Perhaps, if we had reduced the diameter of the tuyeres to ? or +2 
in., thereby slowing down the speed of combustion and restoring the 
balance between heat radiated and heat formed within the converter 
when blowing on these low mattes, the same slag coating mentioned 
above would have formed and saved the bricks. As our smelting con- 
ditions at Gatico seldom gave low mattes owing to the abundance of 
oxidized ores on the charge, we did not try to perfect a small con- 
verter that could handle these mattes. 

As these magnesite bricks at Gatico cost us about 25 c. U. S. each, 
and served only as a backing for the growth of the basic coating, 
which after the first blow hid them permanently from view, it seemed 
possible that some substitute might be used, and in this connection I 
thought of the much cheaper “ bauxite” brick. I would like to hear 
from some one who has tried them in furnace work, especially at 
points where both chrome and magnesia have failed to make good. 

I would not advise the construction of converters smaller than 
those at Gatico, as even a few accidental charges of matte containing 
over 52 per cent. of copper would form such a thick coating of slag 
at the ends and on the bed that several tuyeres would be lost and the 
capacity reduced to the point where low-grade matte could not come 
to the rescue owing to the lack of sufficient mass reaction. 


Raueu Bageatuy, Pittsburg, Pa. (communication to the Secre- 
tary *):—I am sorry that I cannot agree with Mr. Mathewson in his 
conélusions. I cannot, for the reason that I personally know that . 
these conclusions are not correct. 

The basic-lined converter and the feeding of silica (either mineral- 
bearing or barren) into the matte, in lieu of destroying the silica 
lining, are so closely linked that they may be treated as twins. 

At the time I took up a study of the metallurgy of copper (about 
1900), all of the authorities—Dr. Hermann Keller, Dr, Peters, Dr. 
Douglas, the Amalgamated experts, the Guggeheim metallurgists, 
etc.—pronounced the dissolving of ores in matte impossible. Mr. 


* Received July 15, 1913. 


THE BASIC-LINED CONVERTER FOR COPPER MATTES. 48] 


Hixon called it suicide. Dr. Keller has several pages of explanations 
in Dr. Peters’s book as to just why it was impossible, 

John Hollway tried it in 1878, and he met with considerable suc- 
cess. If his backers (the Matthewsons of Wales and London) had 
provided him with such a converter as he then described (i. ¢., with 
the tuyeres elevated on the sides and a quiescent pool below, in which 
the copper could accumulate without clogging his tuyeres), he would 
have succeeded beyond any doubt. 

Four years later (1882), Pierre Manhés made a converter, as fully 
described by John Hollway in 1878, and forsooth called it “the 
Manhés converter,” and obtained patents on it in France, England, 
the United States, ete. In 1882, Manhés attempted to feed silica into 
the matte, both through the tuyeres and into the nose of the con- 
verter. He scored a complete failure in both. The former is the 
present J. Parke Channing process, with which Miami concentrates 
are now treated. 

The sand-blast action is injurious to the tuyeres and the values are 
not extracted by the matte. In order to recover these values, a sub- 
sequent melt of the slag in a blast furnace, or in some other form of 
furnace, is necessary. Why then repeat Manhés’s failure ? 

I invented the so-called Knudsen process before he did and I dis- 
carded it because of its defects and its useless expenses. I fully de- 
scribed all of these things in an article that I wrote for the Anaconda 
Standard, Aug. 13,1905. On June 21, 1890, Jared E. Gaylord ap- 
plied for a patent both on a mineral-bearing silica lining and on feed- 
ing ore into the matte; in the latter he failed completely. 

Dr. Keller then attempted the same thing at the Parrot smelter, 
Butte, and failed. His own account of this failure is given in Peters’s 
Modern Copper Smelting (1895 ed.), p. 570 et seg. The same thing was 
tried at Great Falls and failed. The same thing was tried by Hixon 
at the old Marcus Daly smelter, Anaconda, and in his book (p. 81) 
he says: “ The silicious lining is as much a part of the process of 
copper converting as magnesia lining is in the basic Bessemer treat- 
ment of phosphoric iron, and it is suicidal to attempt any other kind 
of lining, either water-jacketed or basic. The improvement, if there 
is to be any, is to be in the line of mechanical devices, and the use of 
silicious ores to replace the expensive quartz and clay linings.” 

This must be the experiment for which Mr. Mathewson gives EH. A. 
©. Smith credit. However, it is not important just who conducted 
this experiment. The result was a total failure and it simply con- 
firmed the general belief that this new art was impossible. 

This was the “state of the art” the world over at the time I com- 
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menced work at Butte. There were absolutely no basic-lined con- 
verters in use for converting copper mattes and absolutely no one was 
feeding and dissolving ores in a bath of matte. Many had tried it 
and all had failed. The nearest approach to it was the use of a min- 
eral-bearing lining, at Aguascalientes and as patented by Gaylord in 
1890. A lot of misleading stuff has been published about my work 
while at Butte and since. The facts are: 

1. The apparatus furnished me by my associates was small and 
bought solely for experiment; neither furnace nor converters were 
intended to make copper on a commercial scale. After I proved that 
I could dissolve ores in a basic-lined converter, I was then given my 
“ Jumbo converter,” in which I worked up every pound of ore I had, 
without regard to its grade or silica contents. But even then I had 
no furnace that was much bigger than a bake-oven, or in which one 
could afford to make copper commercially. 

2. We bought up a lot of patents, such as Allen’s, Potter’s, Gaylord’s, 
Garretson’s, etc., solely to get them out of the way of patents I in- 
tended applying for. It was not intended by me to use any of them. © 
I well knew that they had all been tried and had failed. Garretson 
was a very hard man to deal with, and in order to get his patents out 
of the way I was compelled to agree to test his process to a finish. 
We attempted this at Ore Knob, with Bellinger in charge, but we 
were compelled to admit, as Garretson claimed, that it was not an 
actual test. We then let Bellinger make another test at Vancouver 
Island. The whole plant was so defective that they had neither 
steam nor air. Garretson still demanded his “pound of flesh as 
nominated in the bond!” We then decided that I should comply 
with the terms of his contract by conducting these tests myself at 
Butte. With this object in view, we built the little furnace in which 
I later (as soon as I had any ore) made five series of tests of Garret- 
son’s process, and then and there proved that it was inoperative and 
that it would freeze the furnace solid every time it was attempted. 
In other words, the blowing of a converting blast into 85 per cent. of 
slag (an oxide) had a greater chilling effect than the heating of 15 
per cent. of matte (a sulphide) could overcome. The situation was, 
of course, aggravated by his column of ores, etce., standing in the 
matte. 

Dr. Herreshoff and I had discussed these things and he later said 
that my tests had simply developed and made clear five or six more 
defects in the Garretson process than either of us had been able to 
foresee. 


3. My troubles at Butte were due to the fact that I had no ore to 
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treat, because the acid water and a lack of money delayed the de- 
velopment of the ore. 

4. As soon as I got my Jumbo converter and a blowing engine 
that would work without breaking down every day, I commenced 
making excellent blister copper, and [ continued this for 84 months, 
until every pound of ore in our bins or that I could buy had been 
worked up. I did this work too with one single basic lining (see 
Heywood’s report in Engineering and Mining Journal, Mar. 24, 1906). 

This was the first time in the whole history of the metallurgy of 
copper that mineral-bearing ores were successfully fed into the matte, 
as a means of removing the iron through the formation of silicate of 
iron slags in lieu of destroying the silica lining. It also included, of 
course, the successful use of a permanent, basic-lined converter, 
When our workmen announced in Butte that I was making copper 
by this new process no one would believe it. Fritz Heinze was the 
first to investigate and he was also the first to use my new pro- 
cess. Later Mr. Thayer brought Mr. Mathewson to visit me; Mr. 
Mathewson no doubt still remembers our discussion. Later Mr. 
Mathewson sent his assistant to our Pittsmont smelter, who spent 
parts of three days with us learning all of the details of this new art. 

I left Butte about eight years ago and I have never been back 
there. Shortly after my return to Pittsburg I received a personal 
letter from Dr. Hermann Keller, in which he asked me to meet him 
at the Engineers’ Club in New York on important business. I did 
this, and he took me to the offices of the American Smelting & Re- 
fining Co. Iwas introduced to Anton Hilers. He at once sent a 
messenger for August Raht and two other experts, whose names 1 
did not learn. They may have been Messrs. Smith and Peirce, al- 
though I do not know this to be a fact. At all events, the office was 
cleared of all save these five experts and myself. We then com- 
menced a discussion on methods of treating copper, which extended 
over two days. They all disputed the correctness of my theories. I 
told them I had been actually practicing this new art for 84 months 
and that I had only used one single basic lining in all of that time. 
They then asked me to build a plant at one of their smelters and 
demonstrate the correctness of my theories, on their agreement to 
adopt this new process at 16 of their smelters. My reply was that 
unfortunately my old patents were owned, for the districts where 
most of their smelters were located, by the Pittsburg & Montana 
Copper Co. They took down the name and address, and later they 
bought the company’s rights under some of these patents. 

Some time after this I again met August Raht; this time as the 
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consulting metallurgist of August Heckscher. He told me that none 
of the Guggenheim experts could believe that I could dissolve ores or 
silica in a matte bath in a basic-lined converter. However, on my 
positive statement that I had been practicing this new art for 84 
months and by it had produced more than $500,000 worth of copper, 
within 30 days after my visit they commenced a series of tests of my 
theories in their Baltimore smelter, and I am told these tests were 
made by Messrs. Smith and Peirce, who were employed at the smelter 
in Baltimore. These tests proved that my theories were correct and 
the Guggenheims then brought out, on my old patents as a basis, 
what they facetiously called the “Smith and Peirce process.” This 
process was quickly introduced at Baltimore, Perth Amboy, Omaha, 
Salt Lake, ete. I can prove by such men as Arthur 8. Dwight, Dr. 
J.B. F. Herreshoff, Robert 8. Towne, William A. Heywood, and many 
others, that I alone produced this revolutionary change in the metal- 
lurgy of copper, and I did it in direct opposition to the recorded 
opinions of all the authorities. However, public acknowledgment of 
the facts in this matter has been published, and by the very authori- 
ties who for years had pronounced this feat impossible. , 

In Dr. Peters’s Principles of Copper Smelting, p. 465, he says: ‘As 
Mr. Baggaley is the originator of the method and Mr. Heywood is 
the technical manager, their views regarding the process might, natu- 
rally, be expected to be less impartial than those of an outside engi- 
neer; but it is evident that they are doing regularly what the profession, 
in general, has regarded as impracticable; namely, converting a very 
low grade matte in a vessel having a permanent basic lining, and 
supplying it with silica from outside sources.” 

In the light of all the foregoing facts, what basis of truth is there 
for the statement that “To Smith and Peirce belongs the credit of 
taking a long-discarded idea and developing it into a successful 
process ?” 

What have Smith and Peirce invented or developed? TI practiced 
the art with perfect success for 8} months, using a single lining, » 
years before they even commenced to test the correctness of my theo- 
ries and which theories all of their own experts disputed. As a well- 
known authority has stated to me, all of Smith and Peirce’s patents 
for “improvements” on my process are really “steps backward.” 
Their design and construction are such that it is impossible to hold 
their lining or tuyeres in place. Their practice, I am told, compels 
them to reline every 45 days, never over 60 days. Their attempt to 
prolong the life of their lining by their patented addition of 15 per 
cent. of cold ore really means “ reduced efficiency ! ” 
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The business end of our old company was a failure from the start 
and the result has been that I have never made a cent out of any of 
my inventions and my 13 years of study and effort. In the present 
paper, even the credit for this revolutionary change is given to others. 
When I left Butte, my contract with the old company terminated, 
and since then (for eight years) I have been studying this subject 
and developing improvements. I wish, in this connection, to record 
my opinion that there is really no good converter, built on scientific 
principles, in existence to-day. My old Jumbo at Butte is the best 
one, but it would not stand the service in my latest inventions. 

This problem will not be finally solved until my continuous process 
is used. The heats must not-be held down to 2,100°, as is claimed 
in this paper, thus reducing the efficiency, but, on the contrary, must 
be driven to the utmost limit. Apparatus must and can be provided 
that will stand this severe service and it will not be such as Mr. 
Mathewson pronounces “standard ” at Great Falls, with an expensive 
lining 23 ft. thick. A 12-in. lining or even an 8-in. lining is ample, 
providing the design and construction are such that it can be held in 
place absolutely and providing ample provision is also made for radi- 
ating and dissipating these excessive heats from the outside of the 
vessel, instead of doing what all are now doing,—attempting to regu- 
late these on the inside of the vessel. 

I can show how all of these things can be safely and cheaply done. 
I can also show a mechanical tuyere puncher that will do far better 
work than men can; will do it almost without cost—compared with 
hand-work—and will do this efficiently year in and year out. As the 
modern converter is equipped with from 24 to 68 tuyeres, the punch- 
ing becomes a laborious and expensive task. 

My latest converter is cheap to build; it is absolutely rigid and 
secure in every respect. Iam certain the lining will last for a year 
and I believe much longer. My old lining lasted 8} months. The 
process is continuous, and an absolute limit can be placed on the cor- 
rosion of the lining and to any degree desired without in any way 
interfering with successful converting up to the final stage of blister. 
It is difficult to do these things and do them in a perfectly safe way. 
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Great Falls Converter Practice. 
BY ARCHER E. WHEELER AND MILO W. KREJCI, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


The Boston & Montana Reduction Works at Great Falls, Mont., was 
formerly the reduction works of the Boston & Montana Consolidated 
Copper & Silver Mining Co., and continued as the reduction plant for 
the independent company until June 1, 1910, when the consolidation of 
a large number of the operating companies of Butte was effected. It 
then became merged in the Anaconda Copper Mining Co. as the Boston 
& Montana Reduction Department of the Anaconda Copper Mining Co. 

The history of copper converting at this plant, while not covering the 
entire period of the commercial use of the process in this country, does 
cover by far the larger part of it, and as the operation of and appliances for 
the process have undergone many changes during the time, it may, per- 
haps, be of some interest to put the record of these changes into perma- 
nent form. 

The plan followed in the preparation of this paper has been to give 
first a brief chronological record of the principal events and changes and 
then, even at the risk of some repetitions, to give more detailed accounts 
of some of these changes under separate headings. 

The headings for the complete paper are as follows: 


1. General Chronological Review. 10. Development of Different Classes 

2. Mechanical Manipulation. of Converters After Class I. 

3. Casting of Finished Copper. 11. Basic Lining. 

4. Tamping of Linings. 12. Number and Size of Tuyeres. 

5. Early Acid Linings. 13. Cast Copper Tuyeres. 

6. Acid Linings With the Use of Ore. 14. Efficiency of Air. 

7. Introduction of Flux Through the 15. Size of Converter Mouth. 
Tuyeres. : 16. Height of Converter. 

8. Bottom Blast. 17. Summary. 

9. Disposal of Converter Slag. 


GENERAL CHRONOLOGICAL REVIEW. 


Ground was broken for the general concentrating and smelting plant 
in the spring of 1891. The first departments to start operations were the 
concentrator in March, 1892, and the Briickner roasting and reverbera- 
tory smelting departments in April, 1892. The converter department 
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started operations in August, 1892. There were no blast furnaces until 
April, 1893. Therefore the first work of the converters was on reverbers- 
tory matte. 

During the interval from April, 1892, to August, 1892, while the rever- 
beratory furnaces were producing matte, but before the converters were 
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SECTION G-H 
Fig. 1.—Five-Ton CONVERTER. 


installed, the matte was cast into molds, broken up when cold, sacked, 
and shipped to Lewisohn Bros., the predecessors of the United Metals 
Selling Co., at New York. 

The first converters followed very closely in their design those used in 
steel practice, and were called five-ton converters. The design of this 
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converter is shown in Fig. 1. These converters were of the upright type, 
14 ft. 9.5 in. high over all, circular in cross-section, 7 ft. 1.5 in. in diameter 
with eight side-blast tuyeres, and arranged for acid lining. They were 
tilted by hydraulic power, both the tilting and the manipulation of the 
air blast for the whole plant being controlled from a central “pulpit’’; 
this method of control continued until 1899. 

The plant started with two stalls. The converters were lined by hand, 
in place in the stalls, and it was soon found that the two stalls were not 
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Fie. 2.—AppitronaL Work on CONVERTERS. 


sufficient to allow proper time for drying and two more stalls were added 
of the same type as the first. 

Whether or not the particular shape of lining shown in Fig. 1 was used 
is not recorded, but that it was not used long, if used at all, is evident 
from Fig. 2, which is from a drawing dated Mar. 18, 1893, seven months 
after the starting of the plant, which shows the shape of lining then adopt- ~ 
ed, and which in a general way, but with minor changes as to dimensions, 
was used as long as acid-lined converters were used. The chief charac- 
teristic is the thickening of the lining at the tuyere line. It was evidently 
early found that the greatest wear was at this point, and the lining was 
put in accordingly. 

This same date, Mar. 18, 1893, is the first record of a plan for increas- 
ing the number of tuyeres, the drawing showing 17 instead of eight. 
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‘The first record of a design or attempt to put flux into the converter 
with the blast is a drawing dated Apr. 21, 1894, showing a sand box de- 
livering sand into the wind box (see “Introduction of Flux Through the 
Tuyeres”). A trial of putting flux in with the blast was made in 1896. 

In 1895 four more stalls were put in, making eight altogether, and all 
of the original type. ° ‘ ' 

The earliest record which we find of a brick lining is a drawing 
dated Feb. 27, 1895, showing a Class I converter with a brick lining backed 
with ordinary lining clay. There is nothing to show whether the brick 
were acid or basic, nor is there any record as to whether or not it was ever 
tried. All we can say is that the matter had been thought of seriously 
enough to have a drawing made. 

In 1894 plans were discussed for a machine for putting in the linings 
but it was not until about Apr. 1, 1896, that the machine had been put in 
and started. 

In April, 1897, or perhaps in March, a basic (magnesite brick) lining 
was used, of which more detailed mention will be made under “Brick and 
Basic Linings”’. 

In 1897 a converter was also operated into which ore was introduced 
through the mouth to furnish flux and save the lining 

Another event of 1897 was the use of two bottom-blast converters which 
will be mentioned under “Bottom Blast”’. 

On Dee. 4, 1899, a converter was lined with ore from the company 
mines and following this trials were made with linings two-thirds ore and 
one-third clay, and one-half ore and one-half clay. These linings were 
used until Apr. 20, 1900, when it was stopped until Aug. 27, 1900, after 
which linings of ore and clay were used until basic lining was adopted. 

In 1900 the first change was made from central hydraulic and blast 
control for the plant, to individual control immediately at the converter. 

In 1901 designs were begun for a converter slag casting machine, and it 
was completed and put into use on May 23, 1902. 

In 1901 rights for the use of Walker copper-casting machines were pur- 
chased and on Mar. 31, 1902, a refining furnace for handling molten con- 
verter copper was started, this furnace delivering its copper to a Walker 
machine. 

The furnace was abandoned on Jan. 6, 1903, and the machine used 
alone until a larger casting machine could be designed and built. This 
new machine went into service on Oct. 8, 1903. 

In 1901 further trials of bottom blast were made. 

In 1902 we began to discuss larger converters but it was not until Nov. 
29, 1904, that the first Class II (larger than Class I) converter was actu- 
ally put into service. 

On Apr. 5, 1906, instructions were issued for the installation of the 


490 GREAT FALLS CONVERTER PRACTICE. 


second Class IT stall, and extra bowls were built so that when this second 
stall went into service we had four of the Class II bowls or bottoms. 

We felt that further improvement was possible and a larger converter 
called Class III was begun and the first one went into service on July 18, 
1907. 

On Jan. 21, 1907, a trial of smelting dried fine concentrates by dump- 
ing them into the converter was tried. Following this, in the same year, 
the blowing of these concentrates through the tuyeres was discussed and 
on Feb. 20, 1908, the drawings for an apparatus to do this were completed. 

On Nov. 29, 1908, and following, this was tried, but never adopted as 
regular practice. 

After this had been in operation some time we began the design of a 
larger converter called Class IV. The designs were completed on Mar. 
24, 1909, but it was not until Feb. 4, 1910, that the first Class IV was 
put into service. 

This became the standard and all Class I and Class II converters were 
abandoned. The Class III converters were retained as they gave good 
service and fitted into the same stalls as the Class IV. 

On Mar. 9, 1911, the first run of what finally developed into the regular 
use of basic linings was started. It proved so successful that, as rapidly 
as possible, the department was changed over to basic lining. —~ 

Discussion was begun for plans for a still larger converter to be called 
Class V. -This discussion resulted in the building of a converter 20 ft. 
in diameter, basic lined, and of the upright type. The first converter of 
this class was started on Aug. 3, 1912, and has proved entirely successful. 
While the Class IV converters are still in use the Class V is now consid- 
ered the standard for the plant, and will be the only one used in the re- 
modeled plant. 

Experiments have been made on the use of different sizes of tuyeres, 
and on the efficiency of the air, and these subjects will be treated in a | 
little more detail. 

With this brief outline we will take up individually the subjects listed. 


MECHANICAL MANIPULATION. 


The original installation provided for the manipulation and tilting of 
the converters by hydraulic power. The converter revolved on trunnions, 
through one of which the air blast entered and was then carried by a pas- 
sage cast in the trunnion section to the wind box. The other trunnion 
was fitted with a pinion which meshed with a rack attached to the piston 
rod of a hydraulic cylinder. The I-beams of the converter stand carrying 
the trunnion bearings formed the guide in which the rack moved back 
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and forth when driven by the piston, and thus rotated the converter in 
the usual manner. 

The hydraulic pressure in the cylinders was normally 500 Ib. per 
Square inch. No pump was used at first, this pressure being obtained by 
supplying water under a static head of 125 lb. per square inch from tanks 
on a hill back of the smelter, to intensifiers which raised the pressure to 
500 lb. per square inch. 

The entire control of the air blast and of the tilting was from a central 
pulpit on the opposite side of the building from the converters and in full 
view of them. The converter crew directed the “tilter,” as he was called, 
as to what was to be done by signals, much as train crews handle a train 
by signals. 

Each converter was equipped with a four-way hydraulic valve, which, 
by the way, was of very complicated design, for rotating the converter in 
its stall, and also with a globe valve for the control of the air. 

This system was used without change until the second set of two con- 
verters was installed, when the intensifiers were discarded and a steam- 
driven hydraulic pump was installed to pump directly into the main at 
500 lb. pressure per square inch. 

In order to provide ample water for the sudden demands of tilting sev- 
eral converters at once, an accumulator was installed which was simply a 
large piston of ample displacement, loaded on top with sufficient weight of 
cast iron, etc., to develop the pressure of the main over the area of the 
piston. This accumulator was connected to the main, and when the 
converters were not being tilted the pump would deliver into this accumu- 
lator, raising the piston to its full height before the pump would be 
stopped by the governor. Thus in case of a sudden demand for water at 
a rate greater than the capacity of the pump the accumulator would 
descend and force water into the main. 

Mechanical difficulties were encountered and a great deal of work was 
required to keep this system in good working order. A complicated sys- 
tem of both water and air pipes was necessary, but except for improve- 
ments in details such as the substitution of a different type of water valve 
and many smaller details the general system was retained until 1900. 

On July 25, 1900, a drawing was completed of an arrangement for the 
control of both the hydraulic tilting and the air blast immediately at the 
converter by one of the converter crew. With a few minor changes this 
proved to be very successful and convenient, and as rapidly as possible 
all converters were changed over. 

This system continued in use without change until the installation of 
the first Class II converter. Electrical control of the tilting was installed 
on this converter and first put into use on Nov. 29, 1904, when the con- 
verter was first used, although the first conception of it was several months 
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previous. This is, we believe, the first application of electric control to a 
converter. 

Very briefly, the converter was provided with a gear on one of its trun- 
nions, this gear meshing with a pinion driven by a shaft on which was a 
worm gear meshing with a worm driven from the motor. Direct current 
at 500 volts was used. 

No serious electrical troubles were encountered in the use of this tilting 
and as rapidly as new converters were installed, the electrical control was 
used, not only on theClass II converters but on all the larger classes fol- 
lowing it. 


CASTING OF FINISHED COPPER. 


The original plan for casting the finished copper was to pour it from 
the converter into a ladle with a bottom discharge hole, this discharge 
hole to be plugged with a silica block on a rod which was protected by 
clay blocks strung on it as in the steel practice of casting gots. The 
method was tried as planned when the plant started in August, 1892, but 
the plug very promptly froze in the hole and could not be pulled 

After a few further attempts this method was abandoned and the 
method adopted of pouring the copper from the converter into a ladle, 
which was carried by the crane over molds set up on beams on the floor, 
and the copper tapped from a hole through the side of the ladle into the 
molds. This was not continued very long. 

Until some other means could be provided the molds were set up on 
beams lengthwise of the converter floor; the copper was poured from the 
converter into a ladle hanging on the crane hook, and the crane then 
poured it into the molds which were turned over by hand; the copper was 
dumped onto the floor and taken away and trimmed by manual labor. 

The next arrangement, immediately following this, was a spout curved 
vertically to fit the are of travel of the mouth of the converter, this spout 
being mounted on wheels and designed to serve two converters standing 
side by side, by being set down by the crane in front of whichever one 
was to cast copper. The spout delivered the molten copper into molds _ 
which were mounted on a truck moved back and forth by hand on a track 
lengthwise of the converter floor. Each truck carried seven pig molds, 
or, when anodes were cast, four anode molds. 

Considerable difficulty was encountered in keeping the track, which 
was entirely in the converter floor, free of obstruction, and the method 
also required considerable crane work. A change was made by using a 
somewhat similar spout to the one described above, but providing one for 
each converter stall, and hinging it on the stall, so that it could be swung 
into place by the converting crew when required. Drawings for this 
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change were completed and dated September, 1892. In Fig. 3 one of 
these spouts can be seen. 

The trucks carrying the molds were run on tracks under the converter 
and at right angles to the converter floor. Pouring into the molds in both 
these cases was done directly from the converter by gradually tilting it. 


Fic. 3.—SHowinea CurveD Sprout HINGED TO CONVERTER STALL. 


When the molds were filled, the truck carrying them was run out on the 
floor of the ‘‘copper shed”? back of the converters. The copper was 
allowed to cool, then dumped on the floor, trimmed by hand and trucked 
into railroad cars. ; : | 

As the plant included an electrolytic refinery, the necessary anodes to ; 
supply it were cast, and the rest of the copper was cast as pig and shipped 
to Pawtucket, R. I., for refining. 
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This method of casting was continued until 1902. During this time it 
became evident that it was a crude, laborious, and uneconomical method 
of casting. It was hard and laborious, because the men were moving 
heavy trucks with heavy loads of hot copper over uneven floors on which 
obstructions of dirt, scraps of copper, etc., were constantly falling and 
blocking the wheels, and the work of removing the copper, particularly 
the anodes, from the molds was very heavy and hot work. 

There was also a great deal of spilling and slopping of copper on the 
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floor and over the edges of the molds, due to not being able to control the 
converter quickly enough. 

A great disadvantage was the lost time of the converter. During all 
the time of pouring, which sometimes occupied as much as 1.5 hr. or more, - 
the converter was not working. This amounted to a large nereedinee 
of the time and the elimination of this delay would add very materially 
to the possible production from a given equipment of converters. 

Plans for ladles on trucks, pouring into stationary and also movable 
molds, were made as early as 1895 and 1896, but were not adopted. 

In 1901 the trial was made of transferring the finished copper from 
several converters to one from which the casting was done. The idea was 
to lose the time of one converter only instead of each of them. It was 
found that the copper chilled in the converter to a great extent, due prob- 


GREAT FALLS CONVERTER PRACTICE. 495 


ably to its being exposed to the air while pouring from the first converter 
into the ladle, again in pouring from the ladle into the converter, and 
again the chilling of the small stream running from the mouth into a 
rather long spout for casting. Further than this the method did not 
improve the conditions of unloading the molds, and trimming and load- 
ing the copper. ' 

In 1901 Mr. Klepetko, then manager, purchased the right to use some 
Walker casting machines. Plans were immediately begun for their use 


Fig. 5.—LADLE IN PourtinG PosiTIon ON CARRIAGE. 


and the final plan adopted was to pour the copper from the converter into 
a ladle hanging on the crane hook. This was immediately carried by the 
crane to a coal-fired refining furnace and poured into it through a side 
door. As soon as sufficient copper had been accumulated, refining by 
rabbling and poling was begun. 

As only one furnace was installed, it being the intention to await the 
results on this before erecting the second, the copper which was being 
produced by the converters during the refining of a charge was cast in the 
old way into pigs for shipment to the Eastern refinery. When the charge 
was refined it was tapped into the molds on the casting machine by allow- 
ing it to run over a bay which was cut down as required. 

The first charge from this furnace was cast on Mar. 31, 1902. Con- 
siderable difficulty was encountered with both the furnace and the 
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machine. One of the principal difficulties with the machine was that it 
was not large enough to allow the copper to cool properly before dump- 
ing into the bosh. 


Comprehensive experiments were being carried on at the electrolytic 


refinery at this time to determine whether or not there were sufficient 
advantages in the refined anode as compared with the rough converter 
anode to pay for the extra cost of refining. It began to develop that 
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there were not sufficient advantages and therefore it was determined to 

abandon it. This was done on Jan. 6, 1903. 

Arrangements were immediately made for the removal of the necessary 
parts of the furnace to allow a car carrying a ladle of molten converter 
copper to run from the converter floor to the casting machine. The 
copper was then cast by pouring it directly from the converter into a 
ladle which was placed on the transfer car by the crane, run to the casting 

machine and cast as rapidly as the size of the machine would allow. The 
first use of the machine in this way was on Mar. 30, 1903. A picture of 
the arrangement is shown in Fig. 4 
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Designs were immediately begun of a machine of the Walker type, 
but very much enlarged and elaborated, which would allow the copper 
to be cast as fast as the stream could be poured from the ladle into the 
mold, and provide cooling time for this rate of casting. This meant pri- 
marily a machine of larger diameter. It was so placed that the crane 
could set a ladle of copper directly on-the pouring carriage. This 
carriage was an entirely new arrangement hydraulically operated by 
a vertically moving piston, but the particularly novel feature was the 
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double-hinging arrangement whereby the combination of all the motions 
produced the same effect as though the ladle were turning about trun- 
nions located almost at the spout, thereby reducing the movement of the 
spout to such a small amount that the spatter and slop was very little. 
Fig. 5 shows a ladle in a pouring position on the carriage. Fig. 6 isa 
general view of the machine in action. The stream from the ladle can be 
seen at the right of the picture. The casting wheel is revolving clock- 
wise and the molds with anodes which have just been cast and cooled can 
be seen in the center of the picture in different stages of dumping. On 
the left can be seen the anodes stacked on the floor. The copper is dumped 
automatically into a bosh containing water. It is carried up from this by 
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a drag conveyor and delivered to the copper-shed floor. Here it is picked 
up by means of a pneumatic-cylinder hoist which travels on the lower 
flange of an overhead I-beam 38 ft. long. One end of this beam is centered 
at the delivery end of the bosh and the other end travels through an arc of 
a little less than 90°, thus covering a large storage floor. Fig. 7 shows a 
view of this pneumatic cylinder in action and the anodes as they are 
stacked by it. 

The machine is electrically operated, and is reversible in its motion, 
which was not true of the original machine. It was put into service on 
Oct. 8, 1903, and has been eminently satisfactory. 

Three men per shift of eight hours, one manipulating the machine, one 
attending to the molds, etc., and one taking away copper, will easily cast, 
and stack on the storage floor, 200 tons or more of copper in 24 hr. On 
smaller quantities the machine is operated with less labor. 


TAMPING OF LININGS. 


The first linings were tamped by hand, with the converter standing in 
the stalls, the caps having first been removed. It early became evident _ 
that an improvement in the life of the liming could be made if more clay 
could be put in and also tamped in harder. 

In 1894 plans were begun for a machine to do this work, and the machine 
was built, installed, and its use begun about Apr. 1, 1896. Fig. 8 shows a 
view of this machine with a converter bottom on it ready for tamping. 

The cap was removed from the converter and the bottom was then 
taken out of the stall by the crane and set on a revolving table. Over 
this table was an air cylinder set in a frame allowing the cylinder to be 

moved by power up or down to any desired. position and clamped. The 
frame and cylinder swung horizontally so as to cover the whole distance 
from the center of the converter to the circumference, so that the combi- 
nation of all the motions covered the whole horizontal section of the con- 
verter, and the up-and-down movement of the cylinder allowed for the 
varying heights of the lining as it was being put in. The movement of 
the piston and rod which carried a tamping shoe on the bottom was con- _ 
trolled by the operator by means of a hand lever, an upward movement 
ee the piston, and a downward movement lowering it and striking a 

ow. 

The machine was installed immediately in front of the clay-grinding 
machines so that the material delivered from them was shoveled directly 
into the converter bottom on the lining machine and tamped in. The 
lining was tamped solid, and the tuyeres punched afterward by driving 
a sharp-pointed bar through the lining for each hole. No attempt was 
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made to line the caps by machine. The machine was very successful 
from the beginning and was used as long as acid linings were used. 

A comparison of the linings by months in 1895 and 1895 is given in 
Table I. Machine tamping began about Apr. 1, 1896. 


aia costed 


> 
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Fic. 8.—MacuHine ror TAMPING LININGS. 


Although the grade of the matte will average higher after Apr. 1, 1896, 
than before, it is not, we think, sufficiently different to account for the 
increased production per lining and the decreased consumption of lining 
material per ton of copper. The apparent decrease in the tons of lining 
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material in one lining may be due to a change in the shape of the core 
around which the lining was tamped. 

It appears that the decreased consumption of lining material per ton of 
copper produced is due to the harder tamping of the material and the 
consequent decrease in caving in of the linings. 

Just before the trials of basic lining were made, which led to the final 
adoption of them, a new tamping machine, striking a heavier blow, was 


TaBLE I.—Comparison of Performance of Linings. 


Grade of Matte Lb. Copper Produced / one eee 
Month Per Cent. Copper Per Lining | Copper Proddeed 

1895 1896 1895 1896 | 1895 1896 
SS AMUAT Ve earns ens oe kes 5275 50:3 | 30,416 26,840 0.385 0.505 
Hebruaryiee oe or cree AS 9 A S136 26,046 26,740 0.485 0.536 
Gaur clavetierey se exercusterces 45.2 54.7 23,443 26,800 | 0.602 0.369 
Aprile meets 47.3 54.6 24,688 32,631 | 0.680 0.389 
Mai Virecpnia seeserete raion ke 47.4 56.2 23,720 31,566 OFSTT 0.444 
JIGME. acct eeete 46.6 57.1 25,650 32,644 0.663 0.435 
LAVIN ERs Mar tAB eG oe orn 47.8 49.7 24,186 31,999 0.624 0.498 _ 
Wiglet Cask eee 46.8 50.0 | 23,165 | 29,081 | 0.712 | 0.637— 
September.......... 48.2 54.1 26,800 33,799 0.596 0.457 
October. Be 48.4 57.2 28,902 38,561 0.453 0.407 
November.......... 48 .2 58.4 28,271 36,530 | 0.644 0.346 
December..... 47.9 | 57.4 25,848 34,101 | 0.526 0.512 
Cait Se A ooo ae 47.9 54.3 25,818 31,443 ) 0.581 0.457 

| 


designed and had been partly built, but was never completed on ac- 
count of the adoption of the basic lining as regular practice. 


Earzty Acip LININGS. 


When the first converter was started in August, 1892, the lining was a 
mixture of a siliceous rock from near Boulder, Mont., and a sand rock 
from near the bank of the Missouri river on the smelter property. An- 
alyses of these materials are not available, but the Boulder material was 
a clean-looking pure quartz, and the sand rock was a more aluminous 
material furnishing the binding properties. 

The lining was tamped into the converter by hand, with the converter 
in place in the stall. Whether or not it was tamped in the form shown in 
Fig. 1 we do not know, but that such shape was not continued long is 
certain, because in November, 1892, the center around which the lining 
was tamped was 3 ft. in diameter and set so as to make the lining much 
thicker on the tuyere side than on the opposite side. 
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During all the time that the original type or Class I was in use, the 
general shape of this lining was maintained with, however, changes from 
time to time in the thickness of the lining on the tuyere side on account 
of the faster wearing of the lining at this point. 

During this early period a fair average performance of these converters 
was as follows, the figures being for 40 linings in January, 1895: 


puouub mumberval charged DIGWIc 6c oss on oss. oo nc eee codec ccc hin 217 
LSE ods SCA ea a cd 582.488 
Total time blowing on fish, Min... 2.6.6... eee cen cccsccc.. 11420 
Average number of charges per lining.............................. 5.425 
Copperipen-averige charges tong? 2... 66s oe os oe vk c noe le ccc cn, 2.685 
Roper Clee HAMM ROMS Wee EAC dee oc. hs eps bale vere ccuntl 14.56 
Time blowing on finish per charge, min............................ 53 
Time blowing on finish per ton of copper, min...................... 19.6 


The matte during this month of January averaged 53.2 per cent. Cu. 
The time quoted above is for the finish period only as this is comparable 
for all grades of matte and will be quoted in other parts of this paper for 
purposes of comparison. 

The mixture of quartz and sand rock above referred to was used until 
October, 1895, when a sand rock obtained near the stack on the company 
property was substituted. This was known as B. & M. sand rock. An 
average analysis of this sand rock was: SiO, 70.4; Al O3 18.9; Fe 3.4; CaO 
0.8; MgO 0.5 per cent. The use of this material was continued either 
for the entire lining or mixed with other materials as long as acid linings 
were used. 


Actp LININGS witH USE oF OREs. 


The first use of ore in the converter was in 1895. At this time the 
rich pieces of copper glance were picked out at the mines, sacked, and 
shipped to the smelter separately from the other ores. This ore was 
thrown into the converter during the blow, but was not used in the lining. 

In 1897 an extended experimental run was made of putting first-class 
ore into the converter through the mouth while the converter was blow- 
ing. The record of the experiment is given in Table IT. 

It is to be remembered that the converter in these runs was Class I 
side blast, acid lined, and the usual production of copper per lining was 
probably not over about 14.5 tons, from which it can be seen that the life 
of the lining was materially increased. The records as to why the prac- 
tice was not continued are not complete. 

On Dec. 4, 1899, the first converter, an original Class I, was lined: with 
ore, unmixed with other material. Second-class West Colusa, that is the 
lower grade West Colusa, was used, the analysis of which was as fol- 
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lows: Cu 8.79; SiO» 63.8; Fe 9.6 per cent. It was ground and handled 
the same as ordinary lining clay or sand rock, and tamped in with the 
machine in the same way as other linings. The converter was fired and 
dried in the usual way and put into service on Dec. 5, 1899. This ore 


TasLE II.—E experiment in Feeding Converter while Blowing. 


Date | No. of Copper Ore Used 
1897 Charges Produced Lb. 
| Lb. 
First Run | 

Jan 28a be ate ius seen oo ane | Bie pe atte od Oe 31,200 
AEH sm AS eee ene a ARN ee Phe NE Ee ahs, Oude Aint mk 32,470 
JAM AON SS Ge tsbxercias eae oxoc tucker See On | en ee 4,200 
Web xts Pst po teeta hates gels, oe ei a ne 3,400 
ba Cea See Ne en REC Ae a ie mate Cato Matec oe 8,400 
EC Py Oy ae Geet toe caso ale: Osa PS RR Ose ee 10,400 

otal fore thee rune. ete een Dec ieaehs <i caste 90,070 

Srconp Run | 

IED SLO cxee gh ouiies, eed ciche kee rota nee 4 24,560 
P@b SLT Sth ean: eee Ee eee 6 63,650 Notes 
TC GD Sal Bo dinagh co tecxccsue Stine Ry eee Sean Se ae 5 47,700 known. 
5 Ee] a Page ff iv et geek Oe Se OR So cep ae le samen ee 30,580 

‘Lotals for. the: runigit iyi, ie cant ae ee 166,490 

Tuirp Run 
MUSE 83 B see teen oche coh ctor touch tags eg ae tered ae | 3 12,140 
Fourta Run 

Mibiriag Lot. nace deo ahah st eee aoe aa ee ane 3 15,150 
Maio Get aed. Se ie ee ee eee 1 3,400 
Maar HT hee) 2 oe ach cg a 5 21,200 8,100 
Maren 18 sarc Ac crrae ete re a eee 2 14,000 6,000 
IMI airs} SUD) cae tices ates tee eens Oa ee ee 3 14,600 18,790 
IVETE O20 ccc tA tee, ene, Oren kee a ee 4 22,800 30,570 
Marte eo OER a lia. ie ane ae oe 3 17,000 24,940 

PE Gist dg. Sony pede creat ence eae 21 108,150 88,400 


lining was continued until Dec. 9, 1899, and a great deal of poe was 
reported in making the linings last. 

On Dec. 10, 1899, a change was made to a mixture of two-thirds second- 
class ore and one-third B.&.M sand rock. An analysis of this mixture was: 
Cu 7.0; Si02 60.4; Alp Os 14.66; Fe 6.3; S 9.6; CaO 0.3; MgO 0.5 per 
cent. 

The linings continued to wear out more rapidly than those entirely of 
B. & M. sand rock and on Dee. 14, 1899, the mixture was changed to one- 
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half second-class ore and one-half B. & M. sand rock, and was continued 
so until Apr. 20, 1900, when the ore was discontinued for a time. 

On Aug. 27, 1900, a mixture of second-class ore and B. & M. sand rock 
was again used, and from that time on, as long as acid linings were used, 
mixtures of sand rock with ore, refinery slag, electrolytic-plant refuse, 
copper precipitates from the mine waters at Butte, ete., were used in the 
linings. As much copper-bearing material as possible was used. 

The practice of dumping ore as it came from the mine into the converter 
became the regular practice in February, 1905, and has always con- 
tinued, both through acid- and basic-lining practice. 

On Jan. 21, 1907, a trial of smelting dried fine concentrates by dump- 
ing them into the mouth on top of the charge when the converter was 
turned down was tried. Only two charges were tried. In the first one 
1.5 tons of concentrates were used in a charge finally producing 6 .05 tons 
of copper, and in the second one 2.5 tons of concentrates were used in a 
charge producing 6.79 tons of copper. There was, of course, some blow- 
ing out of concentrates when the converter was turned up, but no attempt 
was made to determine what this amounted to. The smelting was entirely 
successful and rapid. 

In discussing the results of this test it was decided to try introducing 
the concentrates through the tuyeres and this will be mentioned under 
the heading “‘Introduction of Flux Through the Tuyeres.”’ 


INTRODUCTION OF FLUx THROUGH THE TUYERES. 


Very early in the use of the converters it appealed to the management 
that the weak and expensive part of the process was the lining, and many 
suggestions and plans were made to improve this feature. One of the 
first suggestions was the introduction of siliceous flux through the tuyeres 
by means of the air blast. 

A drawing was completed on Apr. 21, 1894, showing a sand box attached 
to the converter and discharging sand into the wind box from which it 
would be carried through the tuyeres and into the converter by the blast. 
This is shown as Fig. 9, and is the earliest record of any plan for this work. 

We do not know whether or not this arrangement was ever put into 
service, but it is the recollection of men still connected with the plant 
that sand was blown in through the tuyeres as early as 1896. It was not 
continued more than a few days, as a great deal of trouble was experienced 
from the material blowing back into the punchers’ eyes when the tuyeres 

for punchin 
Ee eae made to introduce material through the 
tuyeres until after the experiment of smelting fine concentrates by dump- 
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ing them into the converter as mentioned under ‘Acid Linings with Use 
of Ores” was tried. 

After the above experiment no actual steps were taken to continue the 
experimenting until the latter part of 1907, when plans were discussed 
and a drawing completed Feb. 20, 1908, of an apparatus for the introduc- 
tion of these fine concentrates through the tuyeres. The proposed appa- 


: Fig. 9.—Converter Equierep with Sanp Box. 


ratus was installed but it was not until Nov. 29, 1908, that it was tried 
these trials being on regular acid-lined Class I converters. 

It had been found by previous experiments that, on account of the 
tuyere opening being some distance above the bottom of the wind box 
concentrates would accumulate in the box below the tuyeres, and when 
the converter was turned down these concentrates would run down into 
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each end of the wind box and plug the end tuyeres. To overcome this 
difficulty the bottom of the wind boxes of the two converters used in the 
experiments was filled with cement up to the tuyere openings. 

During November and December, 1908, and January, 1909, 23 charges 
were run with the introduction of dried fine concentrates through the 
tuyeres. In the following tabulation only 22 charges are given, as no ob- 
servation of the time of blowing was made for one of the charges. 

As a matter of comparison 30 regular charges without concentrates are 
given for practically the same dates. The data for these latter charges 
were not especially obtained by observers as were those on the concen- 
trate charges, but were taken from the regular daily reports. 

The following is the analysis of the concentrates charged on Dee. 20, 
1908, and is a fair analysis of those used during the entire run: Cu 8.45 ; 
SiO2 20.2; Al,O3 4.7; Fe 28.2; S 34; CaO 0.2 per cent. 

The tests were run more as qualitative tests to determine whether or 
not the scheme would work than ss quantitative tests to determine the 
relations between matte, concentrates, etc., but nevertheless the results 
are quoted below: 


Regular Charges With 
Charges Concentrates 
INunabertob charpest= Sm. eke tors Sie tees 30 22 
etalvcoppereproduceds toms... 8) 6s. seco. chs - 84.7 49.45 
Total time matte to white metal, min............. 3,162 2,762 
Total concentrates used, tons.....;......5....0-.- None 47.594 
MPL OPDCE DEL CHATPC.. n-ne teeiere. Ge al ned oe 2.823 2.248 
Minutes blowing per ton’ of copper. ............0.).......- AG crafters tad ansla ee cate 
VEG (oO TWbIbe MNCLAl Me c-ae ait. Sais oie os be mes asls ae 31:8 55.9 
Concentrates used per ton copper produced........ None 0.9614 


A thermal calculation on matte and concentrates made previous to 
these experiments showed a deficiency in heat which would be produced 
by the oxidation and chemical reaction of the converter charge of matte 
and concentrates when the concentrates were used in the proper quantity 
to produce the right slag. Accordingly in these experiments quantities of 
eoke varying from 1 to 2.4 per cent. of the weight of the concentrates 
were used on the different charges. 

From the above it will be seen that when concentrates are used the 
elapsed time of blowing from charge to white metal is greater per ton of 
copper than when concentrates are not used. This is on the assumption 
that the grade of the matte is the same in both cases and also that the lost 
time is the same. The grade of the matte and the lost time for the con- 
centrate charges were observed and recorded, but as no corresponding 
data for the regular charges were available, it is not necessary to tabulate 
this information here. 
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With the assumptions made above we may calculate the extra time 
consumed in smelting the concentrates as follows: 


Copper produced from charges smelting concentrates, tons........... 49.45 
Time blowing per ton of copper in regular charges, min..........:.. By as: 
Hstimated time tor;49-45) Goms, mitts. eens .-leelsenaenet rer tet ene 1,844 
Time blowing concentrate charges, min). ,)). 2... «2 ene eee 2,762 
Hcess time for blowing concentrates, min.o. 0.8.50. ote 918 
Excess time for blowing per ton of concentrates, min................ 19.3 


A fair average of the slag skimmed from the charges in which concen- 
trates were smelted is: SiOsg 23.7; AloO3 6.1; FeO 60.3; CaO 0.7 per 
cent. This is*practically the same as the slag produced by a converter 
running on a regular charge. 

The feeding of the concentrates was from a closed tank discharging into 
the air main. Several mechanical difficulties were encountered which 
pointed the way to a better mechanical arrangement had the experiments 
developed into regular practice. 

It was observed that the concentrates produced a marked chilling 
effect on the charge, particularly when the grade of the matte was high. 
The addition of the small percentages of coke mentioned produced some 
effect, but the greatest factor in heat production was the grade of the 
matte. This chilling of the charge produced attendant troubles such as 
heavy working, fouling of the mouth, etc. 

Another difficulty was the mechanical wear of the tuyere holes in the 
lining. As the tuyeres in one of the bottoms used were badly spaced, that 
is, two of them opened into the converter near together, the enlarging of 
the original holes soon brought these two holes together and resulted in a 
great deal of throwing out of material at the mouth, with consequent 
fouling of the mouth, and delays to clean away the accumulation. This 
lost time is included in the time per ton of copper for blowing and of course 
tends to make it abnormally high. 

It was also found that the concentrates cut through the steel tuyere 
pipes carrying the air from the wind box into the converter, and even cut 
down into the shell of the converter. A new converter, which was being 
built at the time these experiments were going on, was made with large 
tuyere pipes and removable cast bushings to take care of this wear should 
the process be adopted. 

The rate of feeding concentrates varied from 52 to 210 Ib. per minute, 
based on the time of actual feeding, which was intermittent. The average 
rate based on the total elapsed time from charge to white metal was 34.4 
Ib., or 0.0172 tons. The total elapsed time of blowing from white metal 
to copper was 1,199 min. With 2,762 min. from charge to white metal 
the elapsed time from charge to copper was 3,961 min. Based on tae 
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time the rate of feeding concentrates was 24 lb., or 0.012 tons per minute. 

It should be borne in mind that this was an experimental run with only 
a small amount of previous trial of the manipulation of the process, and 
was carried out in a small converter of a class which has since been aban- 
doned. With the present basic-lined converters of a much larger size, 
there is no doubt but that much better results can be obtained, particu- 
larly with practice. 

The further trial of this process was dropped, however, as other proc- 
esses were under consideration for trial, and development. 


Borrom Buast. 


The first drawings for the converter plant show both side-blast and 
bottom-blast converters, but the first installation was side blast. No 
trial of bottom blast was made in a commercial way until 1897, or 1898. 

On July 17, 1897, a drawing was completed of a bottom-blast bottom 
section to fit the upper part of a regular Class I converter. The tuyeres 
were of course vertical. Two bottoms were made, one with a single row 
of 17%-in tuyeres spaced on the center line passing through the trun- 
nions, and another with three parallel rows of the same size tuyeres spaced 
on this center line and a line on each side of and a few inches from it. 

The converter with three rows of tuyeres was used several times blow- 
ing complete charges, demonstrating that bottom blast could be used 
commercially. The converter was not punched while blowing, but while 
it was turned down and with no metal over the tuyeres. The wear of the 
side lining was observed to be very uniform, much more so than oa a side- 
blast converter. The operation of this converter did not appear at all 
impossible, but was not as convenient as the side blast and was abandoned. 

In February, 1901, another attempt at operating bottom blast was 
made, which as it developed might be considered somewhat in the light 
of a trial of basic lining. 

A regular Class I converter was fitted with a 9-in. magnesite-brick bot- 
tom close to the shell. On top of this 18 in. of regular clay was tamped 
and then the regular clay (acid) lining continued up the sides. The con- 
verter, having been previously dried and heated, was put into service on 
Feb. 3, 1901, being charged with matte carrying 55.1 per cent. of copper. 
The clay bottom floated up on the first charge, and this charge and the 
jbalance of this campaign were finished on the magnesite-brick bottom. 
The converter made 22 tons of copper before the side lining was worn out 
as against 15.9 tons of copper for other regular acid-lined side-blast con- 
verters during the same period. 

The converter was then relined with clay as on the first campaign and 
put into service on Feb. 6, 1901. The clay bottom again came up on the 
first charge and the campaign was finished on the magnesite-brick bot- 
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mm. On this campaign the converter made 18.8 tons of copper from a 


tS.5 per cent. of copper, as against 14.4 tons of copper 
1 48.1 per cent. matte by the other acid-lined side-blast. 


This is the extent of the trials of bottom blast at this plant. 


DisrposaL OF CONVERTER SLAG. 
For a considerable time after the starting of the plant the converter 
was poured, while molten, into the reverberatory furnaces. When 


fe 


Pie. 10—Macsine ror Castine Monren Stag EquipreD wits SPECIAL 
Pourtne Lape. 


the blast furnaces were started it was found that this slag was required in 
them as a basic flux. Accordingly the slag was poured by the crane from 
the ladles into large sand beds on the floor. The resulting slabs were 
about 6 or 7 ft. in diameter by perhaps 18 in. thick at the center, and run- 
ning out to a thin edge. When these had solidified in the beds they were 
picked up by the crane by means of hooks, which were driven under the 
edge, and piled up on the floor, where they were broken up by hand labor. 
This was, of course, slow, laborious and expensive, and the next change 
was the use of a drop weight of about 4,000 Ib., which was hoisted to the 
highest poimt possible by the crane and released by a trigger when a rope 
was pulled, thus breaking the slab. Later this weight was increased in 


size, and did better work than the previous one, but a great deal of hard 
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labor was still required to prepare the slabs for use in the furnaces 
Accordingly, in 1901 designs were begun for mechanical casting of ie 
molten slag. The machine finally built was a circular casting machine, 
consisting essentially of the rim of a horizontal wheel without spokes or 
center frame work. This wheel was 70 ft. in diameter on the center line 
of the molds, and was driven like a pulley by a wire cable passing around 
the outside of the rim and operated by two motors diametrically opposite 
each other. The rim of the wheel was carried on trucks running on a 
circular track. 

The molds were carried on trunnions turning in bearings and were 
automatically dumped when the revolution of the whole machine had 
brought them to the point designed for dumping. After dumping they 
were automatically turned back to the proper receiving position. The 
center of this machine was left clear as described above, to provide space 
for the breaking up of the ladle skulls. 

At first no special pouring ladle was provided, it being the intention to 
have the crane pour from one of the regular ladles directly into the molds. 

This machine was started on May 23, 1902. It was found after some 
operation, that the pouring of slag by the crane was not satisfactory, and 
a special pouring ladle was installed. Fig. 10 shows the machine thus 
equipped and also shows the skip which is loaded from the pocket into 
which the molds automatically dump. This skip hoists the cast slag and 
dumps it into bins on the blast-furnace floor, from which the blast-furnace 
charge cars draw it. This machine in its original form has been in constant 
use since its installation and has given good satisfaction. 

Many designs have been considered for mechanically breaking and 
handling the ladle skulls which can be seen in Fig. 10 in the center of the 
machine, but none has been adopted. One of the great difficulties has 
been the large size of the pieces. This would require a large machine, and 
the tonnage to be handled is comparatively small. In the new plant now 
being erected, some mechanical means of doing this work will probably 


be adopted, 


DEVELOPMENT OF THE DIFFERENT CLASSES OF 
CONVERTERS AFTER Cuass I. 

This subject may be opened with the general statement that all con- 
verters which have been used at the plant have been of the upright type, 
as distinguished from the horizontal or barrel type. We have used the 
word “‘class,”’ Class I being the earliest, Class II the next, and so on, to 
distinguish the different converters, and still not signify any change in 

e. 
cae Said he Class I, converters were circular in cross-section, 7 ft. 1.5 
in. in diameter, acid lined in all except experimental runs of basic, or 
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neutral (chrome) lined converters, and side blast except in the bottom- 
blast experiments. 

When the question of improving the work of the converters came prom- 
inently to the front in 1903, not from any particular occurrence, but from 
general observation and study of the department, the fundamental thing 
aimed at was to do more work, that is produce more copper, in a given 
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Fra. 11.—Cuass II Converter, Cuay Linina. 


length of time and with the same or less labor. It should be borne in 
mind that at this time acid linings were still in use. The accomplishment: 
of the desired results therefore involved the following: 

A converter must be made to take and finish a larger charge; therefore, 
it must be larger in its inside diameter when newly lined and ready for use. 

It must perform the work of oxidation more rapidly, therefore air must 
be supplied at a faster rate, and consequently either more tuyeres or 
larger ones must be used. 

It must make at least as many, and preferably more, charges on a 
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lining as the Class I, therefore it must contain more available lining 
material than the Class I. 

It was decided that we would try to make a converter which would 
produce twice as much copper per charge, produce as many charges on a 


lining, and do this in the same aggregate time, that is, in one-half the time 
per ton of copper, as the Class I. ' 


TaBeE III.—Tons Copper Produced per Lining. 


Month Class I. Class II. 
December GlOQGs fe onsite ay ea hc eek 1e 22.3 
ALAN OOD cr nen PEs ie Aetis, 16.8 27.8 
iBlebritacyes LOO. 3. oe Cen g eth oes tee eects 16.1 31.5 
March, OOS" Ri head yt a eee, eters Reese 16.4 ol 4: 
April, LOOS So tee a eye A ao 17.8 35.1 
May, MOOD sya stn ee Rig mre et rie Teens LOA T imate tetera ere 
June, ar ApR Ee OM a Aa ae. Ds a OS 17.2 40.0 
July, 70 | SOR aca iS lel ea 16.2 37.0 
August, OU seus pate oe ie oes conse e anal « 2 16.2 29.2 
Bepuem pene OUD mee co dere ce can Sees soe 18.2 39.5 
SCCODEE: etl OUD emer oe espa tak eta Fee he 18.6 39.7 
ENO VERDI SORE ee. hia 5 aiclte eater es os 18.2 48.9 
WECM DED,* LUG =. =, seu. ents Se eats Shake sore ay. 19.2 65.0 only 1 lining 
RPSDERISLE Vit tc POMS Oo crs ae a Sorat Batic ts Sheva Lez ‘44.9 
Ie braany me LOU Greer (3 errant ns te eess, Sat 18.0 56.7 
March, LOU Ne eee tnd od PR Ree ae 19.3 51.8 
April, U2 eBay aes Cog Ai SRO ee ane 16.1 46.3 
May, FO ee Uh, cea 18.1 47.1 
June, ere ees cle eee eos be ae aks 16)57 48.0 
July, EDGR Meee Mere cio «bs NG pee Sg 16.3 37.7 
August, DOO Gete nk Sete ioe ose ee Seep eee er 18.1 42.7 


The first study was the distribution of the lining in the converter. It 
had been observed that the lining always wore away more rapidly at the 
tuyeres than anywhere else. The next most rapid wear seemed to be 
directly opposite the tuyeres, and led to the conclusion that the wear at the 
tuyeres was both mechanical and chemical, while that at the opposite 
side was largely mechanical, due to the circulation of the molten bath. 
The least wear appeared to be at the sides. Therefore an elliptical con- 
verter was designed with the long axis at right angles to the trunnions, 
that is, passing through the center of the wind box. The long diameter 
was 9 ft. 8 in. and the short diameter 8 ft. 8in. The converter was not a 
true ellipse, but was made up of two half circles 8 ft. 8 in. in diameter, the 
perimeter between these being straight. 

The converter is shown in Fig. 11. These figures show the shape and 
dimensions of the lining. 

The mechanical arrangement of trunnions turning in fixed bearings 
was retained, as it was not considered that the weight of the converter 
had passed beyond the safe point for this construction. The old hydraulic 
tilting was, however, abandoned, and electric power substituted. 
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There were twelve 11%-in. tuyeres instead of eight 7-in. tuyeres, as in 
Class I. The height of the converter was practically the same as Class I. 
This was because it was not believed a greater height would be of any 
advantage. The converter was put into service with acid lining on Nov. 
29, 1904, and its first run was very satisfactory. 

The first Class II converter was operated regularly and studied as to 
its economy and performance as compared with the Class I converter for 
about 15 months before instructions were given on Apr. 5, 1906, to in- 
stall the second Class II stall. This second stall was put into service on 
July 28, 1906, at which time we had four bowls or bottoms for the two 
stalls. 

During the trial period preceding the starting of the second stall the 
work of the Class II shewed rather uniform improvement as can be seen 
from Table III, which contains, for comparison, the performance of Class 
I converters during the same time. 

From this it will be seen that we had succeeded in our plan to produce 
twice as much copper per lining as in the Class I. 

As a comparison of the speed of the two classes the following can be 
noted: 


Minutes Blowing 
Per Ton Copper 


Month, 1906 | Class I. Class IT. 
J AMUATY: sctak hese acct ee ao as Re | 40.7 28.9 
Matelcgnt te a Ane. teen) Bob! aor ey aes em | 40.1 24.5 
Fahy Ros ee a Da ae ee | 45.8 32.7 
AUSUBE ae oho alee te ee ee eee eee 46.9 29.8 


Of course the grade of the matte affects the time required per ton of 
copper for blowing, but in the above comparison the two classes for any 
particular month are comparable as they both worked on the matte from 
the same sources at the same times. It will be observed that while we 
had not absolutely succeeded in producing copper in one-half the time per 
ton as in Class I, we had approached fairly near to it. 

This marked the determination to abandon the Class I converters, the 
plan being to run each one until such time as it came to require an exten- _ 
sive repair, and then discard it in favor of a larger converter. 

Although the abandonment of the Class I was definitely determined, 
the exact converter with which to replace it was not decided. A study of 
the work of Class IT showed possibilities of improving it. For one thing, 
we now found that the first points at which the lining wore through were 
on the sides under the trunnions. We also felt that with more tuyeres 
we could work faster. These two things led to the design of the Class III. 
This is shown in Fig. 12. 

It will be observed that this is an elliptical converter with the long 
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‘diameter on the line of the trunnions instead of at right angles to them 
as in the Class II. The long diameter is 12 ft. and the short diameter 
10 ft., outside measurement. The height over all is 18 ft. 8.5 in., which 
is practically 1 ft. less than the Class II. There were 15 11¢-in. tuyeres 
as against 12 11¢-in. tuyeres in the Class II. It will be observed that the 
shape of the inside of the lining is quite different from that of the Class 


Outside 
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Fig. 12.—Cuiass II] Converter, Cuay Lininea. 


II. This was the subject of much discussion before the adoption of the 
converter, as it was feared that the straight sides on the front and back 
would not stand up well in service. However, it was determined to try 
it and accordingly a new stall for this class was put in. The converter 
was built, and started on its first campaign on July 18, 1907, with the 
usual acid lining of mixed ore and B. & M. sand rock. 

The first linings were put into the Class III converters by hand, as 
the converter would not go on the tamping machine. These runs did not 
show the expected increase in production per ining. It was not until 
March, 1908, that the converter was started on machine-tamped linings, 
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it having required this time to find opportunity to make the necessary 
changes in the tamping machine. Two hand-tamped and five machine- 
tamped linings were run up to the time that the teeth of the tilting gear 


failed on Mar. 30, 1908. = 
The record of the five machine-tamped linings was: Copper per lining, 


70.5 tons; time blowing per ton of copper, 26.3 min. 


‘0outside diam: 


ier ane a 


8 0’diam. en 
Fig. 18.—Ciass IV Converter, Cuay LInine. 


This was a great improvement over the work of Class II with respect 
to the copper produced per lining, and some improvement as regards the 
speed of blowing, but it is not to be considered as a fair average of the 
work which could be expected over a long period, as we had learned by 
experience with the Class II that extraordinary tonnages per lining were 
sometimes recorded for individual runs, due sometimes to particularly 
careful manipulation and sometimes to the use of a large quantity of 
electrolytic anode scrap which is melted up in undue proportion to the 
charge. Over a long period of averages this anode scrap is small in its 
effect on tonnages. 

Study of the linings and operation of the Class III] showed that the 
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lining wore out first at the tuyeres as in the Class I, and the next step. 
was to retain the thickness of the Class III lining at the trunnions and 
thicken it up at the tuyeres and opposite them. This brought us to the 
Class IV, which is circular in horizontal section 12 ft. in diameter, 13. 
ft. 8.5 in. high (the same as Class III) with 15 1l¢-in. tuyeres (the same 
as Class III). This is shown in Fig. 13. The particular diameter of 
12 ft. was used, as this was the same as the long diameter of the Class. 
III and it would therefore fit in the same stall. 

The date of the finished drawing for this converter is Mar. 24, 1909,. 
and the first converter was started on Feb. 4, 1910. This class of con-. 
verter was run and studied for some time with the result that on Oct. 8,. 
1910, instructions were given to abandon all converters except Classes. 
III and IV as fast as they came to serious repair, it being considered. 
that in this way the equipment would perform all converting work until 
basic linings which had been started should be demonstrated. 

The work of seven of the early linings in Class IV converter was as 
follows: 


ne cupper, produced, yer WNIT ooo sn os vies aisiv vn v vied ianeeetec ces 54.270 
FEONSECOPPer Produced. Perneharger nek, =.<0s ot Sores scla ase oes orci 7.448 
Minutes blowing on finish per ton of copper produced ............... 8.41 


This brings us to the adoption of the basic-lined converter which will 
be discussed under a separate heading. 

The latest development is the Class V converter but as this has been 
from the beginning strictly basic lined it will be discussed under that 
heading. 

The development so far described has resulted as applied to acid-lining 
practice in: Increased size of individual charges; increased tonnage from 
one lining; decreased time blowing per ton of copper produced; decreased 
labor per ton of copper. 

It is rather difficult to secure data which will be comparable on the 
time blowing for the different classes, as the grade of matte affects this 
item materially. In our recent studies we have adopted, as the proper 
comparison of the speed of the converters, the minutes blowing on the 
finish from white metal to copper per ton of copper produced. We call 
this “Minutes per ton of copper on finish.” We have adopted this 
because no matter what has happened in converting from matte to white 
metal, the work to be performed per ton of copper produced from white 
metal to copper is the same for all charges. 

We can make the general statement that from Class I to Class IV, 
inclusive, the speed has increased, but in the discussion of the basic-lined 
converter we will give some comparisons of different conditions in recent, 


investigations. 


516 GREAT FALLS CONVERTER PRACTICE. 


As to labor per ton of copper produced, we can say that the Class 
I converters first had crews of four men per converter. This was after- 
wards cut down to three. In the later types the crew has been two men 
per converter per shift. As the tonnage produced per crew shift has 
increased in absolute weight, it necessarily follows that the labor per 
ton has decreased considerably. The change has been made from 12-hr. 
shifts to 8-hr. shifts, and the wages per man increased, but nevertheless 
the cost per ton of copper for labor has decreased. 


Basic LINING. 


An early attempt was made to use a basic lining and a little later a 

neutral lining. Early in 1897, the exact date cannot be located, but 
probably in April, one of the side-blast converters then in use, which 
we now call Class I, was lined with 9-in. magnesite brick. The converter 
must have been equipped with eight 34-in. tuyeres, and was undoubtedly 
in all respects, except the lining, the same as the converter shown in 
Figs. 1, 2, and 3. The tuyeres were pipes, expanded into the wind box 
and shell, and extending into and through the brick lining. This converter 
when dried and ready was charged with molten matte, turned into the 
stack and blown. As soon as the converter was blowing into the stack, 
and at a convenient height, was shoveled into the mouth. According 
to the recollection of A. R. McKenzie, the converter foreman at the 
time, and of which he made a record on Mar. 24, 1905, as much as 6 tons 
of ore was sometimes smelted per charge, and he further states that some- 
thing like 164 tons of copper was produced by the converter before the 
lining was worn out. 
- The date is definitely fixed as not later than the early part of April, 
1897, by the following note from Frank Klepetko, Superintendent at the 
time, to John J. Case, Assistant Superintendent, dated Apr. 12, 1897. 
“Have you had any of the ordinary slag from basic lined converter 
assayed, and the silica and iron and copper determined? This should 
be done regularly on each charge in order for you to get data that will 
be of any value.” This original note is now in the company files. Un- 
fortunately a recent fire in the laboratory destroyed our early records 
and these slag assays are not now available. 

In February, 1901, while running a bottom-blast converter, a magnesite- 
brick bottom was used as a backing for the clay bottom. This clay 
bottom came up while operating the converter and therefore, in a way, 
the run was partially a basic-lining run. This has been described under 
the heading of “‘Bottom Blast’’. 

In April, 1906, a chrome-brick lining was tried, in one of the Class I 
side-blast converters such as is shown in Figs. 1, 2, and 3. A 9-in. chrome- 
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brick lining, backed up between the brick and the converter shell, with 
well-tamped clay, such as was used for acid linings, was put in with the 
tuyere pipes extending from the wind box into aa through the brick 
lining. 

The converter was fired for several days and when thoroughly dried 
was put into commission at 2 p.m., Apr. 2, 1906. The first charge was 
reverberatory matte assaying 36 per cent. copper. When blowing had 
commenced, ore from the company’s Mountain View mine, Butte, was 
dumped into the converter. Nine charges were blown before the lining 
was destroyed, converting 219,225 lb. of matte and smelting or using as 
flux 113,309 Ib. of ore. The matte probably averaged about 40 per 
cent. copper. 

In the early part of 1910 the question of basic lining came prominently 
to the front, being at that time advocated by the Peirce-Smith people 
after their demonstrations at Baltimore and Garfield. 

It was finally determined to try one of our Class IV converters without 
change as to shape and mechanical arrangements, with a basic lining of 
magnesite brick. 

The converter, which was known as bottom B, was lined as shown in 
Fig. 14, and the first matte charged into it at 3.50 p.m., Mar. 9, 1911. 
It had 15 tuyeres of 1.25-in. extra strong tubing having an internal cross- 
section of 1.27 sq. in. The converter started off well and continued to 
run well, so that on Apr. 29, 1911, the second converter was put into 
service. This was an exact duplicate of the first converter and was 
known as Class IV, bottom C. The third converter, a duplicate of the 
first two, and known as Class IV, bottom D, was put into service on 
May 7, 1911. 

In the meantime the question of the number and size of tuyeres had 
been discussed with the result that the fourth converter known as Class 
IV, bottom A, was a duplicate of the first three except that it had 26 
tuyeres, each with an internal cross-sectional area of 1.27 sq. n. This 
was put into service June 22, 1911. 

We then considered that we would need a spare converter and therefore 
lined a Class III bottom, putting in 24 tuyeres, each with 1.27 sq. in. 
internal cross-section. 

These are all the bottoms which have been lined, except the Class V, 
20-ft. converter. Some of them have finished the first campaign, been 
repaired and started on the second. Some were shut down before com- 
pleting a campaign and changes made for experimental purposes, and some 
are still running on the first campaign. 

A brief résumé of each lining is as follows: 

(A tabulation of these figures with some calculations from them will 
be found in Table IV.) , 
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Class IV, Bottom B.—Started with 15 tuyeres each with 1.27 sq. in. 
internal cross-section; first charge, Mar. 9, 1911; ran until June 3, 1912, 
an elapsed time of 451 days; made 1,026 charges, producing 12,216.1 
tons of copper; the calculated matte treated is 35,700 tons; ore smelted, 


Fia. 14.—Converter B, Basic Linrna.- 


8,398.8 tons; time operating, 7,509 hr. 45 min.: 
lining. 
. Class IV, Bottom C.—Started with 15 tuyeres, each having 1.27 sq. in. 
internal cross-section; first charge, Apr. 29, 1911; ran until Jan. 4, 1912 

? 


shut down to repair 
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an elapsed time of 251 days; made 580 charges, producing 7,479.1 tons 
of copper; the calculated matte treated is 23,500 tons; ore smelted, 5,222.8 
tons; time operating, 4,149 hr. 40 min. The converter needed only a 
slight repair when it was shut down but was shut down in order to put in 
34 tuyeres for experimental purposes. This converter was then fitted 
with 34 cast tuyeres, as described under thé heading “Cast Copper Tu- 
yeres.”’ 

It was put into service with these cast tuyeres Mar. 17, 1912, and run 
on them experimentally until Mar. 27, 1912, when the tuyeres burned out. 
These cast tuyeres were then replaced with 34 tuyeres, each having an 
internal cross-section of 1.27 sq. in. The converter was run on these tu- 
yeres for a few days, during which it threw out its charge badly and there- 
fore instructions were given to plug the two end tuyeres on each end, 
leaving 26 tuyeres in action. Therefore practically all of this second run 
was made on 26 1.25-in. tuyeres, and this will be considered as its tuyere 
equipment. 

Its record on this run is as follows:—Charged Mar. 17, 1912; up to 
Apr. 13, 1913, elapsed time 392 days; made 445 charges producing 5,643 
tons copper; the calculated matte treated is 16,900 tons; ore smelted, 
3,176 tons; time operating 2,960 hr. 10 min.; still in service, after some 
slight repairs to lining. 

Class IV, Bottom D.—Started with 15 tuyeres, each having 1.27 sq. 
in. internal cross-section; first charge, May 7, 1911; ran until Dec. 22, 
1912, when it was shut down to change the tuyeres for experimental pur- 
poses; elapsed time up to Dec. 22, 1912, 596 days; made 1,014 charges, 
producing 13,414 tons copper; calculated matte treated, 40,250 tons; ore 
smelted, 10,157 tons; time operating, 7,663 hr. 55 min. 

The converter was shut down to try an experiment with large tuyeres, 
and was equipped with 15 tuyeres of 3-in. boiler tube with an approximate 
inside diameter of 2.75 in. and an area of 6.079 sq. in. each. 

The converter was started on Dec. 28, 1912, but only seven of the tu- 
yeres were used, the others being plugged with clay. The converter ran 
with these tuyeres until Apr. 2, 1913, when it was decided that the tuyeres 

“were too large. The elapsed time was 96 days, in which 85 charges were 
made, producing 968.2 tons of copper. The estimated matte treated is 
2,900 tons; ore used, 816 tons; time operating, 601 hr. 45 min. 

When the converter was shut down it was equipped with 15 tuyeres of 
2 .5-in. boiler tubes with an internal area of 4.09 sq. in. each, and started 
again on May 12, 1913, and is still in operation. 

During this time of May 12 to June 1, it has made 28 charges, produc- 
ing 369.3 tons of copper; estimated matte treated, 1,110 tons; ore used, 


294 tons; time operating, 184 hr. ; 
All of these three runs can really be considered as one campaign, as In 
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no case was the converter shut down from necessity to repair. The shut- 
downs were all for purposes of changing the tuyeres for experimental 
purposes. 

Considering these as one campaign, the record is:—Started May 7, 
1911; running at present, the elapsed time to June 1, 1913, being 756 
days, although a few days were lost in making tuyere changes; made 1,127 
charges producing 14,751 .5 tons copper; estimated matte treated, 44,260 
tons; ore used, 11,267 tons; time operating, 8,449 nr. 40 min. 

Class IV, Bottom A.—This was the first trial of an increased number of 
tuyeres. The converter was equipped when it started with 26 tuyeres, 
each having 1.27 sq. in. internal cross-section. It was started June 22, 
1911, and is still operating, the elapsed time up to June 1, 1913, being 722 
days; made 1,170 charges, producing 16,407.38 tons of copper; estimated 
matte treated, 49,200 tons; ore used, 10.118 tons; time operating, 8,198 
hr. 40 min. : 

Class III, Bottom 3.—This was lined up as a spare bottom and there- 
fore has not been operated continuously, which should be borne in mind 
in considering its record. It was first equipped with 24 tuyeres, each 
having 1.27 sq. in. internal cross-section. It was started Nov. 16, 1911, 
and continued with this tuyere equipment until Dec. 25, 1912, when it 
was shut down to change tuyeres for experimental purposes. The elapsed 
time to Dec. 25, 1912, is 406 days, in which 640 charges were made, pro- 
ducing 8,990.7 tons of copper; estimated matte treated 27,000 tons; ore 
used, 5,171 tons; time operating, 4,523 hr. 50 min. 

When the converter was shut down it was for the purpose of equipping 
it with 11 tuyeres of 2.5-in. boiler tube, each tuyere with an internal 
cross-section of 4.09 sq. in. It was started Mar. 28, 1913, and is still 
running, the elapsed time to June 1, 1913, being 70 days. In this time 33° 
charges were made, producing 404.2 tons of copper; estimated matte 
treated, 1,210 tons; ore used, 389 tons; time operating, 251 hr. 50 min. 

Here again the two runs can really be considered as one campaign, and 
if they are combined the record is:—Started Noy. 16, 1911, still running, 
the elapsed time up to June -1, 1913, being 476 days; made 676 charges 
producing 9,394.9 tons copper; estimated matte treated, 28,210 tons; - 
ore used, 5,560 tons; time operating, 4,775 hr. 40 min. 


Class V, or 20-ft. Converter. 


All our investigations and experiments pointed to the probable success 
of a larger converter than the Class IV or 12 ft. After some discussion, it 
was determined to build one of about three times the capacity of the Class 
IV and 20 ft. was decided upon as the diameter, still adhering to the up- 
right type. 
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The design involved many mechanical problems, but it is probably 
sufficient to say that the converter as built has shown no structural weak- 
ness in its operation to date of 269 days. 

One of the important discussions was as to the number and size of 
tuyeres to be put in it. It was finally decided to equip it with 62 tuyeres 
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Fie. 15.—20-rt. Converter, Brick Lintne. 


of 2-in. boiler tube, each having an inside diameter of approximately 1.75 
in. and a transverse internal area of 2.573 sq. in. The reason for this 
decision is related under the heading ‘Number and Size of 
Tuyeres.”’ .- 

The shape and principal dimensions both inside and outside are shown 
im igs. 15, 16 and. 17. 

After running a time it was decided to change the tuyeres to a less 
number of a greater diameter, which will show in the following record: 
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Class V, Bottom A.—Started Aug. 3, 1912; run until Dec. 17, 1912, 
with 62 tuyeres, each with an internal cross-section of 2.573 sq. in.; elapsed 
time 137 days; made 88 charges, producing 2,835 tons copper; estimated 
matte treated 8,500 tons; ore used 1,368 tons; time operating 656 hr. 
45 min. 

On Dec. 17, 1912, it was shut down to replace the 62 1.75-in. tuyeres 
with 26 2.25-in. tuyeres, made from 2.5-in. boiler tube, and having 
an internal cross-section of 4.09 sq. in. each. Started with 26 tuyeres 
Jan. 30, 1913; still operating, the elapsed time to June 1, 1913, being 132 
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days; made 170 charges, producing 6,223.2 tons copper; estimated matte 
treated, 18,700 tons; ore used, 3,982 tons; time operating, 1,306 hr. 

For the purpose of bringing the above record of the different con- 
verters together in more concise form Table IV is given, and from this — 
tabulation another will be made bearing upon the determination of the 
best size and number of tuyeres. 

The total time operating is the summation of the total elapsed time 
from charge to finish*of all the individual charges and therefore includes 
all the usual delays of daily operation. 

The copper per converter-hour is the total copper produced divided 
by the operating time. 

It is quickly seen that the Class V converter greatly outstrips all others 
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as regards speed of operation, that is copper per converter-hour, and also 
as to copper per charge. 

The comparison of the operating labor on the 12-ft., or Class IV, and 
the 20-ft., or Class V, is as follows, each of course operating three shifts 
per 24 hr.: 


12-Ft. Converter 20-Ft. Converter 
Rate 
Labor Per Per Shift | Per Day Per Shift Per Day 
Shift 
No. Cost | No. Cost No. Cost No. Cost 

Skimmer....| $4.25 Al $4.25 3 $12.75 il $4.25 3 $12.75 

Helper...... ate 1 3.25 3 | 9.75 2 6.50 6 19.50 

AMEE Re ie. a 2 $7 .50 6 $22.50 3 $10.75 9 $32. 25 


When it is considered that the 20-ft. converter produces three times 
the copper per day that the 12-ft. converter does, the comparison be- 
comes: Labor cost one 20-ft. converter, $32.25 ; labor cost three 12-ft. con- 
verters, $67.50. 


NUMBER AND SIZE oF TUYERES. 


In order to segregate this important subject a rearrangement of parts 
of the tabulation ‘Performance of Basic-Lined Converters” js given 
in the accompanying table in which the performance of the different 
converters is listed in approximately the order of increasing total tuyere 
area. 


TaBLE V.—Converter Performance with Relation to Number and Size of 


Tuyeres. 
Converter Tuyeres 
3 ieee Tons Copper Produced 
A | Internal soe P 
Class Bottom Pras | "Aiea? ee a) Case fe dese ep ee, 
In. } Sq. In. Hour Campaign 
IV B 15 125 gee | 19.05 11.9 i203 12,.216¢1. 
IV C 15 | 1.25 | 1.27. |.19:05 119.61) i-80 7479 1 
IV D 15 Loe eel eee 19.05 yee 1°75 13,414.0 
Kil 3 24 Le256e bee 30.48 14.0 1.99 8,990.7 
IV A 26 Hs | a 33-02 14.2 2.00 16,407 .3 
IV C 26 | -1.25° |~4.97. 133.02 | 13.71 1 98 5,643.0 
IV B 26 1.375 1.496 | 38.896 | 19.7 1.79 3,904.3 
III 3 11 2.25 4.09 44.99 123 1.60 404.2 
IV D jt PERS: 6.079 | 42.553 | 11.4 1.69 968 .2 
IV D 15 2225 4.09 61.35 £322 Ppa OL! 369.2 
V A 62 Ltd 2.537 |157.294 | 32.4 4.31 2,835 
Vv A 26 | 2.25 | 4.09 |106.34 | 36.6] 4:77 | 6293.2 
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An inspection of the tabulation shows that the first increase from 15. 
to 24 tuyeres of the same size resulted in faster work of the converter. 
The increase to 26 tuyeres showed practically the same work as with 
24. The 26 1.375-in. tuyeres show a little falling off which is not 
explained. 

The Class IV, bottom B, with 26 1.375-in. tuyeres shows a little falling 
off in its speed as compared with converters with 26 1.25-in. tuyeres. 
and having therefore a little less total tuyere area. This is because it 


Fic. 17.—Cuiass V Converter. Front Vinw. 


was operated a large portion of the time in a stall having many bends 
in its air-supply pipes, resulting in restriction of the air supply. Any 
converter used in the same stall has shown this same tendency as com- 
pared with the same converter in other stalls. . 

The Class III converter with 11 2.25-in. tuyeres shows a falling off 
in its speed, but this is explained by the fact that it was used intermittently 
and in the stall with many bends in the air pipe, as described above for 
Class IV, bottom B. Gath 

When we come to the bottom D with seven 2.75-in. tuyeres (3-in. boiler 
tube) we find a falling off. Observations on this converter showed a 
great tendency for it to throw out its charge, due evidently to the con- 
centration of air in large volume in a few places. 

This same tendency was shown by bottom C with 34 1.25-in. cast: 
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tuyeres, and was probably due to the concentration of the air due to 
close spacing of the tuyeres. 

When we come to bottom D with 15 2.25-in. tuyeres we find work 
equally as good as the bottom A with 26 1.25-in. tuyeres and the fewer 
tuyeres of larger size are much preferable for construction reasons, for 
the strength of the lining, and for the labor of punching. 

The Class V converter shows the same thing, the 26 2.25-in. tuyeres 
showing even better work than the 62 1.75-in. tuyeres, and they are 
far preferable from all pomts of view. 

Another point of superiority of a few large tuyeres, within the limits 
of working, over many small ones, is in the decreased resistance to the 
air and consequently a lower necessary blast pressure. We have found 
this to be true from practical observation as well as from theoretical rea- 
soning, but have not yet carried our experiments far enough to include 
the results in this paper. 

In order for the increase in tuyere area to be truly of the benefit the 
preceding figures indicate, it must be shown that the air when passing 
through is used economically. That it is used at as high efficiency at 
large volume as when used at less volumes per minute will be shown in 
detail under ‘‘Efficiency of Air.” 


Cast-Coprer TUYERES. 


In the history of Class IV, bottom B, basic-lined converter, mention 
was made of cast-copper tuyeres. The following discusses this arrange- 
ment a little more in detail. 

There is some difficulty in fitting the magnesite brick of the lining 
around the circular tuyere pipes, and where tuyeres are closely spaced 
the brick work between them is so small that it is apt not to stay in 
place well. 

With the idea of simplifying the construction and also of allowing the 
close spacing of tuyeres a Class IV magnesite-lined converter was equipped 
with 34 tuyeres 1.27-in. inside diameter. Each tuyere was a cast-copper 
block of such a shape and dimension that it would lie flat on the brick 
work, which was built up to just below the tuyere line, and fill the space 
horizontally from half way between itself and the tuyere on the right, 
and itself and half way between the tuyere on the left, so that when all 
tuyere blocks were in place they formed a solid pibek with a tuyere 
opening through each one. They were made by laying a copper pipe with 
an inside diameter equal to the proposed inside tuyere diameter, in a dry 
sand mold and casting the copper around it, allowing the pipe to extend 
out of the end of the block so as to be expanded into the converter shell 
like any ordinary tuyere pipe. 
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The converter was tried over the period Mar. 15 to 27, 1912, with 29 
different charges, some of which were blown only from white metal to 
copper, some from matte to white metal, and some were not finished 
to either. 

Without going into details it can be said that it was found that the 
tuyeres would stand fairly well while blowing ffom matte to white metal, but 
that they melted away rapidly when blowing from white metal to copper. 
The converter threw out badly, due possibly to the concentration of air 
in large volumes at particular places because of the ring being melted back. 

It was thought when the plan was first discussed that the air blast 
passing through the blocks would keep them sufficiently cool to prevent 
melting, but it evidently did not. The plan was abandoned as not 
holding out sufficient promise of success to warrant continued experiments. 


EFFICIENCY OF AIR. 


The speed with which a converter will work, that is, perform oxidation, 
is of course dependent upon the rapidity with which the chemical re- 
actions will take place and the rate at which air, or, strictly speaking, 
oxygen, is supplied. With proper distribution of the air through the 
charge the speed of the reactions in the converter is undoubtedly beyond 
any practical rate of supplying the air. It is therefore of interest and 
of practical importance to know how fast air can be supplied and still be 
efficiently used, and how the air must be distributed. 

Our first experiment along this line was on the distribution of the air. 
A light tin tank about 20-in. in diameter and 2 ft. 6 in. high, with a glass 
bottom, was made. Two wind boxes were made independent of the 
tank so that they could be attached to an air main and placed into the 
tank in the same relative position as a wind box on a converter. 

One of these wind boxes had eight holes, each 14 in. in diameter, and 
the other had 32 holes 14 in. in diameter. Thus the total area of the 
holes was the same in both cases. 

When the tank was partly filled with water and the eight-hole wind 
box tried, it was found that the air penetrated the water only a few 
inches, rising immediately to the surface in comparatively large bubbles. 
When the 32-hole wind box was tried the air acted in the same way, 
except that the bubbles coming to the surface were much smaller and 
better disseminated through the liquid. Incidentally it may be mentioned 
that the circulation of the charge as represented by the water was upward 
from the tuyeres, the surface then flowing away from the tuyeres and 
toward the front, thence downward toward-the bottom, thence across the 
bottom toward the tuyeres. There was not sufficient penetration of the 
blast into the charge along the bottom to set up a circulation in the 
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direction opposite to that described as had been thought probable. After 
several observations had been made, all showing the same results, it was 
decided that a large number of small tuyeres would probably result in 
more efficient use of the air than fewer large tuyeres. 

These experiments were conducted to help in making the decision as to 
the number of tuyeres which should be put into the Class V or 20-ft. 
converter which was then being built, and as a result, it was decided to 
place the tuyeres as close together as construction details would allow, 
thus providing as much distribution of air as possible. They were made 
as large as it was felt would work to advantage, so as to make the con- 
verter work as fast as possible. Consideration was given to the probable 
increased resistance to the passage of the air through many small tuyeres 
as compared with few large ones, but air distribution was given the 
preference, and the first Class V converter was equipped with 62 tuyeres 
of 2-in. boiler tube with an approximate inside diameter of 1.75 in. As 
described in the discussion of the Class V converter, these were after- 
wards changed to 26 tuyeres of 2.5-in. boiler tube with an approximate 
internal diameter of 2.25 in. 

After this converter was in operation it was desired to know whether 
the large volume of air put into the converter was efficiently used and 
therefore experiments were outlined and carried out for this purpose. 

The method adopted for the determination of the efficiency of the air 
was a chemical one based on the fact that the nitrogen entering the 
tuyeres passed out of the mouth of the converter unchanged chemically. 
Therefore, if the ratio between the oxygen and nitrogen in the air, and 
the same ratio in the outgoing gases be known, the nitrogen being a fixed 
quantity, the percentage of the entering oxygen which is used, or the 
efficiency as we call it, can be calculated from the formula: 

ak 8 


a 
aes x 100 = per cent. efficiency. 
N! 
Where O! = oxygen in the air; N' = nitrogen in the air; O = oxygen 
in escaping gases; N = nitrogen in escaping gases. 


This necessitates the sampling of the gases actually issuing from the 
mouth of the converter before any admixture of atmospheric air with 
them. This was done by putting the sampling pipe into the mouth of 
the converter. 

The first samples were taken through an iron pipe the inside of which 
was washed with milk of lime to prevent oxidation of the iron and con- 
sequent vitiation of the sample. It did not prove satisfactory as no 
oxygen could be found in any of the samples of escaping gases, or in other 
words, the samples always showed 100 per cent. efficiency. It did not 
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seem reasonable to suppose that such uniformly perfect results should 
be obtained, and it was concluded that the oxygen in the gases was used 
in oxidizing the hot walls of the pipe. 

The final sampling pipe was of iron, lined with porcelain tubes. The 
end of the iron pipe which was inserted in the converter was protected 
by covering the outside with a clay coating. 

The samples were all taken over mercury by aspiration, the acid gases, 
that is the SO, and SO;, absorbed by KOH, the oxygen absorbed by 
pyrogallic acid and the nitrogen determined by difference. Results quoted 
here are only for samples taken with the proper sampling tube. 

For the purpose of comparison samples were also taken of the gases 
from a Class IV or 12-ft. converter having 26 1.25-in. tuyeres. The 
results are shown in Table VI. 

An examination of the results shows almost uniformly high efficiencies 
and a study of the figures is of interest. 

Picking out all the 100 per cent. efficiencies we find volumes in cubic 
feet per minute as follows: 16,700, 20,800, 20,000, 24,000, 25,000, and 
32,200, which would show that air in volumes up to 25,000 in cubic feet 
per minute, and even up to 32,200 cu. ft., can be used efficiently and the 
readings quoted are all on the 20-ft. converter. On the other hand we 
find a reading of 24,400 cu. ft. with an efficiency of only 83.3 per cent. 
This was near the finishing of the charge, when it may be possible that air 
will not be used so efficiently on account of the absence of iron and the 
small quantity of sulphur present, and available for reaction. 

The high as well as the low efficiencies are found with a wide range 
of volumes which would indicate that conditions may vary and affect 
the efficiency, but that it is entirely practical and commercial to use large 
volumes of air, and this is the principle which has been adopted in the 
design of converters for the plant. 


Size oF CoNvERTER Mouvuru. 


Considerable experimenting on this question has been done, and with- 
out going into an extended discussion of the details it may be stated that 
a large mouth is an advantage. The largest which has been tried on the 
Class IV converter is a 6 ft. 6 in. diameter opening in the shell. On the 
Class V converter this opening is 8 ft. diameter. 

The advantages of this are: It is easier to keep clean, that is to re- 
move the crusts; less tendency to close up; easier to put in the charge, 
ore, ete. 

The closing up of the mouth by the building up of crusts will result 
in making it difficult for the waste gases to escape freely with the result 
that the converter will become hot and injure the lining. On the other 
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hand the mouth can be made so large as to allow too free an escape of 
the gases with the consequent too rapid escape of heat, and a decrease 
in the cold material which can be smelted. 


HIGHT OF CONVERTER. 


; One of the Class I converters was changed by inserting an extension 
ring 19.75 in. high between the main trunnion section and the tuyere 
section, and then putting on a tall cap, making the converter 18 ft. 2.25 


— 


C.L.of Trunnion 


Fig. 18.—Cxiass I ConvEerRTER, LENGTHENED 4 FT. 


in. high over all and 13 ft. 5.75 in. from the center of the tuyeres to the 
lowest point of the mouth. A vertical section of this converter is shown 
in Fig. 18. 

This was done to try its effect as to the throwing out of the charge 
by the blast. After rather an extended trial, the details of which will 
not be given here, it was determined that no advantage was obtained. 
These trials were made in August, 1910. 

In view of the fact that the Class IV converter 13 ft. 8.5 in. high, and 
the Class V converter 17 ft. 7.75 in. high do not throw out seriously, it 
would seem that no advantage would be gained by making the converter 
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higher. In fact there is a distinct disadvantage as was demonstrated in 
the trials of the tall converter, namely the clogging up of the mouth by 
the charge throwing against the lining in the upper part of the cap and 
chilling there. 


SUMMARY. 


The basic lining has shown its superiority over the acid lining and there- 
fore the acid lining can be dismissed as not being the best practice. 

A large converter is better than a small one. There is no practical 
limit to the size of a converter which will work metallurgically. The 
limits are mechanical, and depend on the size of unit a plant will stand 
from the point of view of quantity of production, but even in this latter 
instance there can be a rather wide range of choice. We have found 
that the Class V or 20-ft. converter can be used as a storage for matte or 
for finished copper for long periods if the mouth is properly covered. 
Therefore in a plant. of comparatively small production, a combination of 
ample matte storage capacity in blast-furnace settlers and reverberatory 
furnaces, together with a large converter, can be made so as to allow 
all converting to be done on one shift, and the casting of the copper per- 
haps to be done on the next shift. 

With the success of the large units even the largest plants should have 
only a few large units and not a large number of small units. 

From the experiments and observations which have been made, we 
feel that the tuyeres for any converter from 12 to 20 ft. diameter should 
be about 2.25 in. internal diameter. Tuyeres 2.75 in. internal diameter 
have not proved successful. Tuyeres smaller than 2.25 in. diameter 
introduce ‘undesirable construction features, particularly weakening the 
lining at the tuyeres, introduce unnecessary resistance to the entrance of 
the air, and add to the work of punching. 

The mouth of the converter should be of ample size. Openings of 
6 ft. 6 in. diameter for a 12-ft. converter and 8 ft. for a 20-ft. converter 
have not been found too large. 

The bottom lining must not be too close to the tuyeres on account of 
a tendency of the bottom to build up and interfere with the punching of 
the tuyeres and also often causing a concentration of air in a few places 
with consequent throwing out of the charge. At least 5 in. should be 
allowed from the lowest point of the tuyeres to the bottom lining. There 
is no reason why this dimension cannot be increased, the determining 
factor being the size of charge it is desired to finish. There must always 
be copper enough at the finish to cover the tuyeres and a very deep bottom 
would require a large charge. 

Air can be used efficiently in large volumes, for instance in the 20-ft. 
converter up to 22,000, or even more, cubic feet per minute. However, 
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the best results seem to be for this converter about 18,000 cu. ft. 
while slagging. 

As to the height of the converter, the Class IV, 18 ft. 8.5 in. high, 
and the Class V, 17 ft. 7.75 in. high, have proved very satisfactory 
with proper attention to the details of operation, and trials of a taller 
converter were not satisfactory. Probably the converter should not 
be made appreciably lower. The proper dimension to quote in this 
particular is from the center of the tuyeres to the lowest point of the 
mouth. These dimensions for the two classes are: Class IV, large 
mouth, 7 ft. 11 in.; Class V, 8 ft. 9.25 in. 

These we believe to be a few of the basic principles which have 
been demonstrated by the experimenting and practice at this plant. 

We wish to acknowledge our indebtedness to Peter Thill, A. T. 
Elliott, and James Moore, who have been members of the staff from 
the very early days of the plant and are so still, for their recollections 
and descriptions of the early construction and practice. 


Discussion. 

Braviey Sroventoy, New York, N. Y.:—I would like to ask 
Mr. Krejci whether they have tried mixing coke dust with the lime 
in those converters and, if so, if any advantage has been found. It 
has been a very great advantage in the steel converters where coke 
dust has been mixed with the lime near the tuyeres. Of course the 
agent that causes the corrosion at that point is oxide of iron, and 
coke seems to prevent the formation of the oxide of iron and so pro- 
tect the tuyeres. It would be interesting to know if it had the same 
effect in the copper converters. 


Mito W. Krescr:—We have never tried it here. At Anaconda 
the tuyere section was formerly put in by mixing magnesite with tar 
and ramming that into the tuyere section, but they have abandoned 
that. Might I ask how you would apply the coke dust? How get 
it into the tuyere section? How hold it there? 


Brapiey Stoueuton :—The coke dust is mixed with silica and clay 
and then rammed in and burned. I suppose in your converters it 
would be mixed with the magnetite or magnesite and then agglom- 
erated with the material in place. 


Mito W. Krescr:—We never tried it here. 


Pror. Josrpn W. Ricuarps, South Bethlehem, Pa. :—I would like 
to ask how thick this deposit of magnetite is on the lining. How 
thick a layer would be practical ? 


Mito W. Krescr:—About 2 in. would be sufficient. 
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Sotomon Le Frvre, Mineville, N. Y.:—I was interested to hear 
of the use of magnetite in connection with the copper smelter. I 
am interested in the mining of magnetite, but was not aware that it 
had been used at all by the copper metallurgists. 

Magnetite in lump form is used largely for bottoms of open-hearth 
steel furnaces. The lumps are filled in with a mortar of hematite ore. 
The chief advantage of the Mineville, N. Y., lump ore is that it glazes 
over when the heat strikes it, instead of decrepitating as some ores 
will. I see no reason why it should not be used for copper rever- 
beratory furnaces. 

Perhaps in the converters, if after the brick were heated the mag- 
netite could be blown in with something like the “cement gun” it 
would immediately stick fast and form the glaze of magnetite sought 
for over the brick. 


Mito W. Krescr:—We might say to Mr. Le Fevre that we had 
discussed the advisability of trying to get some combination of this 
magnetite in the reverberatory, but we haven’t seen our way cléar to 
get it in there, to have it stick. 


Hersert Haas, San Francisco, Cal. (communication to the Secre- 
tary*): An authoritative historical review of the development of a 
process is not only of great interest, but also of great value, as it 
preserves for future workers a record of what has previously been 
done. A detailed history of metallurgical processes, chronicling 
failures as well as successes, is particularly valuable, and Messrs. 
Wheeler and Krejci’s paper on Great Falls Converter Practice, past 
and present, is a valuable contribution to the literature of the metal- 
lurgy of copper. The great value of authentic historical records of 
the development of important industries, chiefly the metallurgical 
and mechanical industries, is beginning to be realized in an increas- 
ing measure by engineers, and the Institute would confer great 
benefit upon the copper industry and the science of copper metal- 
lurgy if it would undertake, with the co-operation of our eminent - 


‘Four volumes of the latter have appeared to date ; Julius Springer, Berlin. 
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and chemical data than with the evolution in the mechanical design 
and construction of apparatus in use at different times. Papers that 
record and give due weight to the mechanical development in the 
metallurgy of copper are of particular value. The recent example set 
by Montana engineers in contributing so any excellent papers to the 
Transactions should be emulated by other workers in that field of 
metallurgy. 

This discussion relates only to the latest development of Great Falls 
converter practice, and I shall confine the same at present to rate of 
oxidation, ¢. e., speed of converting; number and size of tuyeres ; effi- 


Fic. 19.—ExPERIMENTAL GLAss MopenL oF CONVERTER. 


ciency of air; and air volume. In December, 1912, and January, 
1913, and again in May, [ conducted a series of experiments with a 
glass model of a converter, Figs. 19 and 20, to study the effect of size, 
direction, arrangement, and number of tuyeres on the circulation of 
the converter bath (in my experiments, water, brine, and mercury 
were used), and evolved a new converter construction. This work 
and the considerations in yiew were embodied in a paper, A Proposed 
New Form of Converter and Modification in Bessemerizing Copper 
Mattes. It was my intention to have this paper ready for the Butte 
meeting, but as I have not until the present date been able to com- 
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plete it, owing to pressure of other work, I trust that certain portions 
thereof bearing upon this discussion may here be quoted. 


Rate of Oxidation, or Speed of Converting. 

This is primarily dependent on the speed with which oxygen (air) 
is pumped into the converter. During the first period, when blowing 
on matte, we have the reaction: 

x Cu,8.FeS + 80 = x Cu,S + FeO + SO, 
and during the second period, when blowing on “white metal”: 


Cu,S +20 =2Cu +4 SO, 


Fig. 20.—SEPARATE PARTS oF MODEL. 


For every pound of oxygen forced into the converter there will be 
oxidized, according to this formula, 1.17 lb. of Fe and 0.67 lb. of 8S, 


: . 1.17 Fe . : 
with the ratio of 87 5= 1.75, during the first stage of the process, 
and one lb. of S during the second stage. In actual practice the 


vs) LE 
ratio — 1s more nearly 2; 7. e., twice as much iron as sulphur (by 
weight) is oxidized. This is due to the fact that nearly all mattes do 
not conform to the ideal composition « FeS.Cu,S, in which all the cop- 
per and iron is combined with sulphur (as Cu,S and FeS), but have 
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metallic copper dissolved in the FeS; the greater the amount of 
FeS, the greater is the amount of metallic copper that can be so held 
in Eaubal 

As converting progresses, the amount of FeS diminishes, and with 
it the amount of metallic copper that is held in solution. That is, the 
relative amount of copper combined with sulphur increases and the 
amount of metallic copper decreases as the FeS diminishes, until 
practically all FeS is eliminated, and blowing on “white metal” 
begins. This is equivalent to a decrease in the rate of elimination of 
the sulphur, and an increase in the rate of elimination of the iron. A 
portion of iron already oxidized is’ also introduced with the siliceous 
flux, which is not properly chargeable to iron elimination by air 
oxidation. By computing the rate of oxidation on the basis of the 
formula FeS + 3 O, the converting speed would really be somewhat 
slower than in actual practice, but the above figures are sufficiently 
accurate to determine converter capacity. 

Thus, by forcing 200 kg. of oxygen per minute into the converter, 
234 kg. of Fe per minute would be oxidized to 300 kg. of FeO (assum- 
ing that no Fe,O, is formed), and 133 kg. of S per minute to 266 kg. 
of SO,. Two hundred kg. of oxygen corresponds to 870 kg. of air, 
equal to 673 cu. m. (at standard conditions of temperature and pres- 
sure), or 24,000 cu. ft., of air per minute, which corresponds closely 
to the air volume used in the latest 20-ft. Great Falls converter. The 
proper distribution or diffusion of so large a volume of air through the 
converter charge is not only necessary to secure the required speed of 
reaction, but to blow on shallow charges with low air pressure, to pre- 
vent the throwing out of the converter charge and to avoid mechanical 
losses (shot copper and matte), accretions on and fouling of the con- 
verter mouth, and undue localization of oxidation, with increased 
wear,.on the lining in the tuyere zone. It is to this subject pertaining 
to copper-converter construction that I have given my attention since 
the introduction of the large Peirce-Smith basic-lined converters, and 
the one more recently put into operation at Great Falls. 

My own experiments with the glass model converter confirmed 
what Messrs. Wheeler and Krejci described with reference to the cir- 
culation in their small experimental tank with glass bottom. That 
the air blast would not penetrate the charge appreciably in a forward 
(horizontal) direction before it rises is to be expected on purely 


Ww ; 
physical grounds, as the mass (m = ia ) of air compared with that of 


water is very small, and still smaller as compared with that of matte, 
so that the force stored in the air is soon spent, owing to the resist- 
ance offered by the matte. The vertical component of the reacting 
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forces, due to the low specific gravity of the air, which has only about 
sgiqy of the weight of an equal volume of matte when heated to the 


horizontal component, so that the resultant will be practically vertical ; 
i. é., the air will rise almost immediately.? It will rise more quickly 
through matte than through water, provided viscosity is not an mm- 
peding force. Such an impedance is offered by the converter slag, 
which is viscous compared with slags made in furnace operations. 
How the converter slag may affect the speed of converting will be 
shown below. 

“To set up a circulation in a direction opposite to that described 
as had been thought probable” by Messrs. Wheeler and Krejci, is 
hardly feasible, for other reasons than that already given above, 
which reasons will also explain why the circulation in a side-blown 
copper converter is precisely of the nature observed by Messrs. 
Wheeler and Krejci in their experiments.. In a converter this circu- 
lation is greatly intensified. 

One of the considerations that led me to design a bottom-blown 
converter was the apparent localization of the oxidation in the 
present type of side-blown converter. This is especially noticeable in 
the Great Falls converter, where the tuyeres are confined to a rela- 
tively small portion of the inside converter perimeter, and the tuyere 
orifices are from 8 to 15 ft. removed from the opposite side of the 
converter. In the large Peirce-Smith converters this distance, as a 
rule, is 10 ft. Here the localization of the oxidation is not quite so 
pronounced, as the tuyeres are spaced over the entire length of the 
cylinder (from 20 to 30 ft. inside) and a much smaller air volume is 
delivered. Notwithstanding this condition of concentrating the blow- 
ing to one side of these converters, new matte is constantly brought 
into contact with the air. Comparing the density of air with that of 
water, matte, “‘white metal,’ and blister copper, we find that at 
ordinary temperatures, say 15° C., 1 cu.m. of water is 800 times 
heavier than 1 cu. m. of air, that matte is 3,600 times heavier, “white 
metal” 4,400 times heavier, and blister copper 6,800 times heavier 
than an equal volume of air. This air, when pressed into the con- 
verter, is heated to the temperature of the converter contents (from 
1,150° to 1,200°C.), as the result of which the gases expand to 
about five times the original air volume. Thus the gas becomes cor- 
respondingly lighter, the relative weights of equal volumes of matte 
and gas being about as 18,000 tol. This large volume of gas is 


* I called attention to this action of the air in a side-blown converter in a previous article, 


The Vortex Copper Converter, Engineering and Mining Journal, vol. lxxxix., No. 19, Ep. 
972 (May 7, 1910), 
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principally confined to the tuyere zone, and the matte near the tuyere 
zone is rendered less dense thereby. The matte in the other part of 
the converter, which is not diffused by gas, retains its normal density, 
and exerts, therefore, a greater hydrostatic pressure. As this is equal 
in every direction, at any given height, a differential in’ pressure 
exists between this matte of normal density and the “wall” of gas- 
diffused matte of lower density. This condition will set up a flow in 
the direction of the tuyere-zone which will bring into contact with 
the air a constant fresh supply of matte. At the tuyere level, where 
the hydrostatic pressure is greater than at points higher up, this flow, 
or circulation, will be more rapid. The large volume of gas will 
carry with it and bring to the surface of the matte bath a certain 
amount of matte and create a violent wave motion in a direction away 
from the tuyere side. This localization of the oxidation and circula- 
tion at the tuyere zone causes increased wear on that portion of the 


Fic. 21.—CrrcuLaTION OF THE BATH IN A SIDE-BLOWN CONVERTER. 


converter lining. In Fig. 21 the circulatory action above described is 
illustrated. 

Arguing that the rate of conversion could be increased, and at the 
same time the intense localization of the oxidation in so small an area 
of the large converters used at present greatly reduced, I designed a 
bottom-blown converter, the salient points of which are shown in 
Figs. 22, 23, and 24. 

Referring to Fig. 22, it will be at once noticeable that the tuyeres 
are not distributed over the entire converter bottom, but are contined 
to a concentric area, in size about one-quarter of the total area of the 
bottom. This confines the oxidation and the ascending gases to a 
central column of the converter bath. The gases here have the same 
effect of materially decreasing the density of the matte as has been 
explained above for the side-blown converter, but with this marked 
difference: The outside “ring” of matte inclosing the central 
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« geyser,” having a greater density and therefore greater Rie 
pressure, is continually flowing toward the tuyere bottom, an 
ascends with a large volume of gas, overflowing at the surface and 
spreading toward the periphery. 

In Fig. 23 this tuyere bottom is elevated, the brickwork being sup- 
ported by a hollow, cast-steel truncated cone, which serves as a wind 
box. This elevated tuyere bottom forms an annular sump, In which 
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Fie. 22.—PLAN AND SECTION SHOWING CIRCULATION OF THE BATH IN 
Haas BorromM-BLOowN CONVERTER. 


SS 


can be stored a considerable tonnage of matte. With this raised 
tuyere bottom, it is possible to blow on a shallow bath of matte and 
yet have a large volume of matte stored in the converter. This matte 
acts as a heat accumulator, and will be particularly useful when con- 
centrates are to be smelted in the converter by blowing them into the 
matte through the tuyeres. This feature, to which my converter is 
especially applicable, I shall discuss at greater length in my paper. 
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Suffice it to say here, that with the wind box closed, and in the absence 
of tuyere valves and tuyere punching, there could be no objection to 
this practice on the ground of mechanical losses through the tuyere 
valves when the tuyeres are being punched. 

My converter is also provided with a large slag mouth, a short dis- 
tance above the slag line. Instead of tilting the converter completely 
to skim the slag, or blowing for too long a period on matte and letting 
the slag accumulate, this converter would be tilted at frequent inter- 
vals to pour off the slag. To accomplish this, the converter will have 
to be tilted only a few degrees. The removal of the slag at frequent 
intervals appears especially desirable, as it has been observed that the 
rate of oxidation falls off if the slag is left to accumulate and increases 


Fig. 23.—ELevatep TuyERE Borrom For BotromM-BLOWN CONVERTER. 


with the bath skimmed clean of slag. This may be due to the fact 
that the SO, gas may be kept included in the matte, as it cannot pass 
off so freely through the viscous slag, and thus vitiates the oxidizing 
power of the air. 

The static column is also kept low by a frequent removal of the 
slag. The converter would be worked very much as converters are 
worked at present. Frequent charges of matte are given, until there 
is a considerable accumulation of white metal. The peculiar feature, 
when working with the elevated tuyere block, is the slight increase 
in the height of the matte column above the tuyere block, as with 
the elimination of a portion of the sulphur and of the iron the matte 
shrinks in volume. When blowing on “white metal” begins, the 


8 Carr B. Neel: Engineering and Mining Journal, vol. xci., No. 14, p. 707 (Apr. 8, 
1911). 
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Height, 15 ft. ; helmet, 7 ft. Diameter, shell, 20 ft. ; inside, 16 ft. 90 tuyeres, 


1.5 in, in diameter. Storage capacity of sump, Apicoxumstely 264 cu. tts 
or about 70 tons of copper. 


Fria. 24. SHA Continuous CONVERTER WITH VERTICAL TUYERES AND 
AvToMATIC TuYERE PuNncHER. 
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height of the column above the tuyeres becomes constantly less, with 
a constant reduction in air pressure required, notw ithstanding the 
fact that the density increases at the same time. This is due to a 
certain relationship between the area and volume capacity of the 
converter, and the height of the tuyere block above the converter 
bottom proper. ; 

The method of mounting and operating the converter is not differ- 
ent from that now in use. The shell is connected with large riding 
rings resting on rollers, or riding wheels. To one of the riding rings 
is bolted a gear ring, which is engaged by a pinion that is epee 
by a further reduction of gears from a direct-current motor. The 
drive can also be made hydraulic. The converter has enough of a 
belly to hold the converter contents when turned down in the diree- 
tion opposite to that of the slag mouth, so that it has all of the advan- 
tages of the converters now in use. To secure the best possible 
distribution of the air through the matte, and to attack as large a 
matte surface as possible, I have provided my bottom-blown converter 
with a large number of tuyeres of small cross-sectional area. This 
was also done to avoid the formation of “ noses,” which my investiga- 
tions lead me to believe are wholly due to the large volume of air 
introduced per tuyere in the present type of side-blown converter. 
By establishing a proper ratio between the weight of air introduced 
through each tuyere per minute and the weight and size of a “column” 
of matte immediately above and surrounding each tuyere orifice, 
chilling should be prevented. The weight of air introduced per 
minute through each tuyere is reduced to a point at which enough heat 
can be transmitted from the matte to the air to heat the latter and still 
leave the matte surrounding the rising air currents at the tuyere 
orifice in a molten condition. The matte flowing toward the tuyere 
bottom would make up any deficiency in heat. In the side-blown 
converter this new matte comes from one side only, the other side 
being bounded by the converter wall. By subdividing the air cur- 
rents the air surface exposed to the matte will be greatly increased, 
at the very point when it enters the matte, and the air will thus be 
more readily heated. It will also permit of working with a shallower 
charge, as there will be less concentration of air at a few points, with 
the possibility of a portion of this concentrated air volume escaping 
without all of its oxygen having been utilized, unless it is made to 
travel through a deeper matte bath to prolong its contact with the 
matte. I shall not use space at present to set forth thermo-chemical 
calculations incorporated in my paper, which confirm my view that a 
copper converter can be bottom blown without having to resort to 


any punching of tuyeres. 
VOL. XLVI.—23 
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Messrs. Wheeler and Krejci are quite correct in saying that “ with 
proper distribution of the air through the charge the speed of the re- 
actions in the converter is undoubtedly beyond any practical rate of 
supplying the air.’ While it is only within recent years, beginning 
with the introduction of Peirce-Smith basic-lined converters, that the 
volume of air blown into copper converters per minute was materially 
increased, from 800 to 1,000 kg. of air per minute (22,000 to 27,400 
cu. ft. per minute) has been the rate of air supply to 20- and 25-ton 
Thomas (steel) converters for a number of years. This is a size no 
longer uncommon in large steel works which use the Thomas process. 
These converters are by no means as large as the 20-ft. Great Falls 
converter, but they convert considerably faster, the elapsed time being 
greatly reduced. While the 20-ft. Great’ Falls converter has about 
three times greater air supply than is usual with the Peirce-Smith 
and the smaller 12-ft. size Great Falls converters now being installed 
in various works, I look for a greatly increased air supply to copper 
converters, as the use of magnesite linings will make this increased 
converting speed possible. So-called “needle bottoms,” in contradis- 
tinction to “tuyere bottoms,” * have been commonly used for a num- 
ber of years in Thomas converters with great success, and they are 
not only considered a great advance over the old style tuyere bottoms, 
but one of the principal recent advances in Thomas converter prac- 
tice.” These needle bottoms have a large number of small tuyeres, 
from 250 to 300 of them in 20- to 25-ton converters, their diameter 
being from 15 to 18 mm. Thus the amount of air introduced per 
tuyere per minute varies from 8 to 3.5 kg., whereas in the Peirce- 
Smith converter it is from 6 to 12 kg., and in the latest Class V 20-ft. 
Great Falls converter about 14 kg., with 62 1.75-in. tuyeres, and about 
34 kg. with the number of tuyeres reduced to 26 (2.25 in.). From 
the very start of copper converter operations the weight of air per 
minute per tuyere has been larger than in steel converting, and 
as long as an acid lining was used, that corroded rapidly, a limited 
number of tuyeres was desirable for various reasons. The formation 
of noses and clogging of tuyeres was pronounced, as corrosion or 
“slagging” of the lining was most intense in the tuyere zone, due to 
the circulation set up as described above. This made constant punch- 


* The tuyere bottoms usually have, not a few large tuyeres, but a number of tapered 
tuyere bricks, each containing from 10 to 20 small tuyeres, from 0.25 to 0.5 in. in diameter. 
If a brick is damaged, another one may be inserted in its place. This has the same effect as 
a few large tuyeres would have of concentrating the volume of air in a few places. In the 
“needle bottoms’’ the tuyeres are evenly distributed over the entire bottom. See F. W. 
Harbord, The Metallurgy of Steel, 2d ed., pp. 9 et seq., 60 et seq. , 

° 30 Jahre Thomas-Verfahren in Deutschland, Stahl wnd Eisen, vol. xxix, No. 38, po 
1486 et seq. (Sept. 22, 1909). ; 
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ing necessary, and for reasons of construction and attendance a lim- 
ited number of tuyeres was desirable. In basic-lined converters: 
slagging does not occur in the tuyere zone, but above it, so that the 
air blows only on matte, and if the amount of air passing through 
each tuyere per minute be limited sufficiently I can see no reason 
why punching should be any more necessary than it is in steel 
converting. 

To ‘heat 1 kg. of air- from 0° @, to 1,150° C. requires. 
0.303 + 0.000027 t x 1,150° C. 

1.293 
It will therefore be seen that in the Great Falls converter, with 
62 1.75-in. tuyeres, and an air supply of 14 kg. per minute per 
tuyere, 4,200 kg-cal. have to be supplied every minute by the matte 
for each tuyere (70 cal. per second), and with 26 2.5-in. tuyeres: 
this is increased to 10,200 cal. per minute per tuyere (170 cal: 
per second). This is undoubtedly far in excess of the rate at 
which the matte can transmit the heat before it will chill around the 
tuyere orifice, especially so in view of the close spacing of large 
tuyeres in side-blown converters and the concentration of air volume. 

In the modern Thomas converter, due to the higher temperature, 
about 400 cal. are required to heat 1 kg. of air, so that here only 
from 1,200 to 1,400 kg-cal. per minute per tuyere have to be sup- 
plied. In my converter I propose to keep it between 800 and 1,000 
kg-cal. per tuyere per minute. 

Taking as an example my converter of 20 ft. outside diameter and 
16 ft. inside of lining, in which I restrict the tuyeres to a circular area 
8 ft. in diameter in the center of the converter, thus forming a tuyere 
bottom 50 sq. ft. in area, which is surrounded by the balance of the 
converter bottom, of some 150 sq. ft. in area, and using 300 18-mm. 
tuyeres, I would have a total tuyere area of some 120 sq. in., or 


144 xX 50 


120 
It is difficult to figure the exact relation between tuyere distribu- 


tion and the matte surface belonging to it in a side-blown vertical 
converter, as all tuyeres are arranged in a line lying in the same 
plane through the vertical wall of the converter. 

Allowing 240 in. as the length of the are in which the tuyeres of 


= (in round numbers) 300 kg-cal.° 


= 60 sq. in. of matte surface per 1 sq. in. of tuyere area, 


® As nitrogen forms the largest portion of the converter gases, and the mean specific 
heat of SO, is greater than that of air, the fact that part of the oxygen of the air combines 
with FeO may be neglected, as this way of figuring agrees within 5 per cent. with the 
amount of heat carried off by the waste gases. It is reasonable to suppose that the air is 
heated to the temperature of the matte before oxidation is rapid. In the above calculation 
the loss in heat of the air on expanding when leaving the tuyere orifice was neglected. 
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the Great Falls converter are placed, and allowing the same distance 
above and below each tuyere as the distance between centers of tuy- 
1,920. 

15a 
1920 405 

1063 
18.2 sq. in. of matte surface per 1 sq. in. of tuyere area, with the 62 
and 26 tuyeres respectively. 

With this subdivision of the air currents, the air surface exposed to 
the matte when the air leaves the tuyeres is also greatly increased. 
In the Great Falls converter this is only 184 sq. in. for 1 in. length 
of the projected air current (product of 1 in. length periphery of 
tuyere opening), whereas it is 670 sq. in. in my converter, or 3.64 


times as large. This will influence very favorably the speed of re- 
actions. 


eres, we would have an approximate surface of 8 x 240 = 


12.2 sq. in. of matte surface per 1 sq. in. of tuyere area, and 


LARGE TUYERES VERSUS SMALL TUYERES IN CONVERTERS. 


*« Another point of superiority of a few large tuyeres, within the 
limits of working, over many small ones, is in the decreased resist- 
ance to the air, and consequently a lower necessary pressure.” 

I agree with the first part of this statement by Messrs. Wheeler and 
Krejci, and if we were dealing simply with a case of selecting the 
proper size of pipes to accommodate a certain flow of air large pipes 
would be dictated on the ground of power economy. But it does 
not follow that if a large number of small tuyeres were used in a con- 
verter a higher working pressure would be necessary, which is im- 
plied in the closing part of the above-quoted statement. With proper 
modifications in design, on account of the altered conditions intro- 
duced with the use of a large number of tuyeres, the total frictional 
losses in my type of converter need not be greater than those in the 
side-blown type, which uses a few large tuyeres. 

The principal power loss, or drop in pressure, is at the tuyere ori- 
fices, and not in the tuyere pipes themselves. This power loss is 
chiefly due to the contraction of the tuyere orifices by frozen matte 
adhering to them, which makes the orifices not only smaller in area, 
but very rough, thereby greatly increasing the velocity and frictional 
resistance. This increase in the velocity head and friction head 
brings about a drop in pressure, or loss in effective power; that is, 
the power used in compressing the air is mainly spent in imparting 
this increased velocity to the air, causing a drop in pressure and a 
decrease in the air volume delivered. After the air pressure at the 
tuyere orifices has been lowered through loss of power represented 
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by the velocity head and friction head, there must still be sufficient 
excess pressure left to overcome the various resistances offered by the 
matte, whichs in addition to the actual static head, are due to surface 
tension, viscosity of the liquid, ete. As I have already stated, I believe 
that it is the large volume of air flowing through each tuyere that is 
responsible for chilling and the consequent formation of noses; of 
this chilling and its effect in increasing the power requirements there 
is no doubt, as we have ample illustration of it in operating basic- 
lined copper converters, where the tuyeres must be punched fre- 
quently to keep them open and to prevent the air pressure from 
rising rapidly. As the charge of the basic-lined converter must be 
kept at a relatively low temperature (1,150° C.) to prevent excessive 
corrosion of lining, this tendency of the air blast to form noses is in- 
creased. As explained before, the character and form of an orifice 
through which air flows influence frictional losses tremendously ; 
Weisbach’s, and later Zeuner’s, exhaustive investigations on the flow 
of water and gases (air, steam, etc.) through orifices have shown how 
much the character and shape of an orifice influence the contraction 
of the vein or flowing stream and friction, and determined a large 
number of empirical coefficients, to make allowance for varying con- 
ditions. In the case of the converter we are dealing with especially 
complex conditions, which are constantly changing, so that figuring 
the theoretical and effective velocities and weights of the air deliv- 
ered through converter tuyeres by Zeuner’s formula’ is of little prac- 
tical value. If it were a case of determining the amount of flow of 
air through a nozzle from an air receiver or air main, this could be 
done quite accurately. ; 

That frictional losses in converting are quite large is evident from 
the fact that the ratio between static matte pressure and total air 
pressure used varies from 0.2 to 0.4; 7. e., an air pressure from 5 to 
2.5 times greater than the pressure due to static head is required. 

Part of this excess pressure is, of course, requisite for safety to 
avoid filling of tuyeres. I figured the drop in pressure due to fric- 
tion in the tuyere pipes of the Great Falls converter and bottom- 
blown converter of my type, using Lorenz’s formula.® 


AP aes Liv? 
‘ Pm aT 


7 For a full explanation of the derivation of this formula, which is a subject beyond the 
compass of this communication, consult the works of Dr. Gustay Zeuner : aed Ther- 
modynamik, vol. ii., pp. 187 to 186, and vol. i., pp. 212 to 262. A. von Ihering: Die Ge- 
bliise, 2d ed., Part II, pp. 798 to 744,  Hiitte, 19th ed., vol. i., p. 326 et seq. 

8 Hiitte, 19th ed., vol. i., p. 335 et seq. 
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In which 4 P = drop in pressure. 
Pm = mean pressure in pipe. 
L =length of pipe in meters. ; 
vy = velocity of flow in meters per second. 
d = diameter of pipe in millimeters. 
T — absolute temperature = 273 + 0° CO. [pipe. 
a — empirical coefficient, depending on diameter of 


20-ft. Great Falls Converter. 20-ft. Haas Converter 
26 2.25-in. Tuyeres. 300 18-mm. Tuyeres. 
d = 57 mm. d— 18 mm. 
L — 0.8 m. (length of tuyere pipe). L ==0.9, mi. 
v = 170 m-sec. vy = 150 m-see. 
TpueO TR? -C A008 Co S10. T — 873. 
a — 0.042. a= 0.050. 
4aP 170? x 0.8 4P PRCA x 0.8 
Pm 042 Tx 873 Pm 18 x 873 
23,120 18,000 
21-261 6,714 
= 0,0458 = 4.58 per cent. = 0.1340 = 18.40 per cent. 


4P=—PmxX0.0458=0.0275 kg-em.2? 4 P=PmxX0.134= 0.0804 kg-cm.* 


In both cases a working pressure of 0.6 kg-cm.’, or 8.53 Ib. per 
square inch, has been taken as a basis of comparison. (1 kg-cem.” or 
metric atmosphere = 14.2234 lb. per square inch.) 
vy 
4d 
formula hw is the ‘head ” expressed in millimeters of water column 
required to overcome the resistance or friction offered by the pipe to 
the flow of air, f is an empirical coefficient of friction = 0.003, _ 
L =the length of the pipe in meters, v is the velocity of flow in 
meters per second, and d is the pipe diameter in meters.° 

According to this formula, using the same values as above, the fric- 
tional head for the Great Falls converter (2.25-in. tuyeres) is 305 
mm. of water, or 0.0305 kg-cm.’, and for the Haas converter, with 


The formula h, =fL gives somewhat different values. In this 


® See A. von Ihering: Die Gebliise, 2d ed., part IL., p. 660 et seg. (Julius Springer, 
Berlin). 


Knipping : Zeitschrift des Vereines deutscher Ingenieure, vol. lvii., No. 31, p. 1218 et seq. 
(Aug. 2, 1913). 


DEW. Taylor, U.S. N.: Transactions of the Society of Naval Architects and Marine Engi- 
neers, vol. xiii., p. 9 et seg. (1905). 
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18-mm. (0.708-in.) tuyeres, 750 mm. of water, or 0.075 kg-em.’ With 
the same gauge pressure, viz., 0.6 kg-em.%, the percentage losses 
would be 5.1 and 12.5 per cent. respectively. 

This formula is not strictly applicable for these conditions when as 
high a pressure as is customary in converting is used, but is used 
mainly to measure frictional resistance in heads of water in ventilat- 
ing and fan systems. The Lorenz formula, based on very extensive 
investigations, is used to measure the drop in pressure due to fric- 
tion in pipe lines conveying compressed air, and should give values 
sufficiently correct for our purpose. 

In both of these calculations, the velocity was figured according to 
the formula V = 2 in which V is the velocity of flow of the air in me- 
ters per second, Q the volume of air in meters delivered per second, ° 
and A the discharge area in meters. The air volume delivered to 
both converters was figured at 25,000 cu. ft. or 710 cu. m., per 
minute, the area as 106 and 120 sq. in. respectively. In reality, this 
(theoretical) condition is not attained, as a smaller volume would be 
delivered through this area, due to contraction of the stream and 
friction due to rubbing and turbulence of the air. The quantity 
would therefore only be Q =z A V, in which yp is a coefficient tak- 
ing these resistances into consideration. 

If this volume is to be delivered, additional pressure is needed to 
make up for this loss in delivery. In the case of the large tuyeres, 
there is an additional factor introduced, due to the contraction of the 
tuyere orifices themselves; 7. ¢., a partial closing of them by frozen 
matte. This reduces the effective tuyere area constantly, bringing 
about an increase in velocity. This increased velocity can only be 


imparted by an expenditure of power. An increase in the velocity 
v’ hae : ; 

head go Means a decrease in pressure. If the blowing engine were 
oe 
5 


to continue to work at the same pressure at which it worked before 
the orifices were contracted there would be a lessened air delivery. 
If the air delivery is to be kept constant, the engines can deliver it 
only at an increased pressure. With a further contraction of the 
tuyere area, the pressure limit of the engine may be reached, and, 
notwithstanding a high working pressure, a smaller volume of air be 
delivered. 
As can be seen from the above formule, velocity influences fric- 
tional losses more than any other factor, since friction increases as the 
square of the velocity, and only directly as the length and inversely as 
the diameter of the pipe. Thus with a 25 per cent. contraction of the 
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tuyere area frictional losses in the tuyere pipes of the Great Falls 
converter would be 8.4 per cent., and with a 50 per cent. contraction, 
19.2 per cent. These figures, being based on theoretical velocities and 
deliveries, are too low, but are near enough to illustrate how an 
increase in velocity affects frictional losses. Losses on account of the 
roughness and shape of the orifices are not included in the above 
figures. These figures also show that frictional losses need not be 
prohibitive, notwithstanding the use of a large number of tuyeres, 
provided such tuyeres are kept open by a decreased air flow through 
each tuyere and a moderate air velocity is maintained. As the life of 
the tuyere bottom in a copper converter will be longer than that in a 
steel converter, where the conditions are extremely severe with tem- 
peratures up to 1,600° C., the tuyeres would be provided, as is done 
now, with smooth pipes, to keep frictional losses down. 

In the foregoing I have discussed only the influence of pipe surface 
on the resistance to the flow of air. But in converting we should also 
discuss the influence of the size of tuyeres on the probability of the 
liquid matte “ breaking through ” the pneumatic column, or “ piston,” 
in the tuyere pipes and filling them. It may be stated axiomatically 
that the larger the diameter of the supporting air column, the greater 
is the danger of the matte flowing into the tuyeres, so that to prevent 
such filling of the tuyeres a higher air pressure is necessary with 
large tuyeres than with smaller ones. This very tendency of the 
matte to flood large tuyeres will cause the operator to carry a safe 
margin of excess pressure to prevent this possibility. 

With large tuyeres there exists always the danger of the charge 
being thrown out of the converter. This was amply demonstrated in 
steel converter practice before small tuyeres evenly divided over the 
bottom were used. Messrs. Wheeler and Krejei testify to that condi- 
tion in the Great Falls converter in different portions of their paper. 
Even without the bodily throwing out of the charge, the converter 
mouth is more easily fouled and the mechanical losses are greater, as 
the amount of shot matte thrown against the top of the converter and _ 
out of it is greater than it would be in a converter with shallow bath 
and into which the air is introduced in small individual jets over a 
large surface. The action is not so violent, as there is no concentra- 
tion of a large volume of gas to a restricted area. 

An increased blast pressure is also required in the vertical side- 
blown converter with a change in its position from the vertical. Tf it 
is tilted up, the tuyeres furthest away from the axis around which the 
converter is tilted will blow on a shallower matte column than those 
nearer that axis, and if turned down, the reverse will be the case. 
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With the different resistances offered to the air at each tuyere orifice, 
the air flow will be concentrated through the tuyeres with least resist- 
ance, and the lack of a sufficient air flow through the lower and 
lowest tuyeres will cause these to be filled with matte, unless the blast 
pressure is increased. This condition has always demanded a higher 
air pressure for the vertical side-blown converter than for the eylin- 
drical, in which latter all the tuyere orifices lie in a plane through 
the axis around which the cylinder revolves; no matter in what posi- 
tion it is, the hydrostatic pressure (though this may vary in magni- 
tude) is equal at every tuyere. It is, of course, well known that it 
was the lower blast pressure required by the cylindrical acid-lined 
copper converter that led to its wide adoption, after the Copper Queen 
Consolidated Mining Oo. installed the « Leghorn” type of shells at 
Bisbee, although the first Manhés-David converters installed at the 
Parrot works, and generally referred to as the “ Parrot” converters, 
marked the introduction of the Bessemer process applied to mattes in 
America. The vertical shell is being adopted of late, because it 
lends itself better structurally than the cylindrical shell to securing 
the magnesite lining, and to absorbing the internal strains. These 
features, in view of the high first cost of the magnesite lining, out- 
weigh the disadvantages due to any increase in air pressure required. 

In the bottom-blown type I propose, the converter would remain 
in a vertical position, blowing on a uniform height of matte bath. In 
Thomas converters the “needle bottom” comprises the entire con- 
verter bottom. This obliges the operator to carry from 600 to 700 
mm. of pig iron charge to blow on a large charge (from 20 to 25 tons). 
This represents a static pressure of from 0.06 x 7 = 0.42 kg-cm.? to 
0.07 X 7 = 0.49 kg-cm.’ (6 to 7 lb. per square inch) due to the liquid 
iron alone, figuring the weight of molten pig iron at 7, and requires 
a blast pressure of from 20 to 30 lb. per square inch. 

In my design this needle bottom is confined only to a portion of a 
converter bottom of large diameter. I would use the same size, or 
even a larger size, needle bottom than is customary now for the 
Thomas converters, but by having a total bottom area at least four 
times larger I can hold the same tonnage with a static column only 
one-quarter as high, or a larger tonnage with only a slight increase in 
the height of the liquid. With the tuyere block elevated, although 
this is not at all essential, the matte volume that can be stored is in- 
creased, and yet a shallow matte bath maintained above the tuyere 
orifices. This makes it possible to work with low air pressures. Due 
to the circulation set up, the speed of converting will be accelerated. 
It is for this reason that I advocate the widest possible distribution of 
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the air, so that it can be used efficiently on a shallow charge. For 
this work, turbo-blowers direct connected to electric motors or steam 
turbines are particularly well adapted, as they admit of wide regula- 
tion with variations in the pressure as well as air volume, for which 
reasons they have found extensive application in European Thomas 
steel works as well as for blast furnaces. For the latter, on account 
of the higher fuel economy of the gas engines burning blast-furnace 
gas, the gas-engine-driven blowing engine is still preferred, whereas 
for converter service the turbo-blower is preferred on account of its 
better and wider range of regulation. This practice is beginning to 
be more extensively adopted in America. I understand that turbo- 
blowers are used at the Great Falls Reduction Works for converter 
service. The use of 30,000 cu. ft. of air per minute for a converter 
of the size here discussed should not be considered an unusual per- 
formance in view of present-day Thomas converter practice, provided 
the air is distributed in the manner indicated. 


Tuyere Area. 


While a large aggregate tuyere area is desirable, there must be a 
fixed relationship between the largest area that is permissible and the 
air supply to the converter per minute. If this area is exceeded, then 
the air supply will be insufficient to keep up the required pressure; 
i. é., 1t is used faster than it is supplied and the tuyeres will be filled 
with matte. This condition is very much that of an air receiver from 
which air is drawn in greater amount than it is supplied by the com- 
pressor. 

The following formule are commonly used to calculate the weight 
of air delivered through iron blast furnace and converter tuyeres, 
and the tuyere diameter, and are also applicable to the copper con- 
verter : 1° 


w— 18.6x60 [2¢ ,p |(b+h,) (bh, —h,) 


10,000 NR 273 4 t 
— 0.06664 »F J (b+ h,) (bh, —h,) 
273 +t 


In which W = the weight of air in kilograms per minute delivered 
through the tuyeres. 

b =the barometric pressure in millimeters of mercury. 

h, = manometer (gauge) pressure in millimeters of mercury in the 
wind box at the tuyeres. 


© Hiitte, 19th ed., vol. ii., pp. 704 et seq., 712, 
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h, = the opposing pressure inside of the converter in millimeters of 
mercury; 7. ¢., hydrostatic pressure due to matte column ex- 
pressed in millimeters of mercury. 

t= the temperature of the air in degrees ©. in the tuyeres (this can 
be taken at 100° C., so that T — 373). 

F = the area of all tuyeres in square centimeters, 

g = the acceleration due to gravity = 9.81 m-sec.? 

# = the coefficient of efflux. For tuyeres that are lined with smooth 
pipes, this can be taken at 0.8; for tuyeres in the lining, 0.75 
should be taken. 

Ris Regnault’s constant = 29.4 m-kg. 

For matte with weight of 4.5, 1 mm. matte column 


= > = 0.881 mm. He. 
13.6 
For “ white metal” with weight of 5.5, 1 mm. “ww. m.” column 
5.5 


— = = 0.4044 mm. Hg. 


i. é., multiplying matte or “white metal” columns in millimeters 
by 0.331 and 0.4044 respectively, will give the corresponding 
mercury column in millimeters. 


To figure the tuyere diameter necessary for a given working pres- 
sure, the following formula is used : 


ieed alee iL: = W, J 273 +t 
4 n 0,06664n » N (b +h,) (bh, —h,) 


in which d is the tuyere orifice diameter, and n the number of tuyeres. 


Air Efficiency. 

In addition to the “ chemical ” air efficiency, 7. ¢., the ratio between 
oxygen that actually combines with the impurities burned off and the 
amount of oxygen that is pressed into the converter, it would be inter- 
esting to know what may be termed the “ volumetric” air efficiency 
of the Great Falls converter, 7. ¢., the ratio between the theoretical 
amount required to oxidize the iron, sulphur, and other impurities in 
the matte converted, and the amount of air actually supplied to the 
converter measured by engine displacement. While the air that is 
actually pressed into the converter is efficiently used, there are leak- 
age losses between the engine and the tuyeres, chiefly in punching 
tuyeres, as the volumetric efficiency of the blowing engine working 
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at such low pressure should not be less than 97 per cent. While the 
air requirements vary with the composition of mattes, 100,000 cu. it. 
of air (at standard conditions), or 850 kg. of oxygen, per ton of copper, 
will meet the requirements of most mattes treated at American cop- 
per-smelting works. Compared with this we have air consumptions 
ranging from 126,000 to 260,000 cu. ft. of air per ton of copper, or 
efficiencies varying between 80 and 38.5 per cent., both with acid- 
and basic-lined converters. This means that from 1.25 to 2.6 times 
the theoretically required air weight is supplied to copper converters. 
The first is excellent practice, the latter is poor work. Atthe Garfield 
plant of the American Smelters Securities Co., using Peirce-Smith 
converters, this air efficiency is reported to be around 77 to. 80 per 
cent., which is very efficient practice. 

With punching done away with in copper converting, a large source 
of loss of air will be eliminated, as leaks can be more effectively pre- 
vented with a tightly closed wind box without tuyere valves. Leaks 
would be mainly restricted to the universal air connection, which it is 
little trouble to keep tight when using stationary converter shells. 
The use of large converters minimizes air losses greatly. 


Mechanical and Automatic Punching of Tuyeres. 


I have previously called attention to the introduction of concen- 
trates through the tuyeres. As these contain a varying amount of 
silica, slag would be formed at the very tuyere orifices, and under 
these conditions punching and the use of larger tuyeres would very 
likely become necessary. To do this punching mechanically and 
automatically, I have designed a tuyere-punching machine. Fig. 24 
shows its salient features. 

It consists of a plate to which are secured vertical tuyere-punching 
bars extending up into the conically enlarged tuyere pipes. The 
disk, or plate, with the punching bars is actuated by piston and piston 
rod working in an air cylinder supplied with high-pressure air (90 to 
100 lb. per square inch). 

All tuyeres are punched simultaneously by the forward (upward) 
movement of the piston and disks, the upward motion being reversed 
at the end of the piston stroke, when the punching bars are drawn 
back into a position of temporary rest. 

The piston speed and the piston’s upward and reversing (down- 
ward) motions are automatically controlled by a slide valve, operated 
mechanically from the tail rod. The time interval between punchings 
of tuyeres is controlled by an adjustable timing device, so that the 
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tuyeres can be punched at regular intervals, say every 5, 10, or 15 
min., or whatever time interval is found to give best results. 

As the plate with punching bars is located inside of the wind box, 
all tuyere valves and their leakages will be eliminated. The mechan- 
ical punching will also save the labor now used in punching tuyeres. 

The air used for operating the piston, instead of exhausting into: 
the atmosphere, preferably exhausts into the wind box at 21 to 27 lb. 
per square inch absolute, this terminal pressure depending on the 
working pressure of the air used in converting. An air receiver 
would have to be interposed between the converter and engine, which 
would act as a buffer when the tuyere pipes are momentarily partly 
closed during punching. 

To exchange the punching rods quickly and to open the wind box 
and tuyere puncher to easy and quick inspection, the cast-iron plate, 
with its air cylinder attached, would be hinged. To let it down 
gradually, its travel would be controlled by a small air cylinder fast- 
ened to the converter shell, the air in which on being compressed 
acts as an elastic brake. To lift the plate back on to the hinged 
bolts the same cylinder would be used, its piston being forced back 
by compressed air. 

The tuyere pipes would have bushings of chilled iron or manganese 
steel to prevent too rapid wear. 

If concentrates are to be blown into the converter and the convert- 
ing speed is not to be seriously retarded the air requirements have to 
be greatly increased. This is evident from figuring the oxygen re- 
quirements of the concentrate itself. A concentrate with Cu, 13; 
SiO,, 25; Fe, 26; Al,O,, 5; and 8, 30 per cent., would require, theo- 
retically, 37.5 kg. of oxygen for every 100 kg. of concentrate, or 
163 kg. of air, which is about 130 cu. m., or 4,600 cu. ft. If we were 
to treat 100 kg. of concentrate per minute, at least this amount of air 
would have to be supplied in addition to what is needed for convert- 
ing the matte. 

When treating a low-grade matte, very siliceous copper concen- 
trates high in copper are very desirable, as these will displace sili- 
ceous ore usually fed through the converter mouth, and at the same 
time enrich the matte. Such a concentrate is that produced by the 
Miami Copper Co., and which was treated in this manner by the 
Cananea Consolidated Copper Co. 

In view of the great future this practice has, large converters that 
can utilize efficiently and at moderate air pressure very large volumes 
of air will undoubtedly find increasing application in copper-smelting” 


works. 
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Tuyere Bottom. 

In Fig. 24 this bottom is made up of segments and held in place by a 
series of inverted arches. These arches will be tightened by the 
hydrostatic pressure of the matte, “ white metal,” or blister-copper; 
this pressure will correspond to that exerted by a column of liquid of 
the same height as the height of these arches. This pressure is about 
4 lb. per square inch for matte and a total of about 1,700 Ib. per arch. 
It may increase to nearly 7 lb. per square inch and 3,000 lb. per arch 
with blister copper. A better method of constructing the tuyere 
bottoms is that used by Thomas steel works, and as they have had 34 
years’ experience in the use of basic linings, their practice can be fol- 
lowed with profit., These bottoms are preferably made as a monolith 
and pressed into place with a hydraulic ram. A number of these are 
kept on hand, and the converter is so designed that they can be 
inserted and removed through the wind box. The distribution of so 
large a volume of air through this bottom, coupled with the low tem- 
perature at which a copper converter is blown, should not be without 
beneficial influence on the life of the bottom, as it should be cooled 
sufficiently to prevent too rapid erosion. After all, it is the magnesite 
consumption and cost per ton of copper that counts, and if by increas- 
ing the speed of converting the life of the lining should be decreased, 
consumption per ton of copper does not necessarily have to increase. 
In Thomas converters they treat tonnages with a converting speed 
that has as yet not been equaled in any copper-converting plant, and 
while their magnesite bottoms go faster, the consumption of mag- 
nesite per ton of steel is not greater than that per ton of copper in 
copper converters. It should be borne in mind that the work is very 
much more severe, with temperatures of 1,600° C. toward the end of 
the blow. This matter of constructing the tuyere bottoms I shall 
discuss more fully in my paper referred to above. 

The building of so large a converter and the great increase in con- 
verting speed made possible thereby is undoubtedly one of the most 
important recent advances in copper metallurgy, and a great deal of 
credit is due Messrs. Wheeler and Krejci for their achievement. 

With this large converter making possible the use of large air 
volume at low pressure they are nearer the realization of John Holl- 
way’s ambition to smelt pyrite ores in the “converter” without the 
use of fuel save that furnished by the pyrite. 


Repick R. Moorr, Mexico City, Mexico (communication to the 
Secretary *):—Messrs. Wheeler and Krejci have given an extremely 


* Received Sept. 18, 1913. 
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valuable history of the development of converter practice at Great 
Falls, Mont., and a réswmé of the experiments which have led up to 
their present practice, which may be characterized as large upright 
converter vessels with basic lining and large tuyere area—the latter 
obtained by greatly increasing the diameter of the tuyeres as well as 
their number. They, however, do not give any data as to matte and 
slag analyses, blast pressure, utilization of blast volume (piston dis- 
placement), interior area of the tuyeres after protracted use, nor fre- 
quency of punching and size of punch bars used. 

It seems to me that the addition of these figures would complete 
and enhance the value of their paper. 

There must be suflicient blast pressure to overcome the static head 
of the column of matte and slag in the converter vessel and the fric- 
tion head in tuyeres and pipes, together with an excess as a safety 
factor. 

Excessive blast pressure results in a loss of both power and air efli- 
ciency (the latter on account of excessive leakages), and also, with 
tamped linings, in irregular wear. 

At Aguascalientes, in 1904, experiments were made to determine 
the effect of enlarging the tuyere area, with a view to the reduction 
of power costs, and to determine the height of matte column above 
the level of the tuyeres necessary to secure the utilization of the 
oxygen of the blast. 

The results of these experiments were presented to the Institute in 
a paper written in 1907, but not published. Briefly, the enlargement 
of the tuyeres to 1.25 in. in diameter, from about 0.75 in., resulted in 
a reduction of the blast pressure from about 18 Ib. to about 12 Ib., 
and an increase in production of about 20 per cent., maintaining the 
same engine speed. At the same time the life of the acid lining was 
increased greatly on account of more even wear and the absence of 
float silica. 

Tuyeres 1.5 in. in diameter proved unsuccessful, as they weakened 
the lining too much and the end ones filled up in turning up to blow. 

To secure the benefits of the enlarged tuyeres it was necessary to 
punch them frequently with a bar nearly the size of their diameter. 
The bar used was 0.75 in. in diameter with a head about 1} in. in 
diameter. 

The Aguascalientes converters were 8 ft. in diameter by 16 ft. up- 
right, acid lined, and when newly lined were 8 ft. in diameter at the 


tuyeres. 
The utilization of the oxygen of the blast (engine displacement) 
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varied from 67 to 83 per cent., with an average of six tests of about 
75 per cent. 

The delivery of air by the engine, as calculated from “ cards” of 
the air end by the Master Mechanic, was 93 per cent. of the displace- 
ment. 

It was calculated from the results of measurements and weights 
that with 6 in. of matte above the tuyeres the utilization of the 
oxygen of the blast was practically complete in these converters with 
an engine displacement of 5,600 cu. ft. per minute; barometer, 23.6 
in.; temperature, 33° C. 

The reduction of blast pressure was not in proportion to the in- 
crease in nominal tuyere area, even when punching with 14-in. headed 
rods, because of the formation of crusts in the tuyeres near their 
mouths and the formation of ‘noses,’ but the results were very: 
gratifying. 

The analyses given by Wheeler and Krejci (pp. 530 to 532) do 
not seem to conform to the theoretical. The table shows the ordi- 
nary converter reactions, together with the gases resulting if the 
oxygen of the blast is completely utilized for combustion. 

~The predominating reactions in the first or slagging period of con- 
verting copper-mattes are IL and III of the accompanying Table I, 
while the subsidiary reactions I, IV, V, VI, VII, X, XIII, and XV to 
XXI, are going on simultaneously. 

As the formation of Fe,O,, as shown by the products, is in excess 
of the reaction IV, the average gases for the period should contain 
more than 13.04 per cent. of SO, by volume and less than 13.90 per 
cent. In the second period of converting (white metal to copper) the 
predominating reactions are VIII and IX, while the subsidiary re- 
actions XI, XII, XIV, XVI, and XVIII are going on simultaneously, 
As the formation of Cu,O, as shown by the products, is in excess of 
the reaction XI, the average gases for the period should contain less 
than 20.8 per cent. of SO, and more than 19 per cent. 

Throughout the operation the gases should contain free volatilized 
sulphur, PbS, ZnS, and AsS, as shown by the equations I, XVI, XVII, 
XVIII, and XIX. 

With volumes of from 5,000 to 12,000 cu. ft. of air per minute 
(engine displacement), I have determined qualitatively the presence 
of these compounds in the converter gases. This is evidence that 
there was a complete utilization of the oxygen of the blast. 

I have previously explained my reasons for believing that there is 
no SO, in converter gases." 


Engineering and Mining Journal, vol. xe., No. 6, p. 264 (Aug. 6, 1910). 
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A great many of the analyses given show wide differences from the 
theoretical and Wwe are forced to the conclusion that either the theory 
is wrong or the analyses are wrong, 

Not having any slag analyses, it is impossible to calculate any value 
for the CO, in the gases from the decomposition of carbonates, but 
from the slag analyses of a previous period, showing ouly 0.7 per cent. 
of CaO in the slag, it would seem that the CO, in the gases would be 
a negligible quantity. 

The CO, from the atmosphere would be undeterminable by the 
ordinary methods of gas analysis. 

It would seem to be very desirable to rigorously verify the analyses 
or determine the sources of error. 


Table I.— Converter Reactions. 


—= 
| 8 | Gas. 
| = | S02. N 
> 

Per Per 

Cent Cent. 
I. 5 FeS + Heat OES PAS snce ousee es save csstiovonseses Sy liee eden cee seeseeriee 
Kes, + CoS 4-0, == 5 FeO + CaS 1 4 80,....... le. 13.90 | 86.1 
IIL Fe,S, + 0,, SS 2 MeO a Ne 45 4 BOg-ca ee ten: | 13.04| 86.9 
IV. 2 Fe,O, + Cu,S = 6 FeO =F City ++ SOj...--scceccsesees loos ++} 100.00 |.....40.. 
V. Fe,O, + Fe,S, SEO ARN BS, Mrcaseo ts tastosen SEA Nekisvesolovestae 
VI. Fes, + Cu, + O, = 5 FeO + Cu,S + 3 SO.............. sees 12.52 | 88.4 
VII. 5 FeS + Cu, NOs Sat OLS ace ene sae cr coun Siete sade lcswasnt ace caomeeelsawae cert 
VIII. Cu,S + 0, Er eas a te, ea 20.8 | 79.2 
IX. 4 Cu.S + O, as En Us rat A os. 5 aavesdecsewe| seteds | 18.52} 81.4 

X.. Cu,O0 ++ FeS,-- Oj, = Cu, + 5 FeO + 4 SOj...0....000cee|eceees | 14.90] 85.1 
XI. 2Cu,0 + Cu,S Sey cee <a io pare iin i (00:00) tae, 
IL Ga, 4-0 LE ei, ee ea ered eet 100.0 
XIIL Fe +0 eH CUS CRb alae scsec te vente che eces dc tcctatecnloitenelince ceeueete 100.0 
XIV. Cu,S + H,O0 = CuO + HS.......ccscceressesssseeserseeeleescseseee|eneeeenes 
XV. Fes + HO = Feo A Bs ae A i eas gp eset ceca 
XVI. 2H,S +58 ao ¥ Nateactivserentces: rcs teaed if letsstesaeaeileeesseess 
XVI. 3 ZnS ¢ at = 2 ZnO + ZnS + 2 SOs.ceoce-/Zn8| 14.90 | 85.1 
XVIII. 2 PbS +0, PUGH PISCE SOPe os, PbS | ea ee 
XIX. 3 Fe,As + 10 FeS + 0g = 22 FeO + As,O, +9 SO, + AsS. AsS} 9.80 90.2 
XX. CaCO, + Heat = CaO + CO, Pree en scadmek ate genes cestess [aemeettascotessculldctesnecs 
X XI.» 2 MO + SiO, S= (CAMO) SSO RG EY iss neerencnntrighoraent eringe (abe asessns bos ae 

XXII. S+ 0, AS) See pen ctecsaets venesane Busy saencenees | extees 20.80 | 79. 
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Monolithic Magnetite Linings for Basic Copper Converters.* 
BY ARCHER E. WHEELER AND MILO W. KREJCI, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


Introduction. 


THERE are two general methods in use for the production of 
metallic copper from matte which are worthy of consideration: (1) 
the Welsh blister process, and (2) the converter process.’ 

As practically all of the copper produced to-day is made in con- 
verters, we will give a brief outline of that process before proceeding 
with the special subject of this paper. 

Matte may be roughly defined as a mixture of the sulphides of 
copper, iron, nickel, silver, etc. 

In the converter process this is blown up to metallic copper in a 
modified type of Bessemer converter. 

The conversion of matte consists mainly in, (1) the removal of sul- 
phur in the form of SO,, and (2) the slagging of the iron. 

With this brief statement we come to the two subdivisions of the 
process of converting mattes : 

Converting with acid linings. 

Converting with basic linings. 


Converting with Acid Linings. 

This is carried out by lining the converter with siliceous rock or 
ore, which performs two functions: It protects the iron shell of the 
converter from the molten charge, and it furnishes the silica for 
combining with the iron as it is oxidized from the matte, to form a | 
ferrous silicate. It follows from the second of these functions that 
this siliceous lining must be replaced from time to time, and in prac- 
tice it has been necessary to reline converters every 8 to 40 hr., this 
time varying in different plants and even with different linings in the 
same plant, the life of a lining depending upon the grade of the matte 
treated, and upon the composition, the thickness, the tamping, and 
the drying of the lining. 


* U.S. Patent 1,068,470, process of forming furnace linings, issued July 29, 1913, to 
Archer E. Wheeler and Milo W. Krejei. 
* Peters: Practice of Copper Smelting, p. 460 (1911). 
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The process was modified by the introduction of siliceous ore into 
the converter through the mouth, during its campaign, thus prolong- 
ing the life of the lining by furnishing some of the silica necessary to 
flux the iron. It never became possible in practice to prolong the 
life of the lining more than a few hours, due to the mechanical wear 
and wash of the heavy and hot charge. 

It will thus be seen that the acid lining was expensive and cum- 
bersome. 

Converting with Basie Linings. 

A few years ago basic linings of magnesite brick came into use. 
After the first demonstrations had shown the advantages their use 
spread rapidly, until to-day practically all of the converting of copper 
mattes is in basic-lined converters. 

The principle of the basic lining is very simple and clear: namely, 
the use of a chemically basic material, in order to avoid chemical 
action between the lining on the one hand, and the charge and the 
products of the process, which are also basic, on the other. The 
necessary acid (silica) to carry on the chemical reactions is supplied 
by introducing siliceous ores, or other materials, into the converter, 
either through the mouth or through the tuyeres. 

Although magnesite and other materials had been tried experi- 
mentally at the Boston and Montana Reduction Works at Great Falls, 
basic lining was not introduced permanently until Mar. 9, 1911, after 
it had been in use for a time at Baltimore, Garfield, and Anaconda. 

The usual practice to-day is to use a magnesite-brick lining in the 
shell, varying from 9 to 30 in. in thickness in different parts of the 
converter, the thickest lining being at the tuyeres, on account of the 
intense chemical action and the high temperature at that point. 

Unless the temperature is allowed to become too high there should, 
from a chemical point of view, be no corrosion of the lining. How- 
ever, the converting process does not maintain a uniform temperature 
in the converter, the heat evolved from the chemical reactions being 
different at different stages of the process; and further, the process is 
an intermittent one, a charge being introduced, finished, and poured 
out of the converter, and then a fresh charge introduced, the result 
being varying temperatures, the extreme low temperature occurring 
in the interval between pouring one charge and introducing the next. 
These variations of temperature cause the brick to crack and spawl 
and break off, tending to thin the lining in places. 

Again, if the temperature is allowed to become too high the brick 
become soft, and then mechanical wash and abrasion wear off the 
lining. This latter wear takes place under normal working condi- 


564 MONOLITHIC MAGNETITE LININGS. 


tions, but not to the same extent as when the temperature is too 
high. Thus the theoretically indestructible lining is not practi- 
eally so. 

In order to guard against this wear and protect the brick it was the 
practice to heat the newly lined converter to a bright red heat with 
wood, coal, oil, or other fuel. When it had been brought to the 
proper temperature a charge of matte was blown to white metal in 
another converter and this white metal charged to the new converter, 
and then blown to copper, thus coating the lining with athin layer 
of white metal and copper. This operation was repeated several 
times before the converter was considered ready for the regular ser- 
vice of blowing matte. This did not give very satisfactory results, as 
the melting point of the white metal and copper was low and any 
slight increase over the normal working temperature would result in 
melting off this coating, exposing the brick, which would then wear 
away. That this is not a satisfactory method is attested by the fact 
that there have been many basic linings which have lasted only a 
few days, whereas basic linings properly protected, as described later, 
have lasted over two years and are still in service. 

We very soon deviated from this method of preparing a new con- 
verter to the practice of immediately blowing matte, blowing the 
charge for a few minutes until the temperature approached a dan- 
gerous point, then allowing the charge to stand for 15 or 20 min.,, 
then repeating the treatment, and continuing this cycle of operations 
until the brick had become coated with a layer of matte. This was 
just as good as the white metal treatment, and better from the point 
of view of doing away with the transfer of white metal. 


Monolithic Magnetite Lining or Coating. 


This method of protecting the brick lining of a converter is based 
on the fact that magnetite * is formed in artificial magmas, especially 
where the proportion of silica is low. Any excess of iron over that 
needed to combine with silica is likely to be deposited in the form of 
magnetite. 

The melting point of magnetite is given by various authorities as 
from 1,527° to 1,538° C. The ordinary working temperature in a 
converter will rarely go over 1,200° C. unless improperly operated. 
It will be evident that, if we have a basic coating or covering over 
the brick lining, which coating has a melting point greater than that 
of the charge, and which can be put on at will during the process of 


* Data of Geochemistry, Bulletin No. 491, U. S. Geological Survey, p- 827 (1911). 
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the blow, once a converter is lined, it should never be relined. This 
would be the case if 100 per cent. efficiency were possible. 

The method of applying this lining to converters is as follows: The 
newly lined shell is heated up gradually to a bright red heat and 
charged with liquid matte, preferably of a low grade, say 35 per cent. 
The charge of matte is blown for 10 or 15 min., when the addition 
of cooling material will be found necessary, on account of the increase 
in temperature in the converter. The cooling is performed by the 
addition of cold matte. Alternate blowing and the addition of cold 
matte is continued until the charge is blown to white metal. No ore 
or other siliceous material has been added thus far in the blowing of 
the initial charge of matte, and therefore, with the lack of silica, the 
conditions have been right for the formation of magnetite. 

It will now be observed that the interior of the converter has be- 
come coated with the magnetite formed during the blow. A fresh 
charge of liquid matte is added, together with a little less than the 
requisite amount of silica, and blowing is continued in the regular 
way until the brick lining is thoroughly coated and no brick is ex- 
posed. After this the actual silica required to flux the iron is used. 

Under these conditions the lining should last a very long time, as 
the coating can be maintained by proper regulation of the converting 
temperature and the siliceous charge. 

Should the coating become too thick, the silica of the charge can 
be increased, as well as the temperature, and a portion of the coating 
removed; and vice versa, in case the coating wears off and the brick 
becomes exposed. 

In the blowing of the matte without ore, the iron becomes oxidized 
to Fe,O, and the sulphur to SO,. The working temperature of the 
converter can be kept down to normal by adding cold matte, con- 
verter cleanings, scrap, or ore, the material used depending on the 
operating conditions of the charge. 

A detailed record of the basic converter practice at Great Falls 
up to June 1, 1913, is given in a previous paper.* The following 
table, containing parts of Table IV of the paper referred to, brings 
this information up to date. 


8 Wheeler and Krejci: Great Falls Converter Practice, this volume, p. 486. 
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Record of Basic-Lined Converters. 


j | Total Time 

Converter. 2: Campaign. Elap- Tons _ Operating. _ 

| sed Tons | Charges. | Cu per ‘ 

Class. Bottom. From, To. Days. Cu. Charge. Hr. | Min. 
IV. B Mar. 9, 1911 | June 3, 1912 451 12,216.1 1,026 | DEO 1 947;509 45 
IV. | C | Apr. 29,1911 | Jan. 4, 1912} 251 7,479.1 580 | 12.9 | 4149] 40 
IV. D May 7, 1911 |.Oct. 9, 1913 886 17,246.3 1,314 | 13.1 | 9,756 35 
IV. | A | June 22, 1911 | Oct. 15, 1913 846 20,331.4 1,448 14.0 . 9,986 15 
Gull 3 Noy. 16, 1911 | Dec. 25, 1912 406 8,990.7 640 | 14.0 4,523 50 
Vis | C Mar. 17, 1912 | Apr. 18, 1913 392 5,643 | 445 | 12.7 2,960 10 
View| A | Aug. 8, 1912 | Dec. 17, 1912 137 2,835 8816 | 32.4 656 45 
oIV. B Sept, 12, 1912 | Aug. 2, 1918 325 4,538.2 358 12.7 2,485. 10 
bv. | A | Jan. 20, 1913 | Aug. 28, 1913 219 8,981.9 252.53] 35.5 | 2,122 15 
elit, |} 3 Mar. 28, 1913 | June 1, 1913b 70 404.2 33 12.3 251 50 


b Still running on this campaign. 
c These two runs are really parts of the same campaign. The converter was shut down 
on Dec. 25, 1912, to change the tuyeres for experimental purposes. 


During October, 1918, all of the Class IV or 12-ft. converters were 
abandoned, the plant reaching that point in reconstruction where the 
new 20-ft. converters were used entirely. All the converters referred 
to in the preceding table as operating in October, 1913, were aban- 
doned while still in operating condition. 

If it is desired to learn the performance of the converters listed 
above in terms of matte treated, the “Tons Cu” should be multi- 
plied by 3.2. The result will be approximately the tons of matte 
treated. . 

We believe these figures show greater duty per lining than other 
basic-lined converters, and we attribute it primarily to the monolithic 
magnetite lining, properly handled. We even believe that it will be 
possible to use a cheaper original lining than the magnesite and have 
made some experiments along that line, but it has not yet been demon- 
strated to our satisfaction. 
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XIII. Conciusion . 
I. IntrrRopuctTion. 


In the summer of 1909 the Boston & Montana reduction department 
of the Anaconda Copper Mining Co. completed a new flue system, at a 
cost of about $1,100,000, and as this includes the largest and highest 
chimney in the world, and some new features of flue construction, a de- 
scription will be of interest. 

At the Spokane meeting of the Institute in September, 1909, a brief 
mention was made of this flue system, in discussing Mr. Brunton’s presi- 
dential paper on the Progress of Metallurgy in the West, and a promise 
was given that when a long enough time had elapsed, so that operating 
results could be given, a paper would be offered. 

The smelting plant includes blast furnaces, MacDougall roasters, gas- 


fired reverberatories, and converters. 
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II. CHARACTER OF THE ORE. 


The ore treated comes from Butte, where two classes are made in 
mining, the first class going to the blast furnaces, and the second to the 


concentrator. Partial analyses follow: 

cer ae Ova Nee OueAG Pe Per Sent: Per oe Moreen pee 
irstrelasssee rere 6.06 2.0 0.015 51.2 13.6 Wes 8.1 | 0.30 
Second class...... 3.55 1.26 | 0.008 58.5 9.4 136 C1 ie} Ost 


The copper-bearing minerals include chalcocite, enargite, bornite, 
covellite, tetrahedrite, tennantite, and chalcopyrite,—but the most abun- 
dant is chalcocite. Sphalerite and galenite also are found, and in some 
of the Butte mines these minerals occur in considerable quantities. Pyrite 
is a very abundant mineral, ranging from 20 per cent. of the weight of 
second-class ore to 30 per cent. of the first class. The principal country 
rock of the Butte district is quartz-monzonite, and the gangue of the 
copper-ore deposits is made up of quartz and highly altered monzonite. 

The following analysis will show the composition of the ore and of the 
unaltered country rock: 


ORE QuartTz-MonzoniTE ! 
Per Cent Per Cent. 

CU dS hatnd ee cee er ee tee 3.20" 0 TUE ch ee eee 

SA: Bop Soe oc) ld na ofteticc ote Meee AAs Aa een ie ea 0.37%... 2s ieee eee 

Se ein 8 of ce oe Se ee 0.025)" Sick eke a ee 

Se OEE ee See us lee 11.12 Or We Pee oe 
Fe vit jatteitat eWal-e arora) Jatt: -arim Vabtehdhrat “cbt ieee lnn acai oieceaés ga eae ame 9.30 FeO; Ls 96 
: FeO 2.83 
SiOs Hy. bes ea ote eek Ce ae 58.45 64.03 
Ala O aisle tisns as us Cae ee eee 11.90 15.58 
NO ire ter Wann 2 Oe oy a Rt AT OF Sd SRL RR 0.15 4.20 
MgO sce Sk Sal g, usta ht ey Caen > e e 0.25 2.15 
KO Bp See oc eh orton ees ect  ee ea) 2.34 4.11 
NaaOe ohn anike tac iek dee ee eee ae OSL 2¢6 
RIOD, Fiasco sg sas fap sina Pea ea ee ee | ae 0.60 
Bg cis aside via ss Sov or evar a ene bane Re AR ast ae ae ee ne 0.18 
MEO aha Baral hea 4 ue ace ee rate ee ene CIES Ono 0.11 
Ba onic cous dn tes Reet mee ge te det, ae hee 0.07 
BIO ee Tiss ceca svg BRU ne Oe ee 0.04 
HO below U0° Co eee ae eee 0.02 0.20 
EO abowa 110° CG. oo.) ake ee ee 0.15 0.73 


The sample of ore taken for this analysis covers about 90,000 tons of 
second-class or concentrating ore, received in Great Falls during the month 
of March, 1913, from the Mountain View, Pennsylvania, Leonard and 


‘Walter Harvey Weed, Geology and Ore Deposits of Butte, Mont., Professional 
Payer No. 74, U.S. Geological Survey, p. 35 (1912). 
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Tramway mines, and may therefore be taken as representative in char- 


acter. Leaving out the copper, arsenic, antimony, sulphur and iron, we 
have: 


Per Cent. 

OTL Nites Stag” SEES SR 58.45 
1 MAE Ba Soc th ie eid ie bt cae ea ace a 11.90 
CBW Rea 2 Rn ape ee, ee oe 0.15 
Ie ONS Scars 2k a oc aie cee i ae cr eee 0.25 
eer er eae ee ee Ws the i SE ae 2.34 
Decne) Sera wae or Re ek ew a MOL 8 0.11 
Piak DOVE E ROMS Meee t see Pree tes ee a ee ahh 0.15 

(3335) 


From this it is seen that the gangue minerals of the ore amount to 
73.35 per cent. of its weight. Recalculating this as 100 per cent., we have 
the following approximate composition of the gangue: 


Per Cent. 

SHO Asis ate ie ta SB eet aia Sa og be en re oe 79.70 
ATO gee es eee ee tN tM fee i 16.22 
CED. os Cee S beebahiy e ak Saeed Se Ee eee ee ee 0.20 
NT eee AOR He eee tae se Re 0.34 
ay Jn Beak <A Se Mia see ete A SA Ae nS a a 3.19 
IIE G Te ge Recep. alias Be ra oe ee oe Onto 
EOP ROO VOCE = Cicp atte i. rent Ay pe eC el es es 0.20 

100.00 


From the concentrator the product of the coarse jigs, amounting to 
about one-third of the entire output of the mill, goes to the blast furnaces, 
but the fine concentrate goes to MacDougall roasters, and thence into 
the reverberatories. Partial analyses of these products are given below: 


Oz. PER Ton 
Per Cent. Per Cent.|Per Cent.|Per Cent.|/Per Cent.|Per Cent. 
Cu SiOz Fe Ss AkOs3 CaO 


Coarse concentrate} 12.16 3.9 0.019 20.7 25.9 33.8 4.4 Oss 
Fine concentrate..| 8.84 3.0 0.021 18.1 28.5 35.9 Des 0.3 


Tables I and II give the results of screen tests on first-class ore, on 
fine concentrate, and on flue dust, from the main flue chamber. 
The test on the flue dust shows that all of it is finer than 0.5 mm., 
and when we consider the tests on the ore and find that from 7 to 10 
per cent. is less than 0.5 mm. in size, it is apparent that much fine ma- 

terial would inevitably pass out of the blast furnaces into the flues. 

In the case of the MacDougall roasters, a considerable production of 
flue dust would naturally be expected, as they treat fine concentrate, 55 
per cent. of which will pass through a screen with 0.5 mm. holes. 
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Ill. Oup Five System. 


The arrangement of flues in use prior to 1909 is shown in Plate I. 
Waste gases from the various furnaces entered three main flues, through 
which they were conducted to the chimney which is 186 ft. high by 20 ft. 
inside diameter, and stands on a hill, about 1,300 ft. from the main smelter 
building. These flues were built about three-fourths underground, the 
walls being of rubble masonry, and having a 9-in. semi-circular brick arch 
roof. The cross-sectional area of flues Nos. 1 and 2 was 119 sq. ft. each; 
of No. 8 flue 152.6 sq. ft., making a total of 390.5 sq. ft., against a chimney 
area of 314 sq. ft. 

Under normal conditions of operation, flues Nos. 1 and 2 carried the 
blast-furnace gases and a part of the reverberatory gases. Flue No. 3 
carried the MacDougall and converter gases and the remainder of the 
reverberatory gases. 

Door openings 3 ft. 2 in. by 5 ft., with cast-iron frames and doors, 
were built in the walls of each flue at irregular intervals of from 100 to 
200 ft., for use in cleaning out the dust, which, after accumulating to a 
depth of several feet, would seriously throttle the draft on furnaces. No 
provision was made for removing the dust while the furnaces were in 
operation, so that it was necessary to shut them down at least once per 
year in order to clean out the flues. At such times all men available 
were pressed into service and the work continued on three shifts, night and 
day, until it was completed. The flues were always hot, causing the 
men to perspire; the dust stirred up in shoveling was very irritating 
to the skin, and the work was in general always a source of annoyance 
to the management and of dissatisfaction among the men. 

In order to hasten the work, the dust was simply wheeled to the out- 
side of the flue and dumped in piles on the ground. Later, it was taken 
to the furnaces, involving extra handling and expense. 

The so-called dust chambers near the MacDougall furnaces and blast 
furnaces were little more than header flues. Only the heavier particles 
of dust settled in them, and, while this amounted to a considerable 
tonnage, it was only a small percentage of the dust produced by the- 
furnaces. The same may be said of the main dust chamber, through 
which the gases from the MacDougall furnaces and converters passed. 
Each of these chambers was so arranged that the dust could be drawn 
out while the furnaces were in operation. 

The dust from the blast-furnace chamber was drawn into wheelbar- 
rows, elevated and wheeled to a bin, from which it could be drawn into 
reverberatory charge cars. Dust from the MacDougall-furnace flue was 
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drawn into regular calcine cars, pushed by hand to a transfer car and 
delivered to reverberatory charge hoppers. Dust from the main chamber 
was drawn from chutes on either side into push cars which were then 
lowered on an elevator to the reverberatory charge-floor level and 
pushed by hand to a transfer car and delivered to the charge hoppers. 
This main chamber was so wide that only a part of the dust could be 
drawn out, making it necessary to shovel a large amount of it in order to 
give the chamber a thorough cleaning out. 

From this it will be seen that, not only were the flues and dust chambers 
on the old flue system inadequate to settle and collect the dust being 
produced by the furnaces, but the method of handling the dust was crude 
and expensive. 

Numerous observations were made to determine the draft, temperature 
and velocity in the old flues. The results varied widely, depending upon 
the number of furnaces in operation, the atmospheric conditions, and the 
amount of dust in the flues; but the following table may be taken as a 
fair average under normal operations. 


Point A—Nerar Dust CHAMBER Point B—NeEar Base or CHIMNEY 
Free No | Brat, lrompozstor] Vlgiey =| alts [remngzatre) Vlg i 
In. Water _ per Min. In. Water : per Min. 
1 0.97 511 2230 0.61 476 2330 
2 1.06 555 1730 0.33 516 1650 
3 0.66 467 2840 0.40 458 2500 


Temperature of atmosphere 39° F.; barometer, 26.8. 


During a 21-day test on No. 3 flue gases, observations were taken 
every hour on the velocity, temperature and draft in each flue, at about: 
the location of the point C, Plate I, with results as follows: 


Draft Volume G 
F No. Read wh : ity 100° 
is a in, Wate Soe fH per Me ee 
1 0.883 490 2,470 247,800 
2 0.96 555 1,750 172,000 
3 0.624 465 3,000 377,000 
LORALY | Scns sol Sie a thai genannten 796,800 


Average temperature of atmosphere, 39° F.; average barometer, 26.94. 
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The total draft energy in the old flue system, when all flues were in 
operation, was used up in about the proportion indicated in the following 
tabulation: 


Loss In In. Water 


‘ Flue No. 1 Flue No. 2 Flue No. 3 
Loss from furnace inlet to point A............... 1.53 1.69 1.04 
SUOSSLrom, POInt<AY tO Polnh Bis. ca. oe ae «twine es 0.58 0.24 0.78 
Loss from point B to top of chimney............ 0.40 0.58 0.67 
Head equivalent of velocity of escaping gases... . 0.23 0.23 0.23 
Lotal-theoretical draft. ....<tc steeds: 2.69 2.74 Daie 


During conditions described above the gases from four blast furnaces 
and one reverberatory were being handled jointly by flues 1 and 2, while 
No. 3 flue was handling gases from 22 MacDougalls, two reverberatories, 
five converters and three Briickner dryers. 


IV. Tests oN OLp FLUE SYSTEM. 
1. Aspiration Tests. 


In the year 1900, soon after the capacity of the plant was increased, 
it became evident that a considerable amount of dust was passing out 
through the chimney and being lost. In 1903, some preliminary tests 
were made to determine, if possible, the amount and value of this material. 
Small quantities of gas were aspirated from the chimney and also from 
the flues. A large number of samples were taken, the amount of gas 
handled in each varying from 50 to 1,000 cu. ft. The velocity in the 
flues at this time was estimated by inserting pieces of newspapers in the 
flue and noting the time required for them to appear at the top of the 
chimney. Paper was inserted at different times at various points along 
the flue and an average of all observations taken. These estimates were 
later found to be only about 60 per cent. of the true velocity. 

On account of the small quantity of gas handled, and the method of 
sampling, the results were not considered reliable, and in 1904 tests were 


started on a larger scale. 


2. Tests with Steel Settling Chamber. 


By means of an exhaust fan, gas was drawn from the flue, through a 
steel pipe 30 in. in diameter and 105 ft. long. ‘This pipe was considered 
‘to be the settling chamber, and was connected to the flue by a smaller 
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pipe, on the end of which an elbow was so arranged that its open end 
faced the current of gas in the flue. In all, 31 tests were made with this 
arrangement, including tests on each of the old flues. The actual con- 
tinuous running time of each varied from 28 to 42 hr., the average being 
about 35 hr. The velocity in the settling chamber for a given test was 
kept as nearly uniform as possible, but was varied for the different tests 
from 30 to 300 ft. per minute. After each test run was finished, the 
settling chamber was cleaned out, the dust weighed, sampled and assayed, 
and a new test started. 

While valuable information was obtained from these tests, the results 
were still unsatisfactory, owing to the great amount of moisture which 
condensed in the pipe. The form and construction of this type of settling 
chamber being so radically different from the construction that would be 
necessary in a chamber of practical size made it hard to draw any conclu- 
sions as to what would be required to collect the dust properly from all 
the smelter gases. 

In order, therefore, to make tests under conditions which would more 
nearly approximate actual working conditions, and at the same time 
to try out several suggested plans for hastening or increasing the settle- 
ment of dust, an experimental flue was constructed of brick. The general 
plan and arrangement of this flue is shown on Plate II. It was 4 ft. wide 
by 4 ft. 6 in. high and 304 ft. long, inside dimensions. As in the case 
of the steel pipe, the gases were drawn through this flue by means of an 
exhaust fan. 

The inlet was through a steel pipe 22 in. in diameter. This pipe entered 
the old flue through the side wall and was fitted with an elbow at the inner 
end, the opening in which faced the current of gas at a point near the 
center of the flue. 

With this general arrangement, 10 tests were made, numbered from 32 
to 41 inclusive. The first eight of these, 32 to 39 inclusive, were made 
on gases drawn from No. 3 flue. During the last two, gases from No. 1 
flue were tested, No. 2 flue being closed. 

Before discussing these tests in detail, it may be of interest to explain 
the general method of conducting them, together with a description of 
the apparatus used for determining the amount and character of the 
gases handled and other physical conditions. 


Testing Apparatus Used. 


Ordinary mercury thermometers were used for determining tem- 
peratures. Those used on the experimental flue were regular glass-stem 
thermometers, 12 to 16 in. in length, and were inserted through a hole in 
the roof, and held by a rubber stopper. Those used on the main flues 
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were long-stem mercury flue thermometers, the stems being about 36 
in. long. 

In measuring velocities, Pitot tubes were employed, a special type being 
developed for this work. In recent years this instrument has come into 
such general use, and its principles have been so thoroughly discussed 
and explained, that any consideration of this phase of the subject seems 
unnecessary for the purposes of this paper. 

While the underlying principle is the same in all its forms, there are 
almost as many types of the instrument as there are experimenters using 
it. It is a well recognized fact that the dynamic- or impact-pressure ele- 
ment of the tube is very easy to construct and manipulate, and that it 
will accurately indicate the velocity of a moving stream or current of 
fluid, provided the open end squarely faces the direction of flow. The 
static-pressure element is the one which requires careful attention. To 
measure the static pressure properly, a form of tube must be used which 
will not be affected by the impact or velocity pressure of the moving 
stream of fluid. : 

Several types of static-pressure end were tested by us. Air from a 
chamber in which the pressure was maintained practically constant was 
passed through a well-rounded orifice into a pipe 12 in. in diameter and 
about 40 ft. long. 

Pitot tubes with different forms of static-pressure end were placed 
in this pipe, and the readings from the static-pressure side were com- 
pared with each other and also the volume of air indicated by each type 
of Pitot tube was compared with the volume calculated as passing through 
the orifice. 

The form of pressure end finally adopted by us is shown in Plate ITI. 
It consists of an oval brass plate 2.5 by 4 in. by about 7s in. thick, having 
the edges beveled on top. In the center and on the long axis of this plate, 
a slot is cut ¢¢ in. wide by 2 in. long. This slot communicates with a 
chamber in a light brass casting which is riveted or brazed to the top of 
plate as shown. The tube leading from this chamber to the manometer 
may be of any suitable form. For use in small flues or pipes all parts 
of the instrument should be kept as small and light as possible, consistent 
with strength, so as to offer the least possible resistance to the flow of. 
gases. When placed in a jet of air from a nozzle in the side of a chamber 
in which the pressure was 12 Ib. per sq. in. gauge, which corresponds to 
a velocity of about 850 ft. per second, this form of pressure end shows no 
appreciable reading on the manometer. 

Assuming that the pressure energy under such conditions is all con- 
verted into velocity, the conclusion is reached that this type of pressure 
end will correctly indicate the static pressure and is not affected by 
velocity. It is to be understood, of course, that the tube is to be so placed 
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that the direction of flow of the moving stream of gas or air is parallel 
to the bottom plane of the plate and to the slot in the plate. 

Other types of pressure end tested, when similarly placed in an air 
jet, showed readings on the manometer of from minus 84 in. of water, 
for a straight open-end tube, to plus 3 in. of water, for a tube having on 
its end a thin circular plate 4 in. in diameter. 

The type of pressure end designed and used by Capt. D. W. Taylor, 
naval constructor, in his Experiments with Ventilating Fans and Pipes,' 
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was among those tested and was found to be very accurate and, in fact, 
has been frequently used by us in determining the velocity of air in pipes, 
etc., but this type was not considered as well adapted for work in connec- 
tion with flue gases as the type which we used. 

In connection with the work of testing Pitot tubes, we also made some 
observations to determine the average velocity over the whole sectional 
area of a pipe, and the percentage which this velocity is of the velocity 
at the center of pipe. The pipe was assumed to be divided into a number 
of concentric rings, the area of each being multiplied by the average ve- 
locity in it as determined by the Pitot tube. These observations indicated 


1 Transactions Society of Naval Architects and Marine Engineers, Vol. XIII (1905). 
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that for a 12-in. pipe the average velocity of the whole cross-section is 
89.6 per cent. of the central velocity. ; 

‘This. value, however, was seldom used for calculations on our tests. 
Instead of taking one reading at the center of a pipe or flue, we used 
a Pitot tube having five impact points and one static-pressure. point, 


Copper tubing 
Taf O.D: to 4’ .D. 


| Iron stopper 


File tubes a 
little flat to 
prevent 
turning 


Area _ | Area _,, 
152,05°"( 152,05° 


_— Fine binding wire 


Puate [V.—Impact Enp or Pitor TuBE FoR 22-1N. PIPE. 


the assumption being that the static pressure was practically the same 
at all points in the flue or pipe. Plate IV shows the arrangement and con- 
struction of the tube as designed for use in a 22-in. pipe. For the main 
flues, 0.25-in. gas pipes of the required length, having a 90° bend at the 
lower end, were used. These were not nested together as in the case of 
the tube for pipe work, but were inserted independently at points where 
it was thought a good average velocity would be obtained. Plate XX XVIII 
shows the location and arrangement of these tubes. 
For use in connection with this multiple-point Pitot tube, we designed 
and, so far as we know, put into use for the first time what we have called 
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an automatic averaging manometer. This instrument is shown in Plate 
V, Fig. 1. The construction of this manometer is clearly indicated in 
the illustration and needs little further explanation. The first instrument 
was made of cast iron, but this soon corroded and filled the liquid with 
rust, which so clogged and clouded the glass tube that accurate readings 
could not be made, so that it was necessary to’ construct it of brass. Each 
of the chambers in the main body of the instrument must be of the same 
and of uniform diameter. The diameter of these chambers is made large 
in proportion to the diameter of the glass tube on which readings are 
taken, so that, within reasonable limits, the variation in level in these 
chambers may be neglected and the total reading obtained on one leg of the 
instrument. The various points of the Pitot tube were connected to the 
manometer by means of pure gum-rubber tubing, care being taken to see 
that good joints were made. This instrument is easy to operate and 
requires little attention. It is defective in that the velocity head which 
it indicates is the arithmetical average of velocity heads at the several 
points of the Pitot tube, while the true average velocity varies as the 
square root of the heads. The difference in these two values, however, 
is small for velocities such as those with which we were dealing, and we 
thought it more accurate to use five points in this way than to use one 
central point and apply an arbitrary factor for obtaining an average. 

To calculate the velocity from the reading given by a Pitot tube, the 
general formula 


V? = 2gh / 


may be used for velocities up to 5,000 or 6,000 ft. per minute, unless ex- 
treme accuracy is desired. For higher velocities or for very accurate 
work a more exact and complicated formula may be used.’ 

In the above formula 

V =velocity in feet per second. 

g=acceleration due to gravity =32.16. ao ; 

h=the height of a column of air or gas, the velocity of which is being measured, 

equivalent in weight to a column of like sectional area of the liquid used in the 
manometer, and of height equal to the manometer reading. 

In our work, we used grain alcohol in the manometer. Being less dense, 
this liquid works more freely than water in a small glass tube and for the 
same reason gives a larger reading which is an advantage where low veloc- 
ities are being measured. ; 

In connection with single-point Pitot tubes, and for taking draft read- 
ings, frictional resistances, etc., we used a manometer similar to that 
illustrated by Fig. 2, Plate V. It will be noted that one leg of this 


1 See article on Experiments on Ventilating Fans and Pipes, by D. W. Taylor, Trans- 
actions Society Naval Architects and Marine Engineers, Vol. XIII (1905). 
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manometer is made larger in diameter, so that the movement in it may be 
neglected, the total reading being obtained on the small leg. 

Barometric pressures were obtained from a standard recording aneroid 
barometer. 

3. Test with Experimental Brick Flue. 

Referring again to Plate II., showing general arrangement of experi- 
mental brick flue: Thermometers were inserted through the roof of flue, 
as shown, at intervals of approximately 50 ft. Temperatures as well as 
velocities were taken in the inlet and outlet pipes at points indicated, as 
well as in the main flue. After a test was started the exhaust fan was 
kept in continuous operation, day and night, until it was completed, 
observations of temperature, velocity, etc., being taken every hour. 

For the purpose of determining the rate of settlement as well as the 
character of the dust at different points in the flue, it was divided into 
six sections, the first five of which, numbered from the inlet end, were 
50 ft. long each, the last or sixth section being 54 ft. long. At the end of 
each test the dust was cleaned out, weighed and sampled by sections. 

During test No. 32, there were no baffles or obstructions of any kind 
placed in the flue, the full cross-sectional area being clear and:open as 
built. 

During test No. 33, surface plates similar to Freudenberg plates! were 
hung in the flue for a distance of 170 ft., beginning about 8 ft. from the 
inlet end. The number and arrangement of these plates is shown on 
Plate VI, Fig. 1. These plates were thin copper sheets such as are used 
in our electrolytic refinery for starting sheets. It will be noted that in 
the space filled with sheets, a baffle plate 8 in. high was placed on the floor 
every 10 ft. 

Test No. 34 was with an open flue, the conditions in every respect being 
as nearly as possible a duplicate of those in test No. 32. 

For test No. 35, baffle plates were hung in the flue, the arrangement 
being as indicated on Plate VI, Fig. 2. There was a total of 184 ft. of 
the flue filled with these plates, arranged in two divisions. 

The first division started 8 ft. from the inlet end of the flue and extended 
for a distance of 92 ft., or to the end of Section 2. Next there was 100 
ft. of clear flue, covering Sections 3 and 4; followed by 92 ft. of baffles, 
covering Section 5 and the greater part of Section 6. 

These baffles were copper sheets 6.25 in. wide, being sheared from the 
surface plates used in test No. 33. A clip was attached to the lower 
end of each plate, through which a rod was passed to engage the stops on 
flue walls and prevent the baffles from swinging. 

In test No. 36, 314in. baffle plates were used throughout the flue, 
with the exception of about 8 ft. at each end. The number and arrange- 


1 For description see Hofman’s Metallurgy of Lead, Sixth Edition, p. 389. 
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ment of baffles for a given section was the same as that shown for the 
6.25-in. baffles; that is, the free area of the flue was reduced only about 
one-fourth instead of one-half. 

Test No. 37 was made to determine the effect on the settlement of dust 
of expansions and contractions of the gases. Two bulkheads were built 
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across the flue at 100 ft. and 200 ft., respectively, from the inlet end. 
In the center of each of these bulkheads, a pipe 18.5 in. in diameter was 
placed, all as shown on Plate VII. The inlet pipe, together with these 
two bulkhead pipes, made in effect, three expansions and contractions. 
Other portions of the flue were clear of any baffles or obstructions. 

Test No. 38 was of a preliminary nature, for the purpose of determining 
the effect of wire baffles' in the settlement of flue dust. This method of 


‘See Hofman’s Me‘allurgy of Lead, Sixth Edition, p. 392. 
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settling flue dust was invented! by Dr. Bernhard Rosing, of Friedrichs- 
hiitte, near Tarnowitz, Prussia, Germany. It was used with good success 
in settling the dust produced by a smeltery at Tarnowitz, but, up to this 
time, had not been used on a large scale in this country. As originally 
designed by Dr. Roésing and used in Germany, the wires were hung in 
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Puate VII.—ARRANGEMENT OF EXPERIMENTAL FLUE FOR EXPANSION AND COoNTRAC- 
TION TESTS. 


small chambers through which the gas passed parallel to the wires, but 
in our work we passed the gas through them at right angles to their 
length. Two 50-ft. sections of the flue, viz., No. 3 and No. 6, were hung 
with No. 7, B. & S. gauge copper wires, which extended from near the roof 
to near the floor of the flue and were supported by common poultry net- 
ting. They were spaced at from 2 to 2.25 in. centers. 

For test No. 39, which was the longest test run made, the flue was hung 
with copper wires throughout, with the exception of about 9 ft. at each 
end, making a total of 286 ft. of wire baffles. The wires were supported 
in the same way as for test No. 38, and were spaced the same, at 2 to 
2.25 in. centers. 

For tests Nos. 40 and 41, which were made on gases drawn from No. 1 
flue at a time when it was handling gases from blast furnaces only, the 
number and arrangement of wire baffles was the same as for test No. 39. 

During all tests, the 22-in. inlet pipe was boxed in and lagged with 


1 Flue-Dust Collector, U. S. Letters Patent 432,440. 
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mineral wool, so that the gases would be delivered to the experimental 
flue at as near normal temperature as possible. 

Table III gives a general summary cf the results of tests 32 to 41 
inclusive. In comparing the results of tests in which different kinds of 
baffles were used, consideration must be given to the fact that in tests 
33, 35 and 38, only a part of the flue was equipped with baffles. Direct 
comparisons may be made among tests 32, 34, 36 and 39. Tests 40 and 
41 will be discussed a little later in this paper. 

Table IV presents in more detail the results of test 39. It shows the 
average temperature in each section, as well as the amount of dust 
collected in each, with the analysis of the same. It will be noted that the 
amount of copper decreases from 6.4 per cent. in section 3 to 2.6 per 
cent. in section 4. At the end of this test (No. 39) it was noted that the 
wires in section 1, and about one-half of section 2, were clean and free 
from dust. Beginning at the middle of section 2, there was a deposit 
of dust on the wires, the amount of which gradually increased, the 
maximum deposit being at about the division line between sections 3 and 
4, at which point the overall diameter of wire and dust was about % in. 

A moderate rapping or shaking of the wires was effective in removing 
a larger part of the dust adhering to them. 

A marked difference was noted in the character of the dust adhering 
to the wires in the different sections. Up to about the end of section 4, 
this deposit was of a crystalline character, while, in the following sections, 
it was of a light amorphous nature. 

In addition to the assays shown in Table IV, a more complete assay 
was made on a combined sample made up from the several sections in » 
proportion to the amount of dust collected in each. This assay was 
as follows: 
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xis lable per, Combs. yan eee ee oc ts. ae ee ete a wayne ayasas a 38.2 
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SO; (free.and' combined), "per cent... 2... 2.422 -- +--+. - 


In order to determine the amount of dust escaping from the experi- 
mental flue during test 39, a. measured quantity of gas was aspirated, 
two methods of collecting the dust being used. In one of these methods 
the gas was filtered through a chamber filled with mineral wool, a com- 
paratively large volume being handled, and in the other, it was aspirated 
through absorption bottles which were preceded by a bulb filled with 


mineral wool. 
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The dust collected in each case was weighed and analyzed, and the 
results were found to check very closely. 

Based on these tests, it was estimated that, if all gases being carried by 
No. 3 flue were passed through a wire-baffled chamber similar to the experi- 
mental flue, there would be a loss of 7,320 lb. of dust in 24 hr. Therefore, 
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Puate IX.—RELATIVE EFFICIENCY OF Dust-ARRESTING SCHEMES. 


the total amount of dust estimated as passing out through No. 3 flue per 
24 hr. would be 53,580 + 7,320 = 60,900 Ib., containing 3,580 lb. of 
copper. It was further estimated, based on the results of test 39, that, 
if all the gases carried by No. 3 flue should be passed through a wire- 
baffled flue or chamber under the same conditions of velocity and tempera- 
ture, the recovery would be 86 per cent. of the dust and 96 per cent. of 


the copper. 


’ 


590 THE GREAT FALLS FLUE SYSTEM AND CHIMNEY. 


The curves on Plate IX show more clearly than a table the relative 
merits of the various dust-arresting schemes tested. The horizontal line 
at top designated as “Total Dust in Gases” is based on the results of 
test 39. Assuming that this line represents the total average dust in the 
gases at all times, it may be used as a basis for comparison of the efficiency 
of the various dust-arresting schemes tried out. From these curves an 
estimate may also be made as to the probable length of flue necessary to 
collect a given amount of dust, by the use of any particular scheme, and 
shows that with an open flue an almost infinite length of flue of uniform 
cross-section would be required to effect a recovery equivalent to that 
obtained by the use of wire baffles. It is interesting to note the trend 
of curves representing tests 35 and 38, in which only certain sections of 
the flue were filled with baffles. In the open-sections for these tests the 
curves are approximately parallel with the curves for the open-flue tests. 

Another observation to be made is that the baffle plates effect a more 
rapid settlement of dust than other methods; that is, a higher percentage 
of the total dust is settled in a shorter length of flue, but this is at the 


expense of draft energy, as will be pointed out later. 


The favorable showing made by expansions and contractions in the 
settlement of dust is of considerable interest and indicates that addi- 
tional tests along this line might develop some valuable information. 
The simplicity of the scheme commends it over the more complicated 
baffling methods, the only serious objection being the draft hindrance 
which it introduces. It is possible, however, that a greater number of 
stages, with a lesser percentage of contraction, might give equal efficiency 
and at the same time offer less resistance to the flow of gas. 

Plate X, Fig. 1, shows the relative frictional resistance to the passage 
of gases per 100 ft. of flue, under the conditions of the test. In comparing 
these resistances, consideration must be given to the volume of gas handled 
per unit time for the different tests, the relative amounts of which are 
shown in Fig. 3, while Fig. 4 shows the relative dust collected per unit 
volume of gas and Fig. 2 shows the relative draft readings at outlet end 
of flue, in inches of water. During all of these tests the exhauster was run 
at practically the same speed, the average being about 1,250 rey. per min... 

To determine how the frictional resistance in the wire baffles increased 
as the test progressed, observations were taken from time to time during 
test 39, the results of which are presented in Plate XI. The exhauster 
was run at a practically constant speed of 1,250 rev. per min. The in- 
crease in frictional resistance was effective in reducing the volume of gas 
handled from 9,500 cu. ft. per min. at the beginning of test to 7,100 
cu. ft. on the twentieth day. This loss in volume was partially due to 
a reduction in sectional area on account of the accumulated dust on the 
floor of the flue, which amounted to nearly a foot in depth in some sections. 
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82. Clear Flue. 

28) Surface Plates. 

34. Clear Flue. 

3D. 6.25-in. Baffle Plates. 
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Sie Expansions and Contractions. 
39. Wire Baffles. 
PLATE X. 


Based on velocity determinations made on all main flues during test 
39, the total gas discharged from the smelter at that time was as follows: 


— . Average Observed | Cu. Ft. per Min. Weight 
Firur NUMBER Temp. F°. | at Observed Temp. Lb. 


| 
1 490 | 273,730 10,200 
2 555 203,000 7,080 
3 465 405,500 15,520 


If all these gases were combined in one main flue, the resulting tempera- 
ture would be 490° F., at which the volume would be 880,300 cu. ft. per min. 


4. Tests on Blast-Furnace Gases. 


As already stated, tests 40 and 41 were made on blast-furnace gases 
only. The experimental brick flue, hung with wire baffles throughout, 
was used in these tests, the arrangement being similar in every respect 
to that employed in test 39, with the exception that baffle plates 8 in. 
high were placed on the floor at 10-ft. intervals, in the last 100 ft. of flue. 
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Information on two points was sought in these tests. First, a determina- 
tion of the efficiency of wire baffles in the settlement of blast furnace 
flue dust; and second, to determine, if possible, what percentage of the 
briquettes being treated in the blast furnaces was being lost in flue dust. 

Previous preliminary tests on blast-furnace gases had indicated that 
the dust carried by them was more difficult to collect than that contained 
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in the roaster gases. This conclusion was further confirmed by the present 
tests. It was evident that some dust was escaping from the experimental 
flue. To determine the amount so escaping, tests were made similar to 
those carried on during test 39. Even after filtering the gases through 
mineral wool, there seemed to be a slight amount of dust still escaping. 
Assuming, however, that practically all of the dust was recovered in the 
mineral-wool filter, calculations were made showing the percentage of 
total dust which was collected in the experimental flue. These results 
are shown in Table V, in parallel comparison with similar results for 
test 39, which was made on roaster gases. 
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Taste V.—General Comparison of Results and Conditions for Tests 39, 


49 and 41. 
TEsts 
' 39 40 41 

Average temperature in main flue, F°............ 465 549 623 ° 
Average temperature in Sec. 1, Exp. flue, F°......) 449 490 540 
Average temperature in Sec. 6, Exp. flue, F°...... 311 297 335 
Average temperature of atmosphere, F°.......... 39 45 55 
Average velocity in Exp. flue, ft. per min........ / 600 450 470) 
Dust recovered in Exp. flue, per cent. of total... .) 86 81 80 
Copper recovered in Exp. flue, per cent. of total. . 96 90 91 
Average per cent. Cu in dust escaping from Exp. flue) 1.65 2.9 2.5: 
Average per cent. SO; in dust escaping from Exp.) 

Hoek ot A ee Rt ee Seay Tapes 5 ee 45.1 sh ge 9.2 


It will be noted that the initial temperature of the gases is higher for 
tests 40 and 41 than for No. 39, which is believed to materially reduce 
the rate of settlement of dust. While no screening tests were made, the 
blast furnace dust seemed to be decidedly finer and dryer than the roaster 
dust, and did not adhere to the wire baffles as readily. The wires were 
practically clear of dust up to about the middle of the flue, and had only 
a light deposit for the last, or upper, half of flue. This deposit was readily 
dislodged by rapping or shaking the wires. The final temperature in 
tests 40 and 41 was low on account of an excess air leakage into the ex- 
perimental flue. 


Briquettes as Dust Producers. 


During test 40 the furnaces were operated under normal conditions, 
no briquettes being included in the charge. During test 41 the operating 
conditions were as nearly like those for test 40 as possible, but about. 
12.5 per cent. of the charge was composed of briquettes. During both 
tests the furnaces were working well, the tonnage smelted being in general 
above the average. Practically all briquettes were charged to the fur- 
naces directly from the machine, which was a Chambers auger brick 
machine with automatic wire cutoff. There was a small quantity which 
had been on hand for several days, but these were piled so that they would 
dry out very little. The average amount of moisture contained in the 
briquettes was 13 per cent., and they were of the following general com- 


position: 


Per Cent. 
Copper precipitate. 2... 60. e ieee cee eee nett eee es 1 31 
os aa ese a Oe AP Re eee a ee 47.17 
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The following table shows the amount of each class of material treated 
during the tests: 


| Test 40 Test 41 
Time represented by aye | 
‘Sreated, Yrjcer. tistelence atl eeters | 167.75 166.00 
Actual running time of test, hr.. - | 165. 42 164. 92 
Average blast pressure, 02Z........ | 38.3 41.3 
Wet Per Cent. Wet Per Cent. 
Weight of Weight of 
Tons Charge Tons Charge 
Hirst-Class OfGe or ae see ec eee 3,635.5 32.07 3,148.6 26.57 
Coarse concentrates. :..........- 2,783.9 24.56 2,433.8 20.54 
Briquettess. ve fo os ots been dee ae ae ee 1,477.2 12.46 
Converter slags: usc se eee 1,332.0 Um hee as 1,362.9 11.50 
Tame @ockn ne seta. thee ee ee 3,585.5 31.62 3,428 .7 28.93 
"LO DATS ee reer a eee 11,336.9 |! 100.00 11,851.2 100.00 
Goked. ¢.4 tc aos Sencha aes 1,042.7 9.19 1,025.4 8.65 


Tables VI and VII show the detailed results of these tests. Based 
on these results and on results of tests on gases leaving the experimental 
flue, the total amount of dust in the main flue gases would be as 
follows: 


Test 40 Test 41 
Dust in gases per 24 hr., based on total recovery........ 38,530 105,970 
Dust in gases per 24 hr., based on escaping solids....... 8,700 26,130 
Total per/24 hours. oa. uote oo cere eee 47,230 132,100 


The average weight of new cupreous material treated per 24 hr. during 
test 40 was 918.4 tons. The amount of dust being carried along by the 
main-flue gases per 24 hr. was therefore equivalent to 2.57 per cent. of 
this weight. 
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Applying this percentage to the weight of new cupreous material 
treated per 24 hr. during test 41, exclusive of briquettes, we obtain 41,484 
Ib. Deducting this amount from the total dust per 24 hr. as indicated 
by the test gives a balance of 90,616 lb. of dust per 24 hr. produced by 
the briquettes. 

Since the average dry weight of briquettes charged during the same 
period was 371,660 lb., the conclusion is reached that 24.4 per cent. 
of the material of which they were composed was lost in flue dust. An 
even greater percentage was doubtless carried out of the furnace, some of 
which was recovered from the dust chamber. 

The curves on Plate XII show the rate of deposit and amount of dust 
collected for these two tests. The curve for test 39 is included for com- 
parison. 

The average weight per cubic foot of dust for tests 39, 40 and 41 is as 
follows: 


TxEstr 
39 40 41 
SSR CH ER WS) APA Bie chee peas nos ye erg = ee ees eee DOO 60.8 63.3 
RECITES Ne i cen te at neta oe © eis ais s lans cet 30.5 47.6 35.6 


VY. Desien or NEw FLUE System. 


Having determined the amount and character of gas to be handled 
and tried out various styles of baffles for hastening the settlement of 
dust, the practical problem was then presented of designing a flue system, 
including a chimney, which would carry all furnace gases, effectively 
settle the dust and provide for economically handling the same, allow 
for additional smelter capacity, if desired, and improve the draft condi- 
tions existing with the old system. 

While all of these improvements were highly desirable and necessary 
from an operating standpoint, a further problem of considerable impor- 
tance was the treatment and disposal of waste gases in such a manner 
as to avoid complaints from surrounding property owners. The advan- 
tages are well recognized of discharging smelter gases into the atmosphere 
at as high an elevation as possible, and for the condensation and settle- 
ment of fume, low temperatures are required, thus making a tall chimney 
a practical necessity. 

An important limiting element in the design was the space available 
for locating a flue and dust chamber, of sufficient size to settle the dust 
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and at the same time be reasonably accessible for the removal and transfer 
of dust to the furnaces. 
Considering the various methods tested, having in mind efficiency 


combined with minimum draft hindrance and general practicability, it 
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Puate XII.—Cumunative Dust Curves. 


was decided to use wire baffles and to make the cross-sectional area of 


the main dust chamber such that the velocity through it would not ex- 
ceed 450 ft. per min. 


THE GREAT FALLS FLUE SYSTEM AND CHIMNEY. 599 


Tests for volume and temperature made on individual department 
flues indicated that, if the plant were operated at full capacity and all 
gases were combined in one flue near the furnaces, the volume would be 
about 945,000 cu. ft. per minute at an average temperature of 550° F. 
In addition to this, an allowance was made for an increase of about one- 
third in the capacity of the plant, making a-total of 1,260,000 cu. ft. of 
gas per minute based on old draft conditions. To cover an increased 
volume due to better draft conditions with the new system, we added 
an additional 25 per cent., making a total estimated volume to be handled 
of 1,575,000 cu. ft. of gas per minute. At a velocity of 450 ft. per minute 
this would require a flue having a cross-sectional area of 3,500 sq. ft. The 
dust chamber, as constructed is 176 ft. wide by 21 ft. high inside, there 
being 11 bays 16 ft. wide. The size of the flue connecting the main dust 
chamber to the chimney was established more or less arbitrarily. A 
velocity of about 1,500 ft. per minute was considered desirable, thus re- 
quiring an area of about 1,000 sq. ft. It was therefore decided to build 
a flue 48 ft. wide by 21 ft. high inside dimensions. 

It can scarcely be said that the size of chimney, in so far as the diam- 
eter is concerned, was based on any very definite calculation. Some esti- 
mates were made on the amount of cold air necessary to bring all flue 
gases down to about 300° F., in case it was desired to condense the arsenic 
fumes; an allowance was then made for doubling the capacity of the 
plant, if required, and the diameter finally established at 50 ft. inside at 
the top, on the general principle that, in our experience, the greater part 
of smelter structures had proved too small after a few years’ service and 
had been replaced by larger ones. 

In arriving at the height of the chimney, however, a more definite 
calculation was made. From tests on the old flue system it was estimated 
that, with the better arrangement of flues contemplated in the new system, 
there would be required to overcome the frictional and other losses up 
to the point of entrance to the new dust chamber, a draft energy of 0.97 
in. of water. In like manner, from tests on our experimental flue and 
other observations on the old system, the following total draft require- 
ments were estimated: 

In. of Water 
Draft energy required at entrance of new dust chamber......... 0.97 


Draft energy required in wire-bafHled dust chamber............. 0.85 
Expansion and contraction loss entering and leaving dust cham- ataa 
er ee es NS Pre eee recite ir ehas ranean ais - 
Chimney and flue from dust chamber..........--....+.+++++55 0.96 

AN ONHEN bene tics crt ie ROR I Oa te I ee COO oe Ey one Ta 3.08 


An average temperature of 450° F. was assumed from inlet of dust 
chamber to base of chimney, the height being 146 ft. 
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An average temperature of 350° F. was assumed in the chimney; 
atmosphere temperature 70° F. From these data, and assuming the gases 
to be air, it is found that the 146-ft. rise in flue from dust chamber to base 
of chimney will produce a draft energy of 0.78 in. of water. Deducting 
this from the total of 3.08 in. as found above leaves 2.3 in. to be pro- 
duced by the new chimney. For an average temperature of 350° in the 
chimney this would require a height of 515 ft. A height of 500 ft. was 
therefore decided upon, but the actual height of the chimney as contracted 
for and built was 506 ft. A question that is sometimes asked is why the 
extra 6 ft. was added. In answer to this it may be explained that when 
specifications were made covering the construction of this chimney, only 
preliminary plans for the flue system had been made. These plans pro- 
vided for an excavation 6 ft. in depth for the flues, at which elevation 
the brickwork for chimney was to begin, and, since it was desired to have 
the chimney 500 ft. above the surface of ground, a height of 506 ft. was 
specified. Later, these plans were changed so that the bottom of flues 
as well as base of chimney was at or slightly above the ground line, but 
the chimney was built 506 ft. high as per original specification. 

The location of the chimney near the site of the old one was practically 
fixed by the topography of the country, while the location and length of 
dust chamber was largely determined, as already stated, by its accessi- 
bility and by the location of other structures and equipment. 

Plate XIII shows a general plan and arrangement of the new system. 
It should be explained at this point that the smeltery end of this plan will 
soon be a matter of history, since the number, size and location of furnaces 
will be entirely changed when reconstruction of the plant, which is now 
well under way, is completed. It does represent, however, the arrange- 
ment and conditions under which the new flue system has been working 
since it was put into operation on June 12, 1909. 

In addition to the parts of the system already described, new depart- 
ment flues were built for the blast furnaces and for the MacDougall 
furnaces. The old converter flue joins the MacDougall furnace flue near 
its entrance to the main uptake. The system is arranged so that the 
reverberatory furnace gases can be bypassed around the main dust 
chamber, or be passed through it as desired. 

All parts of the new system are equipped with hopper bottoms up to 
the dampers at upper end of the main dust chamber, so that the dust can 
be completely cleaned out while the flues are in operation. 

In Plate XII is shown a cross-section through the blast-furnace 
department. Each furnace is connected to the flue by means of a steel 
pipe goose-neck, as shown. The end entering the flue is equipped with 
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a hinged damper which is closed when the furnace is not in operation. 
The tracks under the hoppers in this flue are on the reverberatory-furnace 
charge-floor level, so that the regular calcine trammer’s crew draws and 
trams this dust to the reverberatory furnaces without extra expense for 
labor. A similar arrangement is obtained with the MacDougall furnace 
flue, a cross-section of which is also shown. 

The uptake, which carries the combined converter, MacDougall and 
blast-furnace flue gases, is rectangular in section, being 32 ft. 10 in. long 


Prats XITV.—Urraxkr anp CROSSTAKE. 


by 20 ft. wide, inside dimensions, by 93 ft. 9 in. high from top of hoppers. 
The blast and MacDougall furnace gases enter from opposite sides of 
this uptake, the bottom of the MacDougall flue being about 9 ft. above 
the top of the blast-furnace flue. In order to prevent any baffling action 
of one upon the other and at the same time to help the two gases to mix 
more readily and thus prevent their being carried along their respective 
sides of the flue and dust chamber, a steel plate diaphragm was hung in 
the uptake, which has the effect of causing a layer of blast-furnace gases 
to travel along the bottom of the flue instead of one side, while the 
MacDougall furnace gases will travel along the top. 

A section D-D of the cross-take flue which connects the uptake with 
the main dust chamber is shown in the plate referred to above. The 
entire bottom of this flue is equipped with hoppers, from which the dust 
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is drawn into hoppers on a crane and is thereby transferred to chutes 
leading to the bottom of the uptake flue, where it is drawn out and handled 
in the same manner as described above. Plate XIV gives a general view 
of the uptake and cross-take. 

In the flue connecting the main dust chamber to. the chimney, no 
provision was made for removing the accumulated dust, the bottom being 
simply a level dirt floor, as shown in section E-E. Openings 3 ft. 3 in. by 
5 ft., provided with hinged cast-iron doors, are located about every 110 ft. on 
the east side and about every 240 ft. on the west side. It will be noted from 
the general plan that this flue branches near its upper end, so as to enter 
the chimney at two points 90° apart. The openings in the base of the 
chimney are each 36 ft. high by 15 ft. wide. From the point where the 
flue branches, each leg grows narrower and higher as so to maintain a. 
practically uniform sectional area. Section F-F shows a view of one 
branch, at a point near the chimney entrance. 


VI. Maryn Dust CHAMBER. 


A cross-section and partial longitudinal section of the main dust 
chamber is shown in Plate XV. These sections are taken near the upper 
end of the chamber, in order to show special features of construction 
such as wire-shaking arrangement, cold-air pipes, etc. Other details 
of construction are the same throughout. Plate XVI shows a hopper 
plan of the dust chamber. The part within the dotted lines is hung with 
steel wires spaced at about 2.3 in. center to center, there being a total 
of about 1,200,000 wires, each of which weighs about 1 lb. As indicated 
on the plan, these wires are hung in two groups or divisions, there being 
about 47 ft. of clear flue between them. It will be noted that a clear 
space is left at the inlet end, affording an unobstructed passage for the 
gases to distribute themselves equally over the full width of the chamber. 
The total average length of flue filled with wires is approximately 317 ft. 
There are two sizes of wire used in the first group or division. For a 
distance of about 51 ft. from the inlet end, No. 8 W. & M. wires, 16 ft. 
long are used, the rest being No. 10 wires, 20 ft. long. The second division 
is hung with No. 10 W. & M. wire 20 ft. long. 

At the upper end of the first division of wires, there are 22 pipes. for 
the admission of air in case it should be desired to lower the temperature 
of the flue gases, with a view to condensing fume. 

These pipes are shown on Plate XV and by photograph on Plate 
XVII, which plate also shows other structural details. 

The open space between the two groups of wires is provided in order 
that a thorough intermingling of the cold air and gases can take place 


before entering the second division. 
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It will be noted that 11 of these air pipes enter from the top, or roof, 
of the flue and 11 through the bottom. 

A brick partition wall, on the F line of columns, divides the chamber 
into two parts, there being six panels on the east and five on the west 
side. At each end of the chamber a line of butterfly dampers is provided. 


‘No. 967 1-21-09 j 


PuatE XVII.—View or Coup-Arr Prees, Expansion Joints, AND HoppErRs. 


so that either side, or the whole, of the chamber may be closed to the 
passage of gases. Plate XVIII shows these dampers partially erected. 
They are made of heavy cast-iron plates which are carried by a vertical 
shaft. The step bearing at the bottom is below the floor plate, where 
it is free from dust and can be oiled and inspected. The iooed end of 
the shaft passes out through the roof of dust chamber, each one being 
equipped with a worm wheel, worm, and hand wheel for operating the 
damper. | 
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Guided by the observations mmade in the experimental flue, which 
showed that the dust and condensed fume collected on the wires at tem- 
peratures about 400° and below, the upper division of wires in the new 
chamber was equipped with a device for shaking them in order to remove 
the condensed fume and dust. We estimated that the temperature in 
the first or lower division of wires would be above the point where the 
fume would condense and collect on the wires, but in this we were in 
error. The improved draft conditions provided by the new system 
resulted in the entrance of so much more cold air at the various furnace 
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Prats XVIII.—View or Dampers at Inter End or Dust CHAMBER (Partly erected). 


and flue openings than under the old system, that a temperature of under 
400° F. exists in the first division of wires with the result that there is 
an accumulation of solid matter upon them. In order to remove this 
dust, connections were made to the old stone dust chamber which carries 
the hot reverberatory gases that are normally passed around the new 
chamber. At intervals the lower dampers on one side at a time of the 
new chamber are closed and these gases are turned into that side. This 
results in volatilizing and disintegrating the material on the wires so 
that it breaks up and the greater part of it falls off. 

Plate XIX shows the manner in which the wires are suspended. 
Crimped iron screen cloth 154-in. mesh is stretched along the bottom 
of the roof purlins. Flat bars 2.5 in. by 5/16 in., bolted to the purlins, 
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hold the screen in place. The warp or longitudinal wires are No. 8 W. 
& M. gauge, while the woof or cross wires are No. 10 W. & M. gauge. 
The baffle wires are provided with a hook in the form of a shepherd’s 
crook on one end and are suspended from alternate intersecting points 
on the sereen. This arrangement has the effect of staggering the wires 
which are about 2.25 in. apart, making the baffling action more effective. 

The device for shaking the upper division of wires consists of angle-iron 


Pirate XIX.—MeEtTHOD oF SUPPORTING BAFFLE WIRES. 


frames suspended from the roof beams by hangers about 10 ft. in length, 
thus bringing the frames at about the middle point of the baffle wires. 
On these frames a wire netting having a 4 by 7 in. mesh is stretched, 
through which the baffle wires pass. The frames are 10 ft. wide and 
extend from the side walls to near the partition wall. A connecting rod 
attached to each frame passes out through the flue wall and is connected 
to a bell-crank lever which is actuated by an eccentric, giving the frame | 
a stroke of 9.5 in. The frames make about 60 strokes per minute. 

Line shafts, carrying the eccentrics on each side of the flue, are operated 
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by electric motors. The eccentrics are set at different angles in order to 
prevent vibrations which might be produced in the structure if the com- 
plete group of wires was moving in unison. 

The wires are shaken for a period of about 30 min. at intervals of from 
60 to 90 days as may be required. While the shaking device on one side 
of the chamber is in operation all gases are’ passed through the other 
side. The upper dampers are closed on the side where the wires are being 
shaken, thus guarding against the loss of any dust removed from the wires. 

Plates XX and XXI show the wire-shaking device during construction. 
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Puate XX.—Device For SHAKING Wires. (Baffle wires ‘not in place.) 


VII. Some Deraits or ConsTRUCTION. 


Throughout the flue system a structural steel framework is used. 
The inner columns are of box section, being built up from plates and 
channels, while the columns in the outside wall are 12-in. I-beams, between 
which a brick curtain wall 11 in. thick is laid. The main roof beams 
resting on top of columns are chiefly I-beams, channels being used only 

xpansion joints. ; 
ae is seen of steel I-beam purlins between which brick arches 
5 in. thick are sprung. Special perforated bricks were made for this 
purpose, the skewback brick being molded to fit the I-beams, while all 
others were made radial to suit the arches. The valleys between the 
skewback brick and top of I-beams were filled with concrete (see Fig. 
VOL. XLVI.—25 
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1. Plate XXII) and, when the roof was completed, it was given two 
conte of a one-to-one concrete wash, in order to fill up all cracks and 
prevent leakage of air or water. 

For the walls of the flue, which are 11 in. thick, special perforated 
brick were also made. These brick were 11 in. long by 5% in. wide by 
43% in. thick. They are laid up to break joints, one row of headers to 


PLATE XXT.—Wrre-SuHaxina MacuINpERY aND GENERAL VIEW OF FLUE SYSTEM. 


four of stretchers, and were all made at the plant which was constructed 
for the manufacture of brick for the chimney. 

Each column in the dust chamber, for a distance of about 18) ft. from 
the inlet end, was provided with a hole in the base and another near the 
top, so that it could be cooled by allowing cold air to blow through it into 
the flue, in case the temperature should become high enough to endanger 
its strength. We have never found it necessary to use these openings. 
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In a structure of this size and character, where a goodly part of the 
steel is exposed to high and varying temperatures, we considered it very 
essential to the life and maintenance of the structure to make ample 
provision for the expansion and contraction of the steel. We were also 
advised by our friends in Anaconda, who had experienced some mis- 
fortunes with similar structures, to make all parts of good heavy construc- 
tion. We believe that it is to the exercise of these precautions that we 
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t ee SIDE ELEVATION 
Puate XXIITI.—Hoprer GATE AND VALVE. 


are able to say at this time, after the flue has seen four years of continuous 
service, that it stands as true and plumb as upon the day it was erected. 

To provide for this expansion the framework is built in units of from 
three to seven panels each. The middle panel is securely braced, which 
holds it plumb, the expansion taking place in both directions from this 
central point. The roof beams are riveted to the tops of all columns 
except the one midway between the braced panels, where they are 
suspended from the columns by links as shown in Plate XXII, Fig. 1. 
The roof between the purlins on each side of this expansion joint is made 
of No. 10 steel, bent as shown in the figure. These joints. extend across 
the full width of the flue. 
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To take up the expansion in the purlins which extend across the flue 
two expansion joints are provided running the full length of the dust 
chamber, thus dividing the roof into three sections as indicated in the 
sectional elevation Plate XV. The middle panel in each of these sections 
is securely braced, so that the expansion is taken up at the joint, a detail 
of which is shown in Fig. 2, Plate XXII.’ 

. The main-hopper beams are 15-in. channels, which are riveted to the 
sides of the lower columns. A detail of the expansion joints in these 
beams is shown in Fig. 3, Plate XXII. 

In the longitudinal section shown in Plate XV it will be seen that 


Puate XXIV.—Hoprers UnpER Dust CHAMBER. 


there are two hoppers to each longitudinal panel, the center line of the 
hoppers coinciding with the center line of the panel and of the columns. 

The object of this arrangement 1s to allow the expansion of the cross- 
hopper beams to be taken up by the spring in the main longitudinal 


beams. A crimped plate covers the space between the main channel 


beams as shown in Fig. 4, Plate XXII. . 

A part of the structure which might seem of minor importance, but 
which is operated more frequently than any other single element, is i 
of the gate on the bottom of the hoppers. When it is considered that ‘ ere 
are 1,042 hoppers under the main dust chamber, 100 under a: oor 
take flue, 74 under the blast-furnace flue, 12 under the MacDouga ue 
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Puate XXV.—TrackaGE UNDER Dust CHAMBER. 


Puate XXVI.—Inrerior or Dust CHAMBER DuRING ERECTION. 
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and eight under the uptake, some of which are being operated every day, 
the desirability of an efficient and easily operated hopper gate is appreciated. 
Plate XXIII shows the gate which was designed for this work. It has 
given extremely good satisfaction. It is made of cast iron, all holes” 
being cored so that it required no machine work of any kind. The essential 
feature of this gate is that there are no closed slots to fill up with dust 
and cause the slide to stick or to prevent it from closing. 

The hoppers and tracks under the dust chamber are shown in Plate 


Puate XXVII.—Intrerior oF Dust CHAMBER, SHOWING WIRES AND CoLp-AIR PIPEs. 


XXIV, and Plate XXV shows a portion of the track system before any 
steel was erected. The total length of trackage under the dust chamber 
is about 8,900 ft. 

Dust is transferred from the main dust chamber to the furnaces in 
hopper-bottom cars of about 80 cu. ft. capacity. The over-all length of 
each car is just equal to the span on one hopper, so that one spotting 
only of the train is necessary for each loading. 

Some additional details of dust-chamber construction are shown on 


Plates XXVI and XXVII. 
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VIII. Tue Cutmney.! 


_ Having decided upon the construction of a chimney 506 ft. high and 

50 ft. inside diameter at the top, the contract for furnishing the brick 
and building the chimney was let to the Alphons Custodis Chimney 
Construction Co., of New York, who designed and erected the structure. 
The foundation was put in by the owners, the design and construction 
having the approval of the chimney contractor, who is responsible for 
the stability of the whole structure. 

The chimney is designed to withstand a wind velocity equivalent to 
33 1/3 lb. per square foot diametral projection. The total estimated 
weight of brickwork in the completed chimney is 17,000 tons. The 
thickness of the shell is so proportioned that the combined dead and wind 
load do not exceed 21 tons per square foot at any point. There is no 
tension at any point on the windward side. Specifications for the brick 
of which the chimney is constructed required that they withstand a test 
pressure of not less than 3,750 lb. per square inch of total sectional area, 
including perforations. General drawings of the chimney and of some 
details of construction are shown on Plate XXVIII, while Plate XXIX. 
is a view of the completed structure. 

The whole of the interior is circular in section. The exterior is octagonal 
for a height of 46 ft. above the base, the remainder being circular. 

The profile of the chimney presents four separate tapers as follows: 
The upper 180 ft. is 2 per cent. taper (1 per cent. batter); the next lower 
100 ft. is 4 per cent. taper (2 per cent. batter); the next lower 180 ft. is 
7 per cent. taper (3.5 per cent. batter); and the octagonal base 46 ft. in 
height is 8 per cent. taper (4 per cent. batter). The wall thickness varies 
by steps of 2 in., the sections of constant thickness being of variable 
heights, ranging from 10 ft. at the bottom of the circular section, where 
the wall is 54 in. thick, exclusive of lining, to 50 ft. at the top, where the 
wall is 181 in. thick. 

The chimney is lined throughout with a 4-in. course of hard-burned 
brick laid in acidproof mortar, the joints being made as thin as possible. 
This lining is what is known as sectional construction, each section resting 
on a corbel ring built out from the inner wall of the main chimney shell. 
No section of lining exceeds 20 ft. in height. An air space of 2 in. is left 
between lining and main chimney shell. Fig. 1, Plate XXVIII, shows 
a detail of corbel and lining. The top brick of the corbel is molded with 
a lip for the purpose of forming a drip outside of the lining. In order to 
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p. 583. The Chimney of the B. & M. C. C. & S. M. Co., Engineering Record ol: 
LVIII, p. 600. The World’s Largest Chimney, Mines and Minerals, vol XXX a 257 
’ . )» Pp. . 
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prevent any dust or condensed fume from settling in the space between 
linmg and chimney wall, this space was filled with mineral wool for a 
depth of about 2 ft. at the top of each section. The acidproof mortar, 
which is composed of silicate of soda, asbestos wool and other ingredients, 
is a very slow-setting material and, when fresh, acts as somewhat of a 


WO. 1186 "6-24-09 


Puate XXIX.—Grear Farts Cumney, 506 Fr. Hicn. 


lubricant between adjacent courses of brick. It is, however, extremely 
hard when thoroughly set and dry. In order to hold the lining course in 
place until the mortar had set, small sections of copper wire netting were 
built into the main shell and lining at intervals of 7 or 8 ft. 

The mortar used in the main part of the chimney was a 1:2:5 cement- 
lime-sand mixture. For a distance of 50 ft. down from the top, all out- 
side joints in brickwork were pointed up with acidproof mortar and the 
top 3 ft. of the main wall was laid with this mortar throughout. 
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The top of the chimney is corbeled out in steps of 0.75 in. to a thickness 
of 42 in. The cap is composed of specially shaped radial interlocking 
terra-cotta tiles laid in acidproof mortar. Fig. 2, Plate XXVIII, shows 
the general design and arrangement of this cap. 

For protection against lightning, 16 rods are provided, each of which 
extends 5 ft. above the chimney top. They are made of 1-in. round 
copper rod, lead coated for protection against acid, and tipped with a 
platinum point 1.25 in. high. These rods are all connected to a copper 
cable which encircles the chimney a few feet below the top. From this- 
encircling cable two 5¢-in. copper cables lead to the ground on opposite 
sides of the chimney. The lower end of each cable is fastened to a 
copper plate about 6 sq. ft. in area, which is buried several feet under 
ground and at a distance from the foundation, at a point where moisture 
is usually present. The cable band, as well as the vertical cables for a 
distance of about 100 ft. down from the top, are lead covered. The 
cables are composed of 49 No. 13 B. & S. gauge copper wires. Fig. 2, Plate 
XXVIII, shows the general arrangement and method of supporting the 
lightning rods. 

An outside ladder built into the brickwork extends from the base to 
the top. It consists of one-piece rungs made of 0.75-in. round iron, 
which stand out 6 in. clear from the chimney wall. The hooked ends 
of these rungs extend 6 in. into the chimney wall. They are placed at 
every third joint, or about 15 in. apart. At every second rung there 
is a guard rung or loop made of 1-in. round iron. The hooked ends 
extend 8 in. into the brickwork, and the loop is 16 in. outside of the 
ladder rung and is 28 in. wide inside. For a distance of 100 ft. down 
from the top, the ladder and guard rungs are lead covered. 

At each corbel point on the circular portion of the chimney, a flat steel 
cable about 5 in. wide by 0.5 in. thick is laid in the brickwork. These 
are for the purpose of reinforcing the shell at the corbel points, where a 
small portion of it is exposed to the heat of the gases. The cables used 
were old hoisting cables that had been discarded at the mines. at 

There are four openings in the base of the chimney, each of which is 
36 ft. high by 15 ft. wide. The brickwork across the top of each of these 
openings is carried by seven 9-in. 21-lb. I-beams, which rest on Lin. 
plates at each end, and are protected from the acid fumes by special | 
brick fitted over the flanges. Only two of these openings are in use at 
the present time, the other two being bricked up with double abe 
walls which are flush with the inside and outside of the chimney walls. 
The outside, or facing, course of brick in all flue openings 1s laid eA 
proof mortar, and a course of brick 1 ft. thick, laid in the same ie oe 
covers the floor of the flue openings and protects the concrete ues a 
this point. Plate XXX is an interior view at the base of the chimney, 
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Puate XXX.—CuHIMNEY BaAsE INTERIOR. 
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showing the flue entrances. It also shows several corbel rings and a 
portion of the paved floor which is described later. 

In order to break joints and also to obtain the required variations in 
the thickness of the walls, five sizes of brick were used in the main chimney 
shell. These are known as perforated radial brick. The holes are about 
1 in. square and are in a vertical position when the brick are laid. Plate 
XXXI shows the various sizes and shapes of brick used in the con- 
struction of the chimney and flues. 

To supply these brick, a plant .was erected near the chimney site, 
equipped with the necessary grinding pans, ete., an auger machine of 
over 100 tons capacity in 8 hr., a drier which is arranged to use either 
direct or waste heat, and eight circular beehive kilns, independently fired. 
Altogether, the plant has a capacity of 100 tons per day and is being 
operated at the present time for the manufacture of such products as 
paving brick, fire brick, hollow tile, drain tile, ete., as well as common and 
perforated building brick. The shale of which the brick was made was 
quarried with steam shovel, near the plant. An analysis of this shale is as 
follows: 


Boss on | tpeoluble | -” | ee Si ee ee a ae 
8.02 | eh oe | 58.3 | 19.0° 6.3 Teh Pepe De. 0.74 


Crushing tests were made on several samples of brick, with results 
as shown in the following table. In all cases pressure was applied parallel 
* to the perforations. In calculating the crushing weights, the gross area 
of the brick was used, no deduction being made for the area of holes. 


PressuRP IN Lp. Pur Sq. IN. 

First Crack Ultimate 
EIECMDLETER Series ene 2 ns ito fie oe ove ve Town ele one Byes «Fe 3,033 ibe 
TUNG HISURELIMUYELDELC UL Mere ao hers ac tase: ees ba eae A Be dos 3,064 4, 55 
shit Leith oo op cea ee ee See ene 2,766 3,949 


Chimney Foundation. 


The chimney foundation is shown on Plate XXXII. ‘It is composed 
of concrete, and is annular in shape, the inside being circular, and the 
outside octagonal. 

It contains 4,300 cu. yd. of concrete composed of a 1:2.3:4.5 mixture 
of cement, tailing sand from the concentrator, and broken slag from the 
smelter. A drainage gutter near the top having a slope of 14 in. per foot 
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was built as a part of the foundation. The footing on which the founda- 
tion rests is a hard shale. A loading test was made on the bottom of 
the excavation to determine whether it would withstand the required 
maximum pressure which it was estimated would be 5.25 tons per square 
foot. Four cast-iron plates'2 ft. square by 3 in. thick were set in a thin 


Flue System—Construction Data. 


EXCAVATION: | 
Deer Rp enNCR AA ory iy ees vc Sei 354 
Pee a iam Neh Ta iat 14,800 
et Bde WPA ated os oes ce odes ccaneen 5,500 
Se ee melanie eae iene ct 10,000 
RT Tesh Wcan Wn la5008 Ad eh S28 0'..4 sles Sole ums cic Lake 120,654 
CoNCRETE: 
Pee et a te ey See ee! en 4,300 
Rear re MN IRIE Aa Ban Eg Eh ips 6s cacao cascode cout. one 7,933 
LESS 1g en eae ee it ES ee 12,233 
STEEL AND IRON Work: \ Tons 
cada a a OS GSN OS SE ec a er 3,412 
Pesan en me MOU ior ek ee go ee 600 
Da MPO SO UNL SY RED 28 6 Gifs .c.a 6 5:5 ss Seieeen Decale ac ee ee 35 
ST SRST Cy a a eng GIN a NDP lg 203 
URSA Fe ttn Bk 2 eee ee, Ane kc ene 4,250 
Equivalent in 
BRICKWORK: Cu. Ft. Tons Common Brick 
Blast-furnace dust chamber................. 15,968 926 351,000 
MacDougall dust chamber.................. 6,505 377 143,000 
i Wea No oe fae, nee OO ane A, ee 13,100 760 288,000 
Rone AR Cte e i nrtn. Sitios Gyo Soha wa wlats ces 7,977 463 176,000 
IME Bam QUATCOAIDOr sy sae 2k os eae, Ge ees 63,356 3,675 1,394,000 
RORIREM CHE PE LNULG Sen toe tn aco eh. eye Ne co Ss 91,866 5,328 2,021,000 
Cu. Ft 
AINE Ue mete Ae) Feseet ies hs Sac esa d seeks o's oe oe 293,104 17,000 6,441,000 . 
trol eee ee ee hc hock 261,429 
NENG ge eA, Oa a ee 29,948 
BIGORA Rae eens wa ean fit a Ge 1,727 
(iG, OT oe ae : 491,876 28,529 10,814,000 
TRACKAGE: : Ft. 
Mnger cusp enamper (20-1b. rail). oie 2 fiend cee vis «feds ale pole woe albale we 8,900 
Duss emunoer wovsmelter (50-Ib. tail) 2. 6.66.6. sees ne as we Fun eg 4,300 
Underiblastiturnace flue:(40-Ib.. rail) so 36. eie-dis.c tiecciete so cies oh we wes 700 
Te Menor ee ye tee RENE sects cist ope rants agree btope ern a Shaveceae ape 13,900 


cement grout and at equal elevations. These plates were at the corners 
of a rectangle 6 ft. 6 in. by 16 ft. 6 in. Plate girders were then sym- 
metrically placed on these plates, and the whole loaded with rails sufficient 
to produce a load 6.5 tons per square foot of bearing area of the cast-iron 
plates, being about 24 per cent. in excess of the maximum calculated pres- 
sure. The test was continued for a period of 20 days, during which time 
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heavy rains flooded the excavation to a depth of several inches over the 
bearing plates, making the test an especially severe one. The total 
settlement of the bearing plates was 0.058, 0.058, 0.075, and 0.088 ft. 
respectively, from which it was decided that the footing material was 
safe for the required loading. 

To prevent possible damage to the concrete foundation by the action 
of leachings from dust on the floor or sides of the chimney, in case the 
plant should be shut down for an extended period, the floor was given a 
slope of 0.5 in. per foot to the center, from which a vitrified pipe laid 
in acidproof cement leads to the outside of the foundation. The floor 
itself is constructed from the bottom up as follows: 6 in. of concrete 
footing; two layers of No. 1 felt with a good coating of tar under, between, 
and on top of same; 4 in. of sand to act as a bed for brick flooring and also 
to prevent the heat of gases from damaging the tar and felt; and 6 in. of 
good quality perforated brick laid in acidproof mortar. The details of 
this construction are shown on Plate XXX. 


IX.—OPpERATION OF NEW FLUE SYSTEM. 

The new flue system was put into operation on June 12, 1909. It 
has been in service continuously ever since, with the exception of a period 
of about 40 days in December, 1909, and January, 1910, when the plant 
was shut down on account of a strike among employees of the railway 
company, which stopped the delivery of ore and other necessary material. 

From June 12, 1909, to Jan. 1, 1913, the total amount of dust collected 
in the various parts of the system, as well as the average analysis of the 
dust covering the whole period of 41 months, is shown in Table VIII. 


TaBLE VIII.—Quantity and Analyses of Flue Dust. 


Tons Dust 
=! Oa Ag Au 


NaME OF FLUE | Total | Aver- Insol. | SiOz | FeO | AlbO: | CaO s 


for age per Cent. Ton Ton 
41 Mo.| Mo. 


Blast furnace..... 87,020} 2,122 8.08 2. 


7 | 0.019 | 34.7 | 26.8 | 33.0 ph LT [lees 
cee tee gs .fur- 
Sage ntay eats 18,741 457 | 10.22 3.6 | 0.023 | 37.6 | 29.0 | 27.1 ffs’ 0.3 | 21.3 
Uptake and cross- Fi ; 
A Re Pieter 17,360 423 | 12.59 4.1 | 0.026 | 34. 2 5 
Main BENE ed 8 6.0 | 27.2 7 fie 0:7 1 19.5 
eres. cece aos 64,048} 1,562 8.61 3.3 | 0.020 | 33.3 | 23.6 | 14.5 0 
Comiesting flue@ . 4,000 98 3.09 3.5 OL0F2>) 3a36 8.5 5.4 i 0 Q i 10.0 


SRObAL Ai vageeno% 191,169} 4,662 


a Weight estimated. Average analysis is from sample taken in June, 1912, at different points from 
dust chamber to chimney. 
A comparison of the dust recoveries from the old and new flue systems, 


with relation to the amount of original cupreous material treated, may be 
of interest, and is shown in Table IX. 
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TaBLE IX.—Comparison of Dust Recoveries from Old and New Flue 


Systems. 
Otp Frvur | New Fivus 
System System 
’ Oct. 25, 1908, | June 12, 1909, 
to to 
June 12, 1909, Jan. 1, 1913, 
68 Months 41 Monthse 
Tons new cupreous material treated at MacDougallfurnaces} 1,213,890 579,545 
Tons new cupreous material treated at blast furnaces... .. 1,663,498 898,481 
Total tons new cupreous material treated at MacDougall 
BPG AS UTD ACeREerare oe ee ee eee 2,877,388 1,478,026 
Tons dust recovered from blast furnace dust chamber... . 50,604 87,020 
Tons flue dust recovered from entire system............. 104,239 191,169 
Dust recovered from blast furnace dust chamber in per 
cent. of total new cupreous material to blast furnaces. . 3.04 . 9.69 
Total dust recovered from entire system in per cent. of 
total new cupreous material treated.................. 3.62 12.93 


@ Plant not operating during December, 1909, and part of January, 1910. 


The experimental brick-flue tests indicated that 3.7 per cent. of the 
new cupreous material charged to the MacDougall roasters was being 
lost through the old chimney and flue system. Also, that 2.57 per cent. 
of the new cupreous material charged to blast furnaces was lost in the 
same way. Applying these percentages to the respective tonnages of 
new cupreous material treated by the two departments, when operating 
with the old flue system, and adding to these results the tonnage of dust 
recovered, we find that 6.66 per cent. of the new cupreous material charged 
to the furnaces was carried into the flues as dust. Assuming that at present 
a practically complete recovery of all dust is made, it will be seen that with 
the new conditions the amount of dust produced is about twice as much 
as under the old system. 

There are several reasons why this is so, two of which are well defined: 
First, as will be shown later, there is a greatly increased volume of gas 
passing through the new system per ton of material treated. This, of 
course, is the result of a much stronger draft, together with improve- 
ments in flue construction which have largely eliminated draft hindrances. 
In this connection it may be of interest to note that the top of the new 
chimney is 751 ft. above the blast-furnace charging floor, while the top 
of the old chimney was only 419.5 ft. above the same floor. Second, 
since the new system has been in operation, a considerable tonnage of 
fine concentrate has been charged to the blast furnaces, a practice which 
was not in vogue under the old system. 

The curve on Plate XX XIII may be designated as a cumulative plot 
of the dust collected and drawn from the wire-baffled dust chamber. 
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That is, it shows the dust collected from the inlet end up to any given 
point, in per cent. of the total dust collected in the chamber. The super- 
imposed outline sketch of the dust chamber, showing the wire-baftled 
areas within the dotted lines, makes clear the cause of changes in the 
slope of the curve at various points. 

The turve or plot on Plate XXXIV shows the relative actual total 
amounts of dust drawn from the different cross rows of hoppers in the 
dust chamber. The outline sketch of the dust chamber is again super- 
imposed on this plate to show the location of the maximum dust settlement. 

From these two plates it will be noted that about 77.5 per cent. of the 
total dust deposited is obtained before reaching the upper end of the first 
section of wires. On account of the low percentage of copper in the dust 
from the upper part of the chamber, itis evident that the proportion of 
values collected in the first section of wires is a greater percentage of the 
total than is indicated by the amount of dust. 

Table X shows how the analysis of the dust changes from the inlet 
end of the dust chamber up to the base of the chimney. 


TABLE X.—Analyses of Dust from Inlet End to Base of Chimney. 


Dust Chamber 


Cu Insol. SiOz FeO AlzO3 CaO oe AS) 

nes an Spe. See 10.05 | 32.8 23.7 17.4 thats) 0.3 14.3 
cael PA eae Se eee ee Ori s251 22.6 15.2 BG 0.4 13.1 
BONG - oe ne es, tas 8.72 | 31.6 23.35 | 17.2 oo Weil 13.1 
MS oe nero OM el ctsnare ars 7.43 | 28.15 | 20.6 13.45 ee gil ih 7/ 
PASS IAL rene ers o 6.83 | 27.1 19.3 12.0 7.4 1.2 11.2 
BO oom iene oe we 5.83 | 22.7 15.7 9.7 6.5 iLeeL 10.9 
Oh eae ee ee Belin 21.0 14.4 8.7 6.7 1.0 10.7 
SAS. She cts wre Bs Fis wit 3.73 | 16.3 10.85 | 6.5 4.6 Wel 10.3 


oe ee Pe Nites < Pay eet Sah. 7.2) 5G. | 0.1L a0 
aS oso ae S579, 019.901 8.8 1 th.4" 13.6 > 0-1 110.6 
OIE appectee ide, SEL MetSe OL 10,500 1s a4 4 Lie O11 oy Oss 
Toei a ee ee. 2G Shae OF Dod. Gal a edie B68 0.1 10.3 
Base of chimney.......-. 22a oe 4 5.4 3.8 2.8 Ont : 


= e 


Plate XXXV shows the relative deposition of dust across the dust 
chamber. In making this plot the total weight of dust from hoppers 
4 to 43 inclusive was taken, since all other hoppers are in converging 
portions of the chamber. The view is taken facing the chimney and 
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shows that a fairly uniform rate of settlement is effected over the full 
width of the chamber. The marked irregularity in adjacent rows of 
hoppers in this as well as in Plate XXXIV is due chiefly to the manner 
in which the dust is drawn. , The arrangement of tracks under the hoppers 
is such as would lead to a result of this kind unless strict supervision is 
exercised over the operators. E 

Plate XXXVI shows the distribution of dust collected in the blast- 
furnace flue, with relation to the furnace locations and furnace days in 
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operation, from June 12, 1909, to Jan. 1, 1913. The increase in the 
amount of dust from hopper No. 1 is doubtless due to the flow of docu 
from the uptake when it is partially filled up from dumping cross-take 
dust into it. 

Recent observations made by drawing out several wires from the 
central portion of both the upper and lower groups of wires show that 
in the first or lower group there is a light accumulation of dust on each 
wire which readily falls off when gently rapped. A cross-section through 
this accumulated dust is wedge shaped, the point of the wedge facing the 
current of gas being almost as thin asa knife edge. The depth of the 
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wedge is from 1 to 2 in. and the back in which the wire is located is about. 
3¢ in. thick. In the upper section of wires, the overall diameter of dust 
on wire is about 0.25 in., after shaking. These dimensions differ little, 
if any, from similar ainaetaraete taken a year or more ago, which indicates 
that an indefinite increase in the permanent accumulation of dust on 
the wires is not to be feared. 


X. TEMPERATURES AND DRAFTs. 


The average temperature of the gases entering the wire-baffled dust 


chamber, exclusive of reverberatory gases, is about 325° F. = 163° C. 
The temperature at the upper end of dust chamber just after entering 
the connecting flue averages about 275° F. = 135° C. In the connecting 


flue, just before it branches to enter the chateer the average temperature 
is 325° F. = 163° C. This includes reverberatory gases. 

Temperatures are also taken at about the central point of the blast- 
furnace flue. These vary considerably depending upon the number of 
furnaces in operation and the conditions under which they are working. 
A fair average temperature when three furnaces are running is about 
Oe Wie UE he KO) 

These temperatures are taken with Bristol pyrometers having seven- 
day charts. Recording draft gauges are connected at the same points 
where temperature readings are taken. A typical set of draft and tem- 
perature curves covering the months of February and March, 1911, are 
presented in Plate XX XVII. 


TaBLB XI.—Draft Readings on New Flue System. 


Drarr READINGS 
Temperature Temperature In. WATER 
Location or READING Elevation in Flue of At- 
F° mosphere 
. Bee Impact Static 
Tube Tube 
A—Blast furnace......... 3,338 391 80 p Ret Be teal 
B—MacDougall......... 3,361 419 80 0.94 0.98 
D—Cross-take.. 20.02. 3,413 358 80 0.88 0.97 
D—Cross-take,.......... 3,413 346 70 0.94 1.01 
L—Connecting flue...... 3,413 312 70 2.20 2.26 
U—Near chimney........ : 3,570 310 70 1.80 1.84 


Special draft readings taken on the new flue system at points A, B, 
and D (see Plate XIII) and at two points on the connecting flue, one 
of which was near dust chamber, designated as L, and the other near 
chimney, designated as U, are presented in Table XI. 

Simultaneous observations were made at points A, B, and D and at 
D, L, and U. During this time there were three blast furnaces, nine 
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Prats XXXVII.—Drarr AND TEMPERATURE CURVES. 
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MacDougalls, three 12-ft. converters and three reverberatories in opera- 
tion. Gases from two of the reverberatories were being bypassed around 
the main dust chamber. In taking these readings, Pitot-tube elements 
were used, the impact- and static-pressure ends being read independently. 

Using these observations, the total draft energy on the MacDougall 
furnaces is calculated, and also the loss in draft through the various 
sections of the flue system. 

The lower hearth of the MacDougall furnaces is at an elevation of 3,313, 
while the top of chimney is at an elevation of 4,054 ft. 


Difference in Average 
Elevation |Temperature | Draft Loss 
Ft. Ke In. Water 


Lower hearth of MacDougalls to cross-take...... 100 460 1.40 
Cross-take through wire baffles to connecting flue. 0 329 1.26 
Connecting flue near dust chamber to near chimney * 157 311 0.25 
Connecting flue near chimney to top of chimney. . 484 300 0.06 

Totalescta-rrierceee SE oe ee ee ee TAL AS oe Scot eee 2.97 


It should be explained that the loss through the wire-baffled dust 
chamber shown in the above tabulation is higher than normal, because 
of the fact that the upper section of wires had not been shaken for about 
four months and also that there was an accumulation of several feet of 
dust in the lower group of wires. 

A comparison of draft readings at similar points on the old and new 
systems may be of interest. Readings, of course, vary rather widely, 
depending upon furnace and other conditions, but in general are about 
as follows: 


Drart Reapincs—In. WATER 


Blast Fur- | MacDougall ay On_ Flue 
nace Flue Flue Near Near 
Furnaces Chimney 
| 
Oldtsyatennt 25 i.e ent haa armen ee 0.50 0.25 0.90 0.60 
INGWSVSUCIR ET Ge See tence ae een 1.15 0.90 1.50 1.85 


XI. VELOocITIES AND VOLUMES. 

During March and April, 1911, tests were made to determine the 
velocity and volume of gases passing through the various parts of the 
new flue system. From these tests also, the amount of gas per furnace 
and per ton of cupreous material treated has been calculated. 

Pitot tubes were used in making velocity determinations, nine impact 
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points being inserted into the flue, representing as many equal rectangular 
areas. — Bristol pyrometers were used for obtaining temperatures, and 
other instruments and methods were the same as have been described 
earlier in this paper. 


‘ 


‘ Velocity 
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Static Pressure 
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Puate XXXVIII.—ConstRUCTION AND ARRANGEMENT OF Pitot TUBES IN REVER- 
BERATORY FLUE. 


During this test the reverberatory gases were bypassed around the dust 
chamber through the old No. 3 flue, in which velocity readings were taken 
with five Pitot points as indicated on Plate XX XVIII. 

The furnaces referred to in the tables below are of the following sizes: 

Blast furnaces, 56 by 180 in. at tuyeres. 

MacDougall furnaces, 14 ft. 6 in. inside of lining; six hearths. 

Reverberatories, gas fired, 42 ft. 4 in. by 15 ft. 9 in. 

Converters, 12 ft. upright. 
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Taste XII.—Velocities, Volumes, Average Temperatures and Weights of 


Gases. 
, Vol. at 
aS Aver- Clear ~  Ob- Pounds 
Ce No. and age Area Vel. served Pounds | Gas per 
ile! Dates, 1911 Kind of Temp- of in Ft. | Tempera- ras Furnace 
o Od Furnaces erature Flue per ture per per 
An ie Sa. Ft. Sec. Cu. Ft. Min. Min. 
per Min. 
Ae Ape 6 Soe 4 BF. 345 | 401.6 | 17.26 | 415,960] 18,510] 4,630 
Bo Apr?/6-8-5..58 10 MacD. | 352 | 169.0 | 17.50 | 253,500| 10,980] 1,100 
© |Apr-.6-8:.7.-. 5 Cony. 303 78.5 | 50.37 | 213,630) 9,840} 1,970 
G |Mch. 21-24..,.| 2 Rev. 496 152.5 | 43.34 | 396,700) 14,530] 7,270 
4B. F. ) 
D, |Apr. 6-8.... 4 |10 MacD. | ¢ 331 636. 21.80 | 859,300) 38,190|....... 
5 Conv 
A Bae 
Ei |Mch. 21-24.. 4 | 6 MacD. | 7 286 977 15.51 | 901,400) 42:280). .. 2: 
5 Conv. 
4B.F. 
F |Mch. 21-24. . ; | 6 MacD 311 977 21.03 |1,234,900| 56,110}....-.. 
5 Cony. 
2 Rev. 
4B. F. 
EF, |Apr: 10:.... 1 10 MacD. 290 977 15.54 | 910,950) 42,270)....... 
5 Cony 
Des Apres LO ga. do. 322 636 22.74 | 867,760) 38,700|....... 


Tests A, B, and C on the individual department flues show a total of 
39,330 lb. of gas per minute. The gases from these flues unite in the 
cross-take on which a simultaneous test was made showing 38,190 lb. 
per min., thus checking within about 3 per cent. 

Tests D, and EK; taken at the inlet and outlet end respectively of the 
main dust chamber cannot be compared directly, since they were made. 
on different days, and a different number of furnaces were in operation. 
Tests D:; and E, may be compared since they were taken on the same 
day and under the same conditions. 

Lb. 
D,—Gas entering main dust chamber through cross-take flue. 38,700 
E;—Gas leaving main dust chamber through connecting flue. 42,270 
Leakage of air into main dust chamber..................... 3,570 
Leakage in per cent. of gas entering main dust chamber..... 9.2 per cent. 
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The temperature of the atmosphere on the day of the test was 54° F. 
Calculating the temperature which would result from mixing 3,570 Ib. of 
air at 54° F. with 38,700 lb. of gas (considered as air) at 322° F., we 
obtain a temperature of 299°. Since the air leaving the dust chamber 


was at a temperature 290°, the loss due to radiation was 9° F, Sum- 
marizing we have: ; 


Temperature of gases entering chamber through cross-take flue. 322° F. 
Temperature of gases leaving chamber through connecting flue. 290° F. 


Temperature of outside air........... 223 .-..0000----. 0s .. 54° F. 
Drop in temperature of gases in passing through chamber...... 32° F. 
Drop in temperature of gases caused by leakage of cold air... . . 23° F. 
Drop in temperature of gases caused by radiation. 3.2525. 6 9° F. 
Per cent. of total drop due to leakage of cold air.............. 71.9 
Per cent. of total drop due to radiation...................... 28.1 


A further check on the accuracy of the tests may be made by comparing 
the sum of tests E; and G with test F. Test E;, which includes blast 
furnace, MacDougall and converter gases plus test G, which covers re- 
verberatory gases only, show a total of 56,810 lb. per minute. Test F 
on the connecting flue near the chimney, where all furnace gases were 
combined, shows a total of 56,110 Ib. gas per minute, being a difference 
of about 1.25 per cent. 

Based on the amounts of gas for the various department flues, as 
presented in Table XII, Table XIII is presented to show the volume 
and weight of gas for one furnace of each kind when operating on the 
new flue system. 


TaBLe XIIIl.—New Flue System. 


Amount of Gas per Furnace and per Ton of Charge. 


Phas camo | Rave PER MIN. Rate per 24 He. | Aver- | Per Ton or 
KIND OF Corresponding al ; CHARGE 
FURNACE to Given — : 7 4 
Volume Charge: \az 
| F.° Cu. Ft. Lb. Cu. Ft. Lb. . Cu. Ft. Lb. 
jet ee ———— 
Blast 345 103,990 4,630 |149,745,600 | 6,667,200 | 2391.6 | 384,900 | 17,000 
Chie Seeeaeee / 
5,35 5 516,¢ ( 
MacDougall... 352 25,350 1,100 | 36,504,000 | 1,584,000 70.7 916,300 | 22,400 
be y 300 532.0 | 1,922,900 | 88,600 
Converter..... 303 42,730 | 1,970 | 61,531,200 | 2,836 ieee | ra 
Reverberatory. 496 198,350 | 7,270 |285,624,000 10,468,800 | 188.5 | 1,515,200 | 55,500 


@ Includes flux but does not include fuel. 
b Tons copper produced per converter day. 


Similar values for the old flue system are shown in Table XIV. 
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Taste XIV.—Old Flue System. Amount of Gas per Furnace and Per Ton. 


of Charge. 
Observed ae 
Temperature | RatE PER Min. Rate PpR 24 HR. Aver- Per Ton OF 
KIND OF Corresponding age CHARGE 
FuRNACE to Given Tons 
Volume Charged 
ing? Cu. Ft. Lb. Cu. Ft. Lb. Cu. Ft. Lb. 
Blast sate. neuees 600 89,400 | 3,030 |128,736,000 | 4,363,200 | /2417.0 308,720 | 10,460: 
MacDougall... 562 9,140 320 | 13,161,600 460,800 38.2 344,540 | 12,060: 
Converter..... 338 24,900 1,120 | 35,856,000 | 1,612,800 630.9 | 1,160,390 | 52,190 
Reverberatory.. 1,000 78,680 1,930 |113,299,200 | 2,779,200 207.3 546,550 | 13,410) 


a Includes flux but does not include fuel. 
Tons copper produced per converter-day. 


A parallel comparison of the old and new systems is shown in Table XV. 


TaBLE XV. Comparison of Old and New Systems. 


ee none Pounps PER MINUTE PounDs PER TON OF CHARGE 
KIND OF E - 

FURNACE Excess Excess 

Old New Old New of New Old New of New 

Per Cent. Per Cent. 

Blasticastacaseg es 600 345 3,030 4,630 52.8 10,460 17,000 62.5 
MacDougall..... 562 352 320 1,100 243.0 12,060 22,400 85.7 
Converter....... 338 303 1,120 1,970 75.9 52,190 88,600 69.8 
Reverberatory...| 1,000 496 1,930 7,270 276.0 13,410 55,500 314.0 


The points of determination of the gas volumes for the two systems: 
were as follows: 
Blast Furnaces: 
Old system—On old flues above skyline, four furnaces in operation. 
New system—On blast-furnace flue between No. 1 furnace and uptake, four fur- 
naces in operation, 


MacDougall Furnaces: 
Old system—Directly over No. 2 furnace, test on one furnace only. 
New system—On MacDougall flue near furnaces, gas measured from sévelty abs 
naces. 


Converters: 
Old and new systems measured at same point on steel flue over roof. 


Reverberatory Furnaces: ; 
Old system—On uptake east of old stone dust chamber, two furnaces in opéeation. 
New system—On old No, 3 flue south of skyline tracks, two furnaces in operation. 


The large excess of gas from the MacDougall furnaces under present 
conditions is due not only to a better draft, but to a very much improved 
arrangement of flues, which greatly reduces the draft hindrances, as: 
already pointed out. 
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The cause of the large increase in the weight of the waste gas from 
the reverberatory furnaces is not so easily explained, but, in addition 
to better draft conditions, it is believed that the quantities given include 
a big leakage of cold air which came in through the old stone chambez. 
This belief is strengthened by the results of some temperature readings, 
which were taken on the reverberatory waste. gases at a time when the 
gases from three-furnaces were passing through the old stone dust chamber. 
These readings gave an average temperature of 1,057° F. just before 
entering the stone chamber and a temperature of 605° F. after leaving 
the chamber. ; 

The measurement on volume of reverberatory gas on the old system 
was made on the uptake from the underground flue before it entered 
the stone dust chamber, and for that reason includes no leakage of cold 
air except what comes in at the furnace, and consequently is less in 
volume and of a higher temperature. 

Based on the quantities of gas given in the tables above, the approximate 
velocities through the various parts of the new system as it is being 
operated at present are as follows: 


: Ft. per Sec 
eoitiees SEN Rees LO ee Se Ba he NL lk ho cee od le 
RE AOIOURAAE DPTNCO NOES. 027 Sos dele aoe acs kod eka bk IS 
POS ella: Sol Ue eager ee titer te 21.8 
AMEN RRS GUANICL Oe eh URES ene EN ti Site ce sinh fers ke 4.0 
Connectimpiime near CHlmriey) ers se eo oe ets He ae ae 2120 
Ermer yey ait hee eo Oy el eas, de ae fe ee ah 10.0 


The velocity of 4 ft. per second in the main dust chamber is based 
on the full area, clear of dust and wires. The actual velocity through the 
wires varies with the amount of dust in the flue but will probably average 
from 20 per cent. to 25 per cent. higher. 


XII. Tests on tHe New Five System. 


In September, 1911, a series of tests was started to determine the 
volume and solid contents of gases passing through the new flue system. 
These tests were carried out under the supervision of G. N. Libby, to 
whom we are indebted for the following description of apparatus and 
methods employed in taking the samples: 

“The apparatus used in the determination of the suspended and con- 
densable material in the flue gases is shown in Plate XX XIX. Samples 
were taken in each case simultaneously at opposite points in the flue 
8 ft. from the east and west sides, by means of a 10 ft. by 0.5 in. glass” 
tube inserted horizontally through openings in the flue wall and supported 
by angle irons fastened in these openings. The inner end of the glass 
tube was bent at right angles and a platinum tip 5 mm. internal diameter 
fused in the same. This 5-mm. opening was placed in the flue facing the 
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flow of gases. Connected to the outer end of the tube in series were 
(1) two 1-liter wash bottles each containing about 250 c.c. of distilled 
water, (2) a glass tube 10 in. by 0.5 in. filled with glass beads and (3) 
finally, a ‘dust collector’ with a paper filter. This latter was kept warm 
by an electric light bulb placed near it, in order to keep condensing 
water from clogging it up. Only the slight heat necessary to keep the 


a, a. 250=ce. Florence flasks, about half full of distilled water. 

b. Filter tube with glass beads. 

c. 8-oz. wide-mouthed bottle. 

d. Glass shell for filter paper cartridge. (Shell was inclosed in pasteboard box with 
one 60-watt lamp to avoid condensation.) 

e. Extraction cartridge (packed in cotton). 

jf. Filter flask. 

z. Inlet to system. 

o. Outlet of system. 

r.s. Rubber stoppers. 

r.t. Rubber tubing. 

Arrows indicate direction of flow of gases through filter system. 

All connections made air tight. 

Glass tubing is 14 in. diameter. 


Puatr XXXIX.—Gas Sampiting APPARATUS. 


gases above the dew point was used. It was regulated by insulating the 
lamp with varying amounts of glass wool. 

“Aspiration was effected through this system by the displacement of 
water in two large ammonia drums of about 10 cu. ft. capacity. One 
was being filled while the other was emptying and aspirating, thus giving 
a continuous suction. Glass gauge tubes were fitted in the side of each 
drum and the drum calibrated by placing it on a tested pair of scales, 
filling it with water to the zero mark on the gauge and allowing the water 
to run from the drum 0.10 cu. ft. at a time, by weight, and marking the 
changed height of water on the gauge glass. 
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“Endeavor was made to keep the rate of aspiration such that the gases 
would be drawn through the 5-mm. opening at the same speed as the 
gases passing. This, of course, could only be approximated, but was 
close enough for all practical purposes. 

“The volume of the sample was determined by reading the number 
of cubic feet of water displaced and correctihg to standard conditions. 
A thermometer placed in the drum gave the temperature, and a mano- 
meter just after the filter gave the pressure. These were read after the 
aspiration of each drum. 

“A test of the gas after passing through the apparatus was made, 
and it was found that only a trace of As»O3 remained. 

“After the sampling was finished the apparatus was disconnected 
from the aspirators, the flue tube washed off on the outside, and the whole 
taken to the laboratory where the flue tube, the wash bottles, the bead 
tube, and beads were washed thoroughly and the matter obtained, together 
with the water-soluble content of the filter, placed in a large evaporating 
dish and evaporated slowly to dryness on the steam bath at about 90° C. 
This matter was then all carefully scraped up, placed in a small weighing 
bottle, dried at 95-97° C. for 24 hr. and weighed. This weight, plus 
the difference in weight of the filter before and after aspiration dried at 
95-97° C., was called total collected matter. On account of the H»SO, 
content of the sample it was, of course, impossible to drive off all moisture 
at the temperature used in drying, and this probably accounts for most 
of the difference which exists between the total collected matter weighed 
and that found by chemical analysis when calculated with its maximum 
possible oxygen content.”’ 

Samples were taken at two places on the connecting flue. The first 
set was obtained at the top of the first 30 per cent. grade north of the 
main dust chamber. The reverberatory gases enter the connecting flue 
through a bypass further up and were therefore not included in these 
samples. 

The second set of samples taken from Oct. 5 to 10, 1911, was obtained 
from each of the two branches just before entering the chimney. The 
results of this latter set only will be presented, for the reason that all 
. smelter gases were combined before passing the point where the samples 
were taken. 

Observations for velocity and volume of gases were made simultaneously 
with taking the samples. In addition to the regular velocity readings 
taken during the time covered by this series of tests, several determina- 
tions were made on the average velocity of the gases over the whole flue 
area, by taking observations at a large number of points in the cross-/ 
section. A chart showing the results of one of these determinations is 
presented in Plate XL. This chart also shows the depth cf dust i tke 
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flue, which was determined by sounding from the roof, and the location 
of the Pitot points used for regular velocity determinations. It will be 
noted that the velocity in the central portion of the flue is lower than at 
the sides. This may be due to the proximity of the dividing poimt where 


a 
~~ > ~< I. = >< <= 
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Ay. V. H. for East 16 ft. = 0.095. 
Ay. V. H. for Entire Section = 0.091. 
Av. V. H. for Entire Flue = 0.097. 
Av. V. H. for West 16 ft. of Flue = 0.105. 
Av. V. H. for Middle 16 ft. of Flue = 0.081. 
Av. V. H. for East 16 ft. of Flue = 0.105. 
Broken Line Connects Approximate Points of Average Velocity. 
All Velocity Head Readings Given in Inches HO. 
® Indicates Points Where Regular Readings Were Taken. 


1, Av. V. H. for West 16 ft. = 0.1038. 
Av. V. H. for Middle 16 ft. = 0.078.° 
Av. V. H. for East 16 ft. = 0.107. 
Ay. V. H. for Entire Section = 0.096. 

2. Av. V. H. for West 16 ft. = 0.105. 
Av. V. H. for Middle 16 ft. = 0.084. 
Av. V. H. for East 16 ft. = 0.105. 
Av. V. H. for Entire Section = 0.098. 

3. Av. V. H. for West 16 ft. = 0.108. 
Av. V. H. for Middle 16 ft. = 0.084. 
Av. V. H. for East 16 ft. = 0.108. 
Ay. V. H. for Entire Section = 0.100. 

4. Av. V. H. for West 16 ft. = 0.105. 
Av. V. H. for Middle 16 ft. = 0.084. 
Av. V. H. for East 16 ft. = 0.108. 
Av. V. H. for Entire Section = 0.099. 

5. Av. V. H. for West 16 ft. = 0.105. 
Ay. V. H. for Middle 16 ft. = 0.073. 

H 
H 


PiaTe XL.—Cross-Section or Five at Sration 42.5 rr. Souts or “Y,” Sowing | 
VeLociry Hrap Reapines. 
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the flue branches into the two chimney openings. It was found that 
the average velocity as determined by this special test checked closely 
with the results of the regular velocity observations. 

As explained by Mr. Libby, the samples were aspirated from the flue 
through glass tubes inserted through the side walls, and extending ap- 
proximately to the central point of the flue’ The total amount of the 
dust sample with this type of apparatus is necessarily small, but the re- 
sults of the various tests are very uniform. 

Samples were taken at two points in each branch of the flue, the upper 
point being 9 ft. below the roof and the lower point 8 ft. 6 in. above the 
floor, the two branches of the flue being designated as East and West 
respectively. Three samples were taken at each point, making 12 in all. 

During these tests the following furnaces were in operation: two blast 
furnaces; two reverberatory furnaces; eight MacDougall furnaces; and 
2.6 converters (average). The average results of the three samples taken 
at any given point, together with the general average for the whole series 
are shown in Table XVI. : 


TABLE XVI. 
| Ca.cuLatep Sorry Contents 
Matin Five Gases Average | Average oF ALL FLur Gases 
Cu. Ft. Solids PER 24 Hours 
SamMpLe Point of Col- 
i Sample lected 
Velocity | Cu. Ft. per Stand. Grams Solid C aN A 
Ft. per 24 Hours Cond. Matter Lb. 0 & G un 
Second |Stand. Cond. Lb. ; ee Ze 
RIOL OE ata. asxty os, ene 18.63 901,816,800 180.4 4.566 51,220 SE Lel vtsee el trove 
Call. AIC Be CeCe 19.34 960,591,840 184.4 4.225 48,630 SAP ictal a liateterede 
MBEEE. Vio caewatec soe 18.63 901,816,800 170.8 4.672 54,900 BEIT | ceded ros] Seep 
AGO WER WV ic the we hk ee oe 19.34 960,591,840 183.6 4.174 48,010 LOL rate onal kerieesers 
AVERAGE....... 18.98 931,204,320 179.8 4.409 50,690 347 | 28.51) 0.202 


a These values obtained by proportion, the sample not being of sufficient weight to 
make direct determinations. 


The average amount of new cupreous material charged to furnaces per 
24 hr. during this period contained 181,220 lb. of copper.- | 

The loss of copper in escaping gases in per cent. of original copper 
charged to furnaces was therefore 0.19 per cent. . 

An average partial analysis of the suspended and condensable material 
contained in gases sampled is presented in Table XVII. 

Tests on the old flue gases by the use of wire baffles in the experimental 
brick flue, indicated that 89.7 per cent. of all copper entering the flue 
with blast-furnace gases, and 96.2 per cent. of all copper entering with 


MacDougall gases, was recovered in the flue. 
VOL. XLV1.—26 
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Taste XVII.— Partial Analysis of Suspended and Condensable Matter 


in Gases. 
Per Cent. of 


Constituent. ¥ Total. 
Free-HySOg:43 sh see es en Oe ore Re een 22.23 
Silied cco. cme > Se soe hee ee eee Een 2.30 
Coppers s.sn5 cece © ae oe casi ne ee 0.70 
Fe.Os, Al,O; aii aaa aR Ray Stowhe te Coteeh ease Nokes a, ercey SiS. BML Be RSLS ot lr ONS Ea fad ea E a 08 
Sulphur. Achin 2 Rare eee ts oe eae ee ee oe 6.6 7 
Se ert O Posie Narpnc tere tee Sith Be soe vn Re as ae key sa SE ns cea ar: 1.47 
BisO enc 055.0 So aes ce om ees ae AC eer 0.81 
PbO. satiate dee cae ee ee eo eRe he ane oe 0.49 
Ca Pe a acto 8 ete oe eee oe RS EO 0.18 
ZV) 2 0 OS Eee enn Oe te 3.31 
O to combine with sulphur (calculated).....................-- 10.23 


Based on recoveries from the new wire-bafled dust chamber, and 
estimates on the amount of copper in the dust contained in the con- 
necting flue, and the amount escaping from the chimney, we find that 
94.2 per cent. of all copper entering the chamber is recovered from it, 
showing a remarkably close confirmation of test results. 

Calculations based on the amounts of material in the flue system, as 
determined by weights drawn, and by estimates on dust and fume in 
the connecting flue and escaping gases, are presented in Table XVIII. 


TaBLE XVIII.—Percentage Distribution of Material in Flue System. 


Weight | Copper SiOe 

Blast-furnacelue.eet..-4 eee ae 39.3 41.4 47.3 
MacDougall furnace flue. ................ 8.5 11.3 11.0 
Cross-take: ues. jac 50 tee eee eaters e 7.8 12.9 8.8 
Main.dust' Chambersss. 4 eee see ee 28.9 Saco 30.7 
Connecting flues s.,.cie eee eee ee 1.8 0.7 0.7 
Stack. discharges saeco 13.7 1.2 5 
TCTATA AC Ae Senet 100.0 | 100.0 100.0 


Production of Arsenic. 


Up to the present time no effort has been made to recover arsenic from 
flue dust, as the market for this material, until recently, has not justified 
the necessary outlay for its production, but we have just completed a 
plant which will handle about 20 tons of the dust per day. 

For the present only the dust recovered from the upper end of the 
main dust chamber will be handled in this plant. Later it may be found 
desirable to increase the recovery of arsenic by the admission of cold air 
to the chamber, provision for which was made in the original design, as 
already explained. 
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XIII. Concuvsion. 


Comparing the losses from the old flue system, as determined by tests 
with the experimental brick flue, with the losses on the new system, as 
shown by the tests which have just been described, and allowing for the 
relative amounts of copper produced at that time and at present, the 
following differences are noted: 


Loss PER 24 Hr. 
Copper | Silver Gold 
Lb. | Oz. Oz 

|_ s 

} 
LOE SECTIG OS Aaya Saar, ss, olka oe oi 3,775 105.94 0.712 

) 
BEAVER Us GOLIUMMEE thes aon SIV Sah Kad ayes Wovens: <, 347 28.51 0.202 
Difference saved................-... 2 aon Se || 77.43 0.510 


Assuming a recovery of 95 per cent. of these values, and taking a net 
value of 10c. per pound for the copper, 50c. per ounce for the silver and 
$20 per ounce for the gold, it is seen that the new flue system has effected 
a saving of $372.18 per day, or $130,263 per year. 

In addition to this saving it is expected that a substantial revenue 
will be derived from the treatment of the more arsenical dust, in the 
recently completed arsenic plant. 

In considering the large expenditure for the installation of the elaborate 
flue system just “described, it should also be borne in mind that a reduc- 
tion in losses of flue dust was not the only object in view. The low 
elevation at which the gases were discharged from the old chimney was 
a source of annoyance from smoke complaints. The overtaxed condition 
of the old flues and chimney prevented the operation of certain furnaces 
at full capacity, and for the same reason the smoke and fume around the 
furnaces materially interfered with the efficiency of labor. Furthermore, 
dust chambers were inadequate and their poor arrangement made the 
handling of flue dust expensive and troublesome. 

All these defects have been eliminated, and the anticipated efficiency 
of the new flue system has been fully realized. 
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Discussion. 


Pror. JosepH W. Ricuwarps, South Bethlehem, Pa.:—Mr. Chair- 
man, I would like to call attention to one valuable feature of the 
paper which may interest some: I have worked a good deal with the 
Pitot tube, and have always had difficulty with what is called the 
static end of that apparatus, so much so that I became almost hope- 
less of securing good results with it. I find here, however, what is 
stated to be a perfectly satisfactory static end for the Pitot tube, satis- 
factory under probably all conditions. I congratulate Mr. Klepinger 
on the design of that tube and the consequent improvement he has 
made in the technical measurement of the volumes of gases. I 
would also like to ask if the total volume coming out of the chimney 
per day could not be computed by chemical analyses of the SO and 
SO, in the gases, and calculation on the basis of the known weight of 
sulphur going out in a day; so that the Pitot tube measurements 
could be checked by a method independent of measurements in the 
flues. 


J. H. Kueprneer:—I think the volume of gases could be deter- 
mined in that way. Those of a chemical turn of mind would go 
about it so, but I am not enough of a chemist to follow that method, 
and consequently I always look at the mechanical way to obtain the 
results. 


Howarp N. EHavenson, Gary, W. Va. (communication to the Secre- 
tary*) :—The writer has been much interested in this very able paper 
presented by Messrs. Goodale and Klepinger, and particularly so in 
those portions of it relating to the measurement of the velocity 
through the flue and the settling of the dust in the flue chamber. 
The form of static pressure end developed for the Pitot tube will un- 
doubtedly give very good results with the velocities measured, but 
with very high velocities—say above 10,000 ft. per minute—it is 
questionable whether the instrument will be substantial enough to 
resist the pressure unless it be made so heavy as to materially obstruct 
the flow of gases. The averaging manometer is an excellent device 
and the results obtained by it will probably be within the limits of 
accuracy of measurements up to velocities of about 6,000 ft. per 
minute. 

In order to complete the data in the paper, the writer would sug- 
gest that if any traverses of the experimental flue were made, showing 
the different velocities in various parts of its area, that these be in- 
cluded in the final publication of the paper. 


* Received Sept. 24, 1913. 


THE GREAT FALLS FLUE SYSTEM AND CHIMNEY. 645 


The curves shown in Plate IX of the relative efficiency of the 
various schemes used for dust arresting are evidently based on the 
average velocity in the experimental flue of 440 ft. per minute given 
in Table IV. Were any tests made of any of these schemes, using 
higher or lower velocities than this? The wire baffles are evidently 
the most efficient and economical of all the methods tested, at this 
velocity, and probably so at any other velocity, but undoubtedly tests 
32 and 34, with the open flue, would have been much more efficient 
at much lower velocities, as would probably test 37. The enormous 
volume of gases to be handled would of course have precluded the 
use of any scheme involving a very low velocity—say 100 to 200 ft. 
per minute; but probably the various tests made by the authors have 
enabled them to form an opinion as to the effect of lower velocities 
on the efficiency of the various methods tested. 

From the data given on p. 597, the average weight of dust per 
cubic foot in the gases is slightly over 48 lb. Would this be a fair 
average weight of dust in all experiments ? 

Great credit is due both of the authors for the interesting presenta- 
tion of the data obtained in their various tests and in the successful 
working out of their design of flue system and chimney, both in its 
details and in its entirety. 


J. H. Kieprnezr, Great Falls, Mont. (communication to the Secre- 
tary*):—Mr. Eavenson refers to Plate IX, the curves in which show 
the relative efficiency of the various dust-arresting schemes tested, 
and raises the question as to the possible change in efficiency if tests 
had been made, in which the velocities in the experimental flue were 
higher or lower than those for which the results are presented. 

As suggested by Mr. Eavenson, the large volume of gases to be 
handled made it impracticable to obtain low velocities, on account of 
the extremely large cross-sectional area of flue required. This point 
had been considered previous to making the final tests, at which time 
it was decided that the velocity of gases should not exceed 500 ft. per 
minute. The velocity in the experimental flue was therefore made to 
conform to this value as nearly as the conditions and the apparatus 
at hand would permit. In this connection we wish to correct Mr. 
Eavenson’s assumption that the curves in Plate IX represent the 
results of tests at the uniform velocity of 440 ft. per minute. On the 
contrary, they show the actual weight of dust collected per unit 
volume of gas handled under the actual conditions existing In the 
experimental flue, which con ditions are given in Table III, and show 


* Received Dec. 15, 1913. 
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that the velocity varied from 568 ft. per minute for test No. 32, to 
266 ft. per minute for test No. 35. 

It should be explained further, however, and in answer to a ques- 
tion raised by Mr. Eavenson, that the velocities in the experimental 
flue, as given in Table III, are all calculated on the assumption ot a 
full sectional area of the flue, free of any baffles or other obstructions, 
the calculations being based on volume determinations in the 22-in. 
inlet pipe, no velocity readings or traverses having been made in the 
experimental flue. 

The assumption of a full sectional area of the flue is of course 
incorrect, the actual free area being somewhat less, and varying with 
the different types of baffles used, with the amount of dust deposited 
on the floor, which in many cases amounted to several inches, and 
with the accumulation of dust on the baffles. In the absence of any 
definite data on the amount of these various obstructions, we thought 
it best for purposes of comparison to base velocities on the full sec- 
tional area, as stated above. We did make some rough estimates as 
to the probable velocity through the free area in the flue for the 
various tests, which indicated a more uniform condition than that 
shown in the table, the maximum difference being not more than 
150 ft. per minute; but, as these were only estimates, we did not feel 
justified in presenting them. 

On account of the difference in velocity in the experimental flue for 
the various tests, it might be said that we are not justified in making 
the direct comparisons of efficiency that are shown on Plate IX; and 
we believe it to be true, as pointed out by Mr. Eavenson, that if tests 
32 and 34 had been made at considerably lower velocities they would 
have shown a higher efficiency. This belief is verified by tests which 
we made when using the steel settling chamber, referred to briefly in 
Article 2 of Section IV of our paper. With this apparatus we ran 
tests having velocities as low as 30 ft. per minute. Recoveries at this 
velocity did not differ materially from those at 100 ft. per minute, 
which may indicate that practically all dust was settled at the latter 
velocity; but when the velocity was increased to 200 ft. per minute 
there was a decided falling off in settlement of dust. We do not, 
however, believe that the tests made with the small steel settling 
chamber are fairly representative of what would be obtained in a 
large flue. Even if it were possible to make a flue of proper section 
to bring down the velocity, it would be necessary to have it of com- 
paratively great length to effect a reasonably complete settlement of 
the dust. In all our tests, the results pointed to the necessity of some 
obstruction or surface being present, against which the dust could 
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impinge or come in contact, in order to effect a settlement. This 
condition seems to be more important than the reduction in velocity, 
and for this reason we believe that a flue of large sectional area, 
without any battles or obstructions, would be even less efficient than 
the small experimental flue in which our tests were made. 

Assuming for the moment that the efficiencies shown by the curves 
in Plate [IX are not comparable on account of the differences in 
velocities, we can nevertheless make a very direct comparison of the 
open flue against baffles, in tests 35 and 38, where certain sections of 
the flue were equipped with bafHles and others left free and open. 
Since the same gas passed through each of the sections for a given 
test, the velocity in the open sections must have been even lower than 
that in the sections containing baftles, where the free area was cer- 
tainly less; yet there is a very marked difference in the settlement 
of dust. 

This is pointed out, not that any one doubts the efficiency of 
baffles, but simply to emphasize the rate of settlement by the two 
methods, and the relative lengths of flue that would be required to 
effect equal recoveries. 

With reference to the average weight of dust in the gases, per 
cubie foot, it may be said that this is practically constant for gases 
from a given type of furnace. Test No. 39 was made on No. 3 flue, 
which carried MacDougall-furnace gases; while tests Nos. 40 and 41 
were made on the No. 1 flue, which at that time was handling blast- 
furnace gases only. For this reason it would not be fair to obtain 
the average by combining all the values given in the table referred 
to on page 597. This table was presented simply to show the differ- 
ence in weight per cubic foot of the dust in the first and last sections 
of the flue. The true average weight of the dust for a given test 
would be greater than the arithmetical average of the values given, 
for the reason that by far the greatest volume of dust is collected in 
the first few sections of the flue, as may be seen by referring to 


Tables IV, VI, and VII. 
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Determination of Gases in Smelter Flues; and Notes on the Determi- 
nation of Dust Losses at the Washoe Reduction Works, 
Anaconda, Mont. 


BY EDGAR .M. DUNN, ANACONDA, MONT. 
(Butte Meeting, August, 1913.) 


OUTLINE. 


Part I. DETERMINATION OF GASES IN SMELTER FLUES. 


General considerations. 

Regular methods for carbon monoxide, oxygen, nitrogen, moisture. 

Sulphur oxides—Methods of Lunge and Hempel tried, and either 
modified or discarded, with reasons therefor. 

Gravimetric method developed at Anaconda. 

Description of apparatus used. 

Brief notes on Richter and Hawley methods for the direct deter- 
mination of sulphur trioxide. 

Carbon dioxide, with complete notes on same. 

Arsenic trioxide. 

Table of percentages of flue gas constituents found at a Western 
smelter. 

Some final notations as to the value of flue gas analysis, in con- 
nection with an intelligent log of furnace operations. 


Part II. Nores oN THE DETERMINATION OF Dust LOSSES AT THE 
WasHorE Repuction Works, ANACONDA, Monvt. 


Discussion of problem, with description of flue system. 
Various places and methods for determinations of velocity. 
Instruments used. 

Procedure in making determinations for velocity. 

Soundings of cross-section for depths of dust. 

Calculation of velocities and areas. 

Daily volume of gas, and plant operations during tests. 
Place for dust determinations. 

Apparatus and methods of sampling. 

Results obtained, with table of daily amount of dust losses. 
Analysis of dusts for values, from various sampling stations. 
Complete analysis of composite sample of stack emanation. 
Last analysis totaled to show form in which present. 
Discussion of recovery as a commercial proposition. 
References on Pitot tube and calculations. 
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Part I.—DrETERMINATION OF GASES IN SMELTER FLUEsS. 


In 1907, upon arriving in Anaconda to take up work in the testing 
department of the Washoe Reduction Works, the following problem was 
met at the car step, so to speak: complete and exact analysis of gases, 
not only at the stack, but also in all departmental flues. Taken up to 
employ time not otherwise needed for regular testing department work, 
instructions were extremely liberal for a commercial plant, to the effect 
that accuracy should not be sacrificed to speed. In December, 1907, 
the work was temporarily transferred to the Great Falls Smelter, and 
some of the methods here given were there worked out. Differences in 
smelting operations at Great Falls and Anaconda, however, necessitated 
further investigations and the development of a new method for SO; 
determinations at the latter plant, where work was resumed in July, 
1908, and completed about a year later. 

At the time of inception of the work, data (not only on percentages, 
but even on methods) were found to be meager in the extreme, for one 
or the other of two reasons: either entire lack of experiment at a large 
proportion of smelters, or disinclination on the part of the managements 
to divulge data of any description pertaining to either results or methods. 

In making determinations of gaseous constituents of flues, two methods 
are open to consideration: 1, the drawing out of a sample, and collection 
of the same as a whole, to be removed to the laboratory for later analysis; 
and 2, the absorption in situ on the flue of one certain constituent, dis- 
regarding others for the time being, or perhaps combining two or three 
in one determination. The first is generally the more rapid, but it is 
also the more inaccurate, method of analysis, even with special type 
absorption apparatus, being the more largely subject to error, both of 
reading, and also because of leakage during complicated manipulation 
in the laboratory. The amount used for analysis must also, because 
of limit of container, be small for the first method, and an average gas is 
very seldom obtained, necessitating for a fair average result a large 
number of determinations. Consequently, when we balance the time 
spent in a dozen determinations of short-time samples as against the time 
employed in making two or three long-time determinations of various 
constituents in situ, we are not so certain in our statement as to the 
relative speed of the two methods. Moreover, the method of analysis 
in the laboratory of 100 cc. of flue gas is satisfactory only when constitu- 
ents thus determined are present in considerable quantity, results being 
simply approximate when determining such compounds as sulphur dioxide, 
sulphur trioxide, carbon monoxide and dioxide, and arsenic trioxide and 
water vapor, none of which are carried in all smelter flues in amounts 
in excess of (or even approaching) 1 per cent. by volume. Special condi- 
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tions at certain smelters may raise the percentage of water vapor to that 
amount; for instance, employment of wet fine concentrates for roaster 
feed, or use of briquettes while still wet in the blast, with poorly dried 
coarse concentrates. Generally speaking, however, five or six of the 
above-named determinations should be made independently of each 
other, or at least in special apparatus, in situ on the flue; but for carbon 
monoxide (never present with good practice in any smelter flue in con- 
siderable quantity), the difficulties in connection with the removal of 
other constituents in large quantities are so great as to indicate the rather 
unsatisfactory (from accuracy standpoint, because of trace quantity) 
method of its determination in the laboratory by absorption pipette of 
either ammoniacal or acid cuprous chloride, after removal of interfering 
gases in suitable reagents. 

Determinations of oxygen, carbon monoxide, and nitrogen (residual 
gas after all other constituents are removed) were made by standard 
methods, and require no description here. All samples were collected 
over mercury and were analyzed by means of the Hempel mercury burette. 
Twelve 16-o0z. bottles, filled with mercury and supported in a strong, 
specially designed, two-deck rack, were used for taking samples, and 
analyses of the last 10 (first one largely and second one slightly contam- 
inated by air in aspirating tube) were used as a basis for results. 

Nor was the method used for water vapor new in any respect. The 
gases were drawn through a hot filter of glass wool in the flue end of the 
aspirating tube, and into weighed bulbs containing sulphuric acid. Re- 
sults obtained in this way are somewhat too high, but are more than 
approximately correct. 


Sulphur Dioxide and Trioxide. 


Two standard methods were available for SO. and SO; at the time 
of starting our work. Briefly, Lunge’s method consists in drawing gases 
through standardized alkali solution, with phenolphthalein indicator 
determining both SO, and SO; as total acidity, as indicated by formuten 
of the respective sulphide and sulphate reactions: 


then a determination by the “Reich” method with standardized iodine 
solution of the amount of SQ. present in the gas by the following reaction: 


SO. + I, + Pe H,O0 => H.SO, + 2 ils 
the SO, factor from the iodine determination is then subtracted from 
the total as determined by the alkali, with a remainder of SO3. We 


found Lunge’s method (volumetric entirely) accurate only when the 
flue gases contained no substances of a nature contaminating to either 
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iodine or alkali value, which is a rare condition, and we have been very 
much interested by recently published conclusions of a similar nature. 
At practically all smelter flues some one or more of the adverse conditions 
are met. These conditions are the following: 1, presence of arsenic, 
selenium, or tellurium in the ores, which may vitiate any flue gas as far 
as the Reich test is concerned, if present in sufficient quantity, rendering 
results approximate rather than exact, by too high a figure for SO. from 
attack of iodine by oxides of these elements. 2, the presence of H.S in 
roaster flue gas, where a wet sulphide is slowly brought to roasting 
temperature. This last, if operative, will also cause too high an SQ. 
figure, from the consequent attack of the iodine by the HS. We do not 
believe, however, that this is often the cause, though positive affirmation 
of same was at one time made to us by a prominent engineer. At least, 
we have never found, in frequently testing various conditions, hydrogen 
sulphide present in roaster gases (certainly never more than trace), and 
simply offer it here as a possible (not probable) explanation of the too 
high SO, figures so frequently found to be the actual result. 3, the fact 
that reverberatory flue gases (coal fired) contain variable amounts of 
hydrocarbons due to imperfection of combustion at certain stages of their 
operation; a fact hitherto unrecognized as to the action on iodine, causing 
by the mutual reaction too high a figure for SO, content of gas. We have 
several times obtained appreciable quantities of the red copper acetylene 
compound by passing reverberatory gases through ammoniacal cuprous 
chloride. The presence of acetylene points, of course, to other hydro- 
carbons of a similar character. » This hydrocarbon factor seems to be 
absent in flues from gas-fired reverberatories, probably due to more perfect 
combustion control. As to oil-fired reverberatories, we have no data. 

All of the above-mentioned factors tend to raise the SO: content of 
the gas in the Reich part of the Lunge method, and consequently, even 
if the total acidity (as determined by alkali) remains correct, yet the figures 
finally obtained for SO; (by subtracting too high SO) are correspondingly 
too low. Suppose, however, that the alkali titration is also open to errors 
that cause total acidity (SO: + SOs) to be low. Of course, the method 
as outlined by Lunge becomes then not even approximate, the SO; figure 
being negative. To illustrate, under perfect conditions the following 
little arithmetical equation is true: 


(SO. + SO3) minus SO, equals SOs. 


In practice, however, the following is more often the case: 
(SO. + SO;—too low) minus (SO.—too high) equals less than nothing. 
In an article that appeared the early part of this year (1913), in con- 
nection with a direct method for the determination of SO; by absorption, 
E. Richter (abstracted in the Journal of the Society of Chemical Industry, 
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Mar. 31, 1913) recognizes the failings of the Lunge-Reich method, the 
abstract (we have not read the original article) commencing as follows: 
“The determination of sulphur dioxide and trioxide in furnace gases by 
Lunge’s and Reich’s method does not give satisfactory results; either 
the reactions with iodine and potassium hydroxide do not take place 
in the theoretical proportions, or else substances are present which com- 
bine with a higher proportion of iodine than [does] sulphur dioxide; at 
any rate the results for trioxide often work out as a minus quantity.” 
Richter’s alternative is a method for determination of SO; direct, by ab- 
sorption in a condensing tube packed in a freezing mixture, a method 
capable, we believe, of giving good results. A similar abstract of Mr. 
Richter’s paper appeared in the Engineering and Mining Journal of 
May 10, 1913. 

The last-named magazine (vol. xciv, pp. 987 and 988, Nov. 23, 1912) 
also gives an excellent article on sulphur dioxide and trioxide determina- 
tion, by F. G. Hawley, chief chemist at Cananea, Mexico. Mr. Hawley 
emphasizes the cause of error in the alkali titration for total SO. + SOs; 
though our own experience differs somewhat from his. We quote from 
him as follows: “An objection to this method is that it cannot be used 
on furnace gases because of the action of CO, on the phenolphthalein. 
Even in roaster gases, for which it is recommended, there is likely to be 
some CO, formed by the oxidation of small amounts of organic matter 
usually present in ores, as well as from small amounts of carbonates 
which may evolve CO: during roasting. Sulphates of the heavy metals 
are always present in the fume and will react acid to phenolphthalein, 
and thus affect the result.” 

Now we never tried the Lunge-Reich method anywhere else than at 
Anaconda, and Mr. Hawley may have ores of a character somewhat 
different from ours. The alkali titration works fairly well on our roaster 
and converter gases, the figures obtained by titration checking closely 
with gravimetric amounts obtained by later oxidation of sulphites to 
sulphates and precipitation of all sulphates with BaCl. Of course, in 
all of our work we eliminate all dust and practically all fume by slow 
aspiration and a hot (flue temperature) glass-wool filter in the flue end 
of our aspirating tube. But we feed to our roasters large amounts of 
carbonate in the shape of fine lime rock (later utilized in slag formation 
in the reverberatories and fed to the MacDougalls to insure better 
mixing), and yet the CO, evolution of the gas is but slightly greater than 
atmospheric amount, the critical temperature of calcium carbonate not 
being attained in roasting furnaces. Should ores be employed containing 
carbonates with lower critical temperature than that of calcium carbonate, 
the method would be worthless for roaster as well as for other flues using 
carbonaceous fuel. When CO: is present, there are three anhydrides 
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attacking the alkali instead of the two (SO. and SOs), the CO, also re- 
acting. The salt formed by the last, however, is alkaline, and remains 
inert as to acid action on phenolphthalein until the last stages of neutraliza- 
tion, when the original alkaline hydroxide is all gone with formation of 
carbonate, sulphite, and sulphate, the first named, however, with an 
alkaline reaction toward the indicator. Further passage of COs, SOs, 
and SO; causes an attack of the carbonate by the two latter, but before 
they have finally changed the carbonate to sulphite and sulphate (which 
would be a true titration of the original alkali to the two salts formed by 
SO. and SOs), the accumulation of CO, in the solution (both from flue 
absorption and from liberation from carbonate in the solution itself) 
swings the phenolphthalein reaction to acid, indicating an end point for 
SO, and SO; on NaOH before it has been reached, and causing low results 
for total SO. and SO; by this volumetric method. We early discarded 
the Lunge-Reich process. 

The second method at our disposal in 1908 was the variation given by 
Hempel and mentioned by Mr. Hawley in his article. Briefly, it is a 
combination of volumetric and gravimetric methods, the gases (CO,, 
SO2, and SO3) being passed into standardized iodine as in the Reich test, 
and the SO, content being determined by the iodine factor, and this SO. 
figure being subtracted in terms of SO; from the total SOs figure (caused 
by both SO, and SOs) later determined by gravimetric precipitation of 
acidified solution with BaCl. This method is open to all the objections 
previously mentioned in connection with the Reich test, the practical 
result being: SO: plus SOs; (gravimetric and accurate) minus SO, (volu- 
metric and too high) equals too low SO; (occasionally nil). COs, however, 
does not interfere or affect results in any way. We used this method 
in specially designed apparatus of our own (which will be later described), 
but with varying results, and finally evolved a method entirely gravimetric 
in character. 

This last method, adopted by us after thorough experimenting, employs 
simultaneous determinations with two sets of apparatus, the determina- 
tion for total SO, and SO; being made by passing gases through iodine 
solution, to convert SO, to SO; (at the same time collecting all original 
SO; unchanged). A gravimetric determination with BaCl, gives total 
SO; + SOs, the latter in terms of SO;. The original SO; has been 
simultaneously determined on the same gas by passing the gases through 
the second set of apparatus, the solution for absorption in this second case 
being weak BaCl, and from 10 to 15 per cent. of HCl. Mr. Hawley 
mentions this method in his article, and we suspect our original notes 
(which were furnished in 1909 and 1910 to a large number of Western 
smelters) caused him to look further, because of incompleteness of data 
therein, and finally evolve his scheme of filtermg out the SO; by means 
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of a moistened filter, with later titration of contents of filter, which is 
a variation of the dust method abstracted in the Journal of the Society 
of Chemical Industry, vol. xxii, p. 1016. : 

We find the following opinion on the direct determination of SO; by 
means of BaCl, in the presence of SO, in Lunge’s Sulphuric Acid and 
Alkali, vol. i, p. 317: “It was found that sulphur trioxide cannot, as 
Scheurer Kestner supposed; be absorbed and estimated by BaCls, because 
even chemically pure SO. with BaCl, in the presence of oxygen or at- 
mospheric air, at once gives a precipitate of BaSQO:.” We checked 
Lunge’s work, but found the greater part of his precipitate to be, not 
BaSO,, but BaSO3, and soluble in HCl. As BaSQOs is theoretically 
impossible in the presence of HCl, we made several experiments with 
SO, generated by means of dilute HCl and. NaHSOs, passing same with 
air through acidulated BaCl. We found repeatedly: 1, no BaSO; 
formed in any of a series of four flasks; 2, faint cloudiness in first flask, 
which was trace of BaSQ,; 3, relatively large to small amounts of SO, 
‘dissolved in all four flasks, which were later boiled out entirely without 
precipitation of any BaSO, from the last three flasks, and without changing 
visible amount of precipitate in first flask; 4, the amount of BaSQO, in 
first flask after boiling thoroughly to expel SO2 and to collect BaSO, for 
filtering was (maximum) 0.0065 g. BaSO,, or somewhat less, for eight runs, 
using in all cases over 100 times as much SO: as we aspirate in a regular 
flue determination. The facts that all four flasks contained SO, dissolved 
therein, but none of the last three were precipitated by immediate boiling 
out of same; while the first flask was not precipitated by boiling, but 
only by passage of original SO, + air; force the conclusion that the trace 
of BaSO, found in the first flask was caused, not by SO2, but by SOs, 
formed between the generator and the first flask by admixture with air, 
before entrance to first flask. 

' Mr. Hawley objects to the boiling out of the SOs, because of oxidation 
to SO;, and consequent high results for the latter, and he ascribes oxida- 
tion found by him to atmospheric oxygen. With substitution of passage 
of CO, for removal of dissolved SO: (rather than a quick boiling out of 
same), he characterizes the method as accurate, though tedious, because 
of generation and passage of the COs. We found the method (without 
the tedious CO, passage and with a simple boiling) consistently correct; 
and at another of the Western smelters where no SOs was present in their 
stack gases, the results were persistently nil, though the stack gases 
did carry a much larger amount of SO. than is present at Anaconda. 
However, if Mr. Hawley boiled out the contained SO, over a free flame 
or in direct sunlight, his conclusions as to high results are in Dereeciene 
with our own results; for, while in position on the flue or while boiling 
-off the SO, in the laboratory, the apparatus must be carefully protected 
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from any other than dull, diffused light, as we later found that the action 
of direct sunlight, or the light of a free flame at any point in the process 
between start of aspiration and final complete breaking up and boiling 
off of contained H,SOs, was destruction to the retarding action of HCl 
in the solution. In spite of the HCl, sunlight or free flame light acts as 
a catalyzer, causing quick and considerable oxidation of H»SO; to H.SO,, 
with consequent high results for SO; content of flue gas by this method. 
Of course, boiling off of the SO, should be accomplished immediately - 
after aspiration of gas, as standing between aspiration and release of 
contained SO. also causes results to run somewhat high, even in diffused 
light. 


Apparatus.—The apparatus employed by us was as follows: 


Set I of the apparatus, Fig. 1, consists of a wooden box 26 in. long by 
9 in. wide. One end is left open for a distance of 9 in., and this compart- 
ment is covered with a board 9 by 9.5 in., which contains four slots 1 in. 
wide for holding the necks of the 4-oz. flasks firmly in place. The rest 
of the box is sided up with boards 4.75 in. high, and is to contain the 
first aspirator bottle, and such pieces of apparatus as may be carried 
conveniently therein. The end pieces of the box are so cut down near the 
top (12 in. high) as to make handles for carrying the apparatus. 

Four 4-oz. flasks are used in making the analysis. These should be 
supplied with tightly fitting two-hole rubber corks. 

Two large glass bottles (about 3 liters: capacity) are used as aspirating 
apparatus, for the double purpose of drawing the gas from the flue and 
also measuring the amount of gas sample taken. The first bottle should 
be fitted with a three-hole rubber cork; the second requires a two-hole 
eork. Rubber tubing 10 or 12 ft. long may be used for connecting the 
two aspirating bottles. The first of the 4-oz. flasks, B, is connected with 
the flue by a one-piece bent tube, A, the long arm of which is about 3 
ft. long, and the short arm about 9 in. long, which allows the long arm 
to be inserted in the flue about 2 ft. The flue end contains a loosely 
packed filter of glass wool, for stoppage of dust. 

The four flasks are connected in series; C, D, and EF being connected by 
glass tubes bent in two right-angle bends, the longer arm going nearly 
to the bottom of each flask (the inlet tube), and its end being nearly 
closed for slow aspirating purposes. | 

The shorter arm (outlet tube) is of such a length that, when the flask 
into which it goes contains 150 cc. of solution, the end of the tube (blown 
out bulb shaped, and containing one or more fine holes) will be at such 
a distance above the solution that, when running gas, the beads con- 
tained in this short arm will be kept well moistened with solution. The 
short arm should not dip in the solution, but its height above surface 
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Fig. 1.—APPARATUS FOR DETERMINATION OF SULPHUR OXIDES. 
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of same will be governed by the speed of aspirating—the faster the aspi- 
ration, the higher the short arm, and vice versa. 

The second hole of the fourth flask, H, is connected with one of the three 
holes in the cork of the first aspirator bottle by means of a two-arm glass 
tube, F, which is connected at about the middle by a heavy piece of 
rubber gas tubing, G, which is well wired to’the glass to insure against 
possible leakage of gas. Both ends of glass tube F pass barely through 


_ the respective corks of the fourth 4-oz. flask and of the first aspirator 


bottle. The rubber connection is not necessary (f being one piece in- 
stead of two pieces), but should a one-piece tube be used, chances of 
breakage from over-stiffness of apparatus are much increased. 

In the second hole of the cork of the first aspirator bottle, H, a ther- 
mometer, 7’ (preferably Fahrenheit for closer reading), should be in- 
serted. By this means the temperature of the gases aspirated may be 
ascertained. 

Through the third hole of the cork in H a bent glass tube, I , passes: 
to the bottom of the bottle, and is bent at its upper end at a right angle 
(or more) to connect with a rubber tube, J, 10 or 12 ft. long, through which 
the water runs from H to the second aspirator bottle, M, the top of which, 
when in action, should be some little distance below the bottom of the 
first aspirator bottle. This rubber tube is provided with a stop cock, K, 
for regulating the speed, and connects at its lower end with a, piece of 
glass tubing, LZ, which penetrates one hole of the two-hole cork in the 
second aspirator bottle M, the other hole of which is left open. If pre- 
ferred, M need not be corked, but left open. 

Several precautions in taking the sample are of primal importance. 
All connecticns from A to J must be absolutely gas tight. For this reason 
all rubber connections between flasks are eliminated, also the one com- 
monly used about the middle of tube A. Such elimination, of course, 
increases rigidity of apparatus, and consequently greater care must be 
employed in handling the same, to guard against breakage. 

All holes in rubber corks (except bottle M) should be tightly fitted 
_ to glass tubing, and to insure loss against leakage all such fittings should 
be reinforced, after setting apparatus in place, by a liberal and careful 
application of rubber cement. 

Air must be carefully excluded from the aspirating tube A. To this 
end, the tube should be inserted at least 2 ft. in the flue, and should be 
carefully packed at entrance into flue with slag wool or waste. 

Before passing from methods for the oxides of sulphur to carbon 
dioxide, the processes of Messrs. Richter and Hawley for SO; determina- 
tion must be considered. Either the absorption after cooling (Richter), 
or the filtration through a moistened filter (Hawley), should give good 
results. Both employ the passage of atmospheric oxygen for removal, 
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of SO. from the sponge which has just absorbed total SO; and more or less 
SO., but in one (Hawley) the presence of contaminating dust can have no 
effect, because of titration rather than gravimetric determination. The 
same variation might easily be applied to Richter’s method. With re- 
gard to these sulphur gases, two former ideas of a mistaken character 
are now exploded: 1, that SO; (with its ordinary tremendous affinity for 
water) is easy of absorption, for we now know that it is the hardest gas 
of any encountered in smelter analysis to stop in water solution, prob- 
ably because of the minuteness of its quantity, the SOs in each bubble 
of gas being surrounded by larger overcoats of more or less insoluble 
gases; and 2, that the oxidation of H:SO; to H2SO, is a rapid process, 
for we have learned that the reverse is true, and that even this slow 
process can be still further hindered by exclusion of catalyzers and intro- 
duction of retarding agents. The accuracy of both Richter’s and Hawley’s 
methods is dependent on this latter fact. The H2SO; is driven out by 
passage of air, which requires considerable time, and yet no oxidation to 
H.SO, occurs. 


Carbon Dioxide. 


For the determination of CO, in flue gases we followed Pettenkofer’s 
method for determination of CO, in air, adapting the process to our own 
apparatus, and changing the strength of solutions to meet requirements 
of gases in the various flues. 

With two sets of apparatus, the three constituents SOx, CO2, and SO; 
can be determined simultaneously, using the first set for total SO.+S0O; 
(first two bottles) and for CO, (third and fourth bottles) and the second 
set for direct SOs. 

The method for CO: as adapted by us to flue conditions is here given 
more fully perhaps than is necessary, but with a view to illustration of 
our idea of tabulation of process notes. 

Apparatus.—The apparatus used for the determination of CO. is the 
same as that employed for SO: and SO; (Set I). In addition, a small 
4-oz. flask is fitted with a two-hole cork, through one hole of which passes 
a glass tube just through the cork. This tube is for connecting the flask 
with the flue tube, A, of Set I; the other hole of the cork is fitted with a 
tube which extends from the bottom of the flask up through the cork. 
Through this second tube the air when operating passes into the flask 
to the bottom and bubbles up through the flask full of strong NaOH 
solution. For purposes of reference call this flask X. 

Solutions Required for Analysis—The solution of NaOH for use in 
flask X need not be of exact strength, as it is simply for the purpose 
of removing CO, from air passed through the apparatus. Dissolve about 
100 g. of NaOH in about 500 cc. of water. 
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Lodine Solution for Removing SO, and SO; from the Gases Aspirated.— 
Dissolve about 10 g. of iodine and 15 g. of potassium iodide in from 100 
to 200 ce. of distilled water. Shake until iodine is entirely dissolved and 
dilute to 1 liter. If desired, N/10 iodine may be used. 

Barium Hydroxide Solution for Absorbing the CO» in the Gases A spirated.— 
Dissolve about 14.8 g. of Ba(OH), in 2 liters of distilled water, and 
filter into the stock solution bottle. Mix thoroughly and cork bottle 
tightly with a two-hole rubber stopper. Through the first hole of this 
cork passes a long double bent glass tube to the bottom of the bottle 
inside; the other end extending several inches below the bottom on the 
outside. This siphon tube is clamped with a stopcock, and when not 
running out the solution, the second hole of the rubber cork is also closed 
with a tightly fitting glass rod. This Ba(OH)s: solution should be stand- 
ardized against the oxalic acid solution so that its value is known in pre- 
cipitating power against both the standard oxalic acid solution and car- 
bon dioxide. When running Ba(OH), out of stock bottle, inflowing air 
should be passed through flask X. 

Standard Oxalic Acid Solution—Place 100 ee. of boiling distilled water 
in a No. 2 beaker, and add oxalic acid crystals until solution is saturated 
hot. . Cool the solution and dry the resulting oxalic acid crystals by re- 
peatedly pressing between folds of filter paper, until the crystals are thor- 
oughly dry, and pour like sand from one sheet of paper to another. Weigh 
out exactly 5.6293 g. of this recrystallized oxalic acid, and dilute to 1 
liter with distilled water, which is preferable freshly redistilled. It is 
best to double the amounts of C.H.,O, and H2O, making 2 liters of 
solution. After solution is attained place in a dried glass-stoppered bottle. 
This solution is of such a strength that each cubic centimeter is equal 
to 1 ec. of carbon dioxide, at standard conditions, in its neutralizing ac- 
tion on barium hydroxide; or, in other words, 1 cc. C2H20,=1 cc. COn. 
Its strength should be checked against standard NagCO; solution. 

Phenolphthalein Indicator—Weigh out 1 g. of phenolphthalein and place 
in a glass-stoppered bottle of about 250 cc. capacity. Add 210 ce. of 
strong ethyl alcohol and shake until dissolved. 

Standardization of Ba(OH)2, Solution——Measure out 100. cc. of the 
Ba(OH), solution from a burette, add 5 drops of the phenolphthalein, 
and titrate with the standard oxalic acid to decolorize the solution. The 
Ba(OH), will be found to be about half the strength of the oxalic acid, 
or the 100 ec. of Ba(OH), will require about 50 cc. of CzH2:O4. The Ba(OH)s 
crystals used are never of definite strength (having been more or less acted 
on by the CO, in the air). In the determinations made the 100 ce. of 
Ba(OH),2 was found to be equal (phenolphthalein decolorized) to 48.75 
ec. of CoH,O;. Therefore, 1 cc. of Ba(OH)2 equaled 0.4875 cc. of C.H.0,4 


(of CO2) ° 
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Method of Taking Sample.—Fill flask X with NaOH solution, and con- 
nect with the flue tube A (Set I) by means of a small piece of rubber 
tubing. Tube A is connected with the four absorption flasks (Set I), 
and the last of these flasks is connected by means of a long rubber tube 
with the air pump in the laboratory. 

Draw air through the apparatus for 0.5 hr., by which means the air 
in the absorption flasks is replaced by air containing no carbon dioxide 
(which is removed by passage through NaOH solution in flask X).  Dis- 
connect and fill the first of the four absorption flasks with iodine solution 
to the 150-ce. mark. In the second absorption flask place about 130 
ec. of redistilled water. Into the third and fourth flasks run in from a 
graduated burette, respectively, 150 cc. and 100 ec. of the Ba(OH)2 
solution. Do not dilute the Ba(OH). in the fourth flask with ordinary 
distilled water (which contains trace of COz); either leave the volume of 
solution therein at 100 ce. or else dilute to the 150-ce. mark with re- 
distilled water free from COs. Cork the absorption flasks tightly with 
the corks and bead tubes used in flue aspirating, and remeve to the 
flue. Set up the apparatus (Set I) on the flue, just as in the determina- 
tion of the sulphur gases, and aspirate for about 90 to 100 min. at the 
rate of about 2,000 cc. of water drawn from the first into the second aspi- 
rator bottle in the total elapsed.time of aspiration. A faster rate of 
aspiration must be carefully avoided to prevent the passing through the 
first two absorption flasks of any SO. or SOs, which would, of course, 
raise the percentage of COs. 

The position of the outlet tubes from the first three absorption flasks 
must also be carefully watched. The outlet tube from the first flask 
(containing iodine) should be so set that the beads contained in the tube 
are at all times impregnated with the iodine to insure stoppage of the 
sulphur gases in the first flask. To check this fact, a trace of the iodine 
from the first flask should be allowed to run over into the second flask 
sufficient to impart a yellow tinge to the water contained therein. If 
at any time the aspiration should become rapid enough to decolorize 
this yellow tinge, it shows that SO. is passing through the iodine into the 
Ba(OH)s, and the determination is worthless. The outlet tube from the 
second flask should be slightly higher in position, so that the beads are 
simply moistened with the yellow-tinged water, and yet so that none of 
the solution finds its way into the third flask. Should this occur, the 
determination is also worthless, for two reasons: the percentage of CO. 
will be slightly raised by the attacking of the Ba(OH), in the third flask 
by the solution that runs over from the second flask, and the end reaction 
used in later titration will be vitiated. The outlet tube from the third 
flask should be so set that the beads are constantly wet with the Ba(OH), 
solution, a small amount of which should be allowed to pass into the fourth 
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flask. This precaution insures absorption of CO, in the third flask, largely, 
but never entirely, the fourth flask being here necessary. With large 
amounts of CO: a fifth flask must sometimes be used. 

During the aspiration the formation of insoluble barium carbonate 
(BaCO;) in the third flask and outlet tube tends to clog the beads and 
the stopcock which controls the aspiration will require constant watching 
to obtain a steady flow of gas. 

At the end of the aspiration period close the stopcock and measure 
the water in the second aspirator bottle. This will require about 5 min., 
during which time the absorption apparatus and first aspirator should 
be left on the flue. Read the temperature of the gas in the first aspirator 
bottle and remove box to the laboratory without disconnecting flasks 
and first aspirator. Connect flue tube, A, with NaOH bottle, X, and 
aspirate slowly by means of the air pump for 10 min. to insure absorption 
of the sulphur gases standing in the outlet tube and over the iodine in 
the first absorption flask. Now raise the outlet tubes slightly in the 
first two absorption flasks and aspirate at about twice the former speed 
for 0.5 hr. to draw through the third flask any CO: which may have 
been held in physical solution in the first two absorption flasks. Cease 
aspirating and raise the corks in the absorption flasks, taking out the 
corks and tubes, and closing the third and fourth flasks with tight rubber 
stoppers, and proceed at once with the analysis. 

Analysis of Samples.—To one of the third and fourth absorption flasks 
add 5 drops of the phenolphthalein indicator and titrate with the standard 
solution of oxalic acid (C2H2O,) until the red solution is fading in one of 
the flasks. Cork and set aside, and titrate the solution in the other 
flask to the same point. Now just decolorize the solutions in both flasks 
and wash out the bead tube connections with the titrated solution. If 
a pink color develops in the flasks, again decolorize with the oxalic acid. 
Take the reading of the oxalic acid burette, and proceed to calculate 
results. If desired, the indicator may be added before flue aspiration. 

Notes.—The solution ordinarily used in gas absorption pipettes for the 
removal of CO. is NaOH. This cannot be used in the flue determina- 
tions, for the reason that for absolute accuracy the CO: must be removed 
from the solution as fast as absorbed, so as to admit, of the later titration 
of the excess of the alkaline solution with the standard acid. 

If NaOH is employed, the aspiration of CO, results in formation of 
sodium carbonate, which is soluble and remains in solutions to be attacked 
later by the standard acid used in the titrating; while with Ba(OH)» as 
an absorption solution the CO: precipitates as barium carbonate, which 
is insoluble in all reagents with which it comes in contact (H2O, Ba(OH)., 
and dilute C.H.0,) and the titration with dilute C,H2O, is in no wise 
affected by its presence. If NaOH is to be employed the later titration 
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must be omitted; the indicator must be added to the alkali before aspira- 
tion; and the red solution must be decolorized in position on the flue by 
the aspiration of CO . This is a more rapid, but by no means a satisfac- 
tory, determination, for two reasons: 1, the end reaction between any 
alkali and CO, is not as quick and clean cut as that between an alkali 
and oxalic acid (especially true when phenolphthalein is used for an 
indicator; but true in some degree of any indicator); 2, this method of 
determination loses the CO, which is physically absorbed in the flasks of 
iodine and water (which are placed between the alkali and the flue for 
the purpose of absorbing the sulphur gases). This latter error is alone 
sufficient to condemn the determination, as close checking is impossible. 
We found 20 per cent. of total COs held in first two flasks. Experience 
has proved that another very wide error may be introduced into an 
otherwise carefully performed determination, by the clogging of the ap- 
paratus by the BaCO; formed in the outlet bead tube from the third 
absorption flask as well as that in the third flask itself. In the previous. 
methods employed for the determination of the sulphur gases, the prod- 
ucts of absorption were soluble, and consequently evinced no desire to: 
interfere with aspiration. This clogging with the insoluble BaCO; causes. 
an increased suction to be required for drawing the gas through in the 
later stages of aspiration, and at the end of the aspiration it may be found 
that the gas in the first aspirator bottle is therefore under diminished 
pressure, and the water in the second aspirator does not therefore represent 
the true volume of gas aspirated from the flue. 

In one of the preliminary tests of the method outlined about 1,500 ce. 
of water was drawn through in slightly over an hour, but in the latter 
part of that time the aspiration entirely ceased despite the-fact that the 
stopcock on the tube between the two aspirator bottles was finally opened 
wide. The stopcock was then closed, the apparatus removed to the 
laboratory for analysis, and the back pressure was noticed to be large 
(by the inrush of air into the first aspirator when the stopcock was re- 
moved). This, of course, caused a figure much too large for the volume 
of gas aspirated, as shown by the fact of a 12 per cent. drop in volume. 
percentage of CO, when the final results were obtained. The remedy, 
where the aspiration. does not run smoothly and stoppage occurs, unless ~ 
very near the end of the aspiration, is to throw out the determination, 
wash out the apparatus and begin over again. If desired, the back 
pressure can be measured, the error calculated, and the determination 
finished. 

To prevent stoppage of apparatus, the tubes connecting the absorption 
flasks should be carefully washed out (between determinations) two or 
three times with dilute HCl. This dissolves the precipitated BaCOs;, 
and the excess of HCl must then be carefully washed out with distilled 
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> 


Kight to a dozen washings are required to eliminate 


water, or results for CO. will be too high (the HCl acting on the Ba(OH) 
during aspiration). 


the HCl. 


Arsenic. 


The analysis for arsenic vapor in smelter flues offers no great difficulty. 
This constituent is present in such small amounts that rapid aspiration, 
to obtain large volume, and analyzable amounts, is the first requisite. 
Consequently large carboys are employed for aspirating bottles. Experi- 
ment proved the impossibility of escape of As.Qs through the absorbing 
solution (water alone is excellent) even under a speed of 25 liters per hour, 
for the reason that the vapor readily condenses to a solid on cooling to 
boiling point of water. Two of the four bottles in our apparatus box are 
all that are necessary, though all four may be employed. Nor are beads 
in the connecting tubes required, their omission causing no loss of AsO 
while at the same time the speed of aspiration and ease of washing out 
tubes are thus facilitated. That part of the aspirating tube between the 
flue and the absorption bottles was found to contain a large proportion 
of the As.O; (deposited therein by cooling), and it must therefore be thor- 
oughly washed out with warm dilute NaOH solution. Analysis of the 
arsenic can be run by any standard method, but we prefer the so-called 
“sulphate method,” substantially as given by A. H. Low in Technical 
Methods of Ore Analysis, as we have found it the most accurate of several 
tried. 


Composition of Gases. 


By courtesy of the management of one of the copper smelters where 
work was accomplished, we submit the following table of analyses for 
various flues: 


Roaster Blast Flue Converter Be veneeres eee of : 

aa a aa ‘Per pak Per Cent. Per Cent. Pa Gann. Per C eee 
Sulphur dioxide.......... 2.545 1.274 2.845 0.423 1.164 
Sulphur trioxide.......... 0.275 0.086 0.0515 0.0044 0.0395 
Carbo dioxides.......... 0.1136 6.493 0.2084 5.242 2.748 
Winter Vaporise.:. tacts ss 2.784 3.490 1.061 3.869 2.834 
Arsenic trioxide.......... 0.0073 0.0091 0.00073 0.0156 0.00465 
3. ate ae eae 14.02 10.18 12.04 10.37 11,38 
INTGLOR CNSR Gilet a wet es 81.18 78.13 83.64 79.57 80.73 

4 Younes Rewer a 100.9 99.7 99.8 99.5 99.4 


All of the above are volume percentages at standard conditions—760: 


mm. and 0° C. 


664 DETERMINATION OF GASES AND DUST LOSSES. 


The only flue that showed certain trace of carbon monoxide was the 
reverberatory. 

Selenium and tellurium oxides were found in both reverberatory and 
main flues, but were not determined quantitively, appearing incidentally 
during As,O3 aspirations. Traces of antimony were found throughout 
in all flues. 

About a year later, with changed conditions at this same smelter, 
analyses of the sulphur oxides were repeated. Changes were three in 
number: 1, (slight) in tonnage; 2, in character of feed (considerably 
more zine being present); and 3, the flues, which were in a poor shape 
because of leaks during the first series of analyses, had been put in nearly 
perfect condition. 

In all flues, both departmental and main, the SO, content was higher, 
due to differences in both tonnage and condition of flues. On the other 
hand, the SO; percentage was lower, due to greater neutralizing action 
of the zine. 

At base of stack the SO. volume percentage was 1.734 per cent., a raise 
of about 50 per cent. over figures previously given, indicating leakage; 
while the SO; gave a beneficent drop of over a half, becoming 0.0159 per 
cent., indicating possible entire neutralization of SO; by slightly greater 
infusion of zine in feed. 


In closing, it should be emphasized that probably none of us realize 
fully what can be done at the average smelter, in the matter of actual 
saving of dollars and cents, by means of intelligent and accurate gas 
analysis. By “intelligent”? we mean a minute and exact log of furnace 
operations, and a careful checking of tonnages, with analyses of materials 
fed and produced. Without these any analysis is simply a figure to 
satisfy curiosity, and indicates nothing for future practice. A case in 
point will be illuminating. At one plant where we worked, the orders 
were to keep entirely away from all operations, confining ourselves en- 
tirely to analysis. The SO. in blast-furnace gases showed at different 
times tremendous variations, and the average of a large number of de- 
terminations was reported as the content of the blast-furnace flue, but 
the figure carried no illumination as to cause of variation, which had to 
be ascribed roughly to differences in tonnage and feed. At a second 
smelter, the same variation was observed, but a careful study of condi- 
tions showed that, at times when the SO. was high, there was less coke 
fed to the furnaces than the supposed minimum amount required for 
smooth running. When the SO2 was at its low ebb in the flue the coke 
was fed either in normal or excess of normal amount, and the sulphur was 
volatilized, and not utilized as fuel. The furnaces ran smoothly under 
either condition. The indicated result, the regular running of the furnaces 
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with less coke, with correct utilization of the sulphur fuel sometimes 
thrown away, and a consequent saving in good hard cash by the manage- 
ment, should forever remove “intelligent” gas analysis from the schedule 
of luxuries at the second plant. 

Aside from considerations of indicated changes in practice, a minute 
log of operations often serves to clear up results of a contradictory char- 
acter. We remember working in a converter flue on two succeeding days, 
when with a larger number of converters blowing the first day the flue 
content of SO: was considerably lower than that of the second day, when 
fewer converters were blowing, with conditions of feed and products identi- 
cal, which certainly looks absurdly incorrect. But we fortunately had 
included in our log the stage of the blow of each converter while sample 
was being drawn from the flue, and a study of this confirmed the result 
obtained, for on the second day (higher SO, content) a majority of the 
converters were in the stage “white metal to copper;” while on the first. 
day the preliminary, or ‘“‘slagging,” stage of operations predominated. 
We had previously (sampling every 15 min. of the blow of about 2.5 hr. 
at a single converter mouth) found that the preliminary stage (oxygen 
used in iron silicate formation) gives in round numbers 1.0 per cent. of 
SO, while the succeeding blow of white metal to copper evolves as high 
as 6.0 per cent. of SOs, the oxygen being utilized in sulphur oxidation. 
Without a perfect log, flue results would in this instance have been dis- 
carded with disgust, but with the log for guidance, results at first glance 
impossible were predicated. 

Many other examples might be cited as to the importance of analyses: 
of gases at the average smelting plant, but space does not permit. In 
addition to value for determining leakages between furnaces and stack. 
emanations, or for checking up metallurgical balances of various parts 
of the plant, one other actual experience in “detection of crime” will 
be mentioned. Recently, at Anaconda, balances of the arsenic plant 
showed loss of some As:O3, back into the main flue with which both sets. 
(first and second refining furnaces) are connected after the products are 
settled in two separate lines of kitchens. The product settled in both 
sets of kitchens differed by only a few per cent. in As, O3 content. Which 
set of furnaces and kitchens was causative of loss and what is the remedy? 

Analysis for As,O3 at exhausted end of both sets of kitchens (either one 
would do it when comparing its loss with the total) caught the culprit, 
and a careful log of the two operations showed (draft the same for both) 
too high a heat and too great an admission of air through the refining 
furnace and kitchens, indicating changes in practice necessary to prevent 
loss. 

Three final words: 1, Accuracy of analysis; 2, Minute log of all opera- 
tions; and 3, Diligent study of results for contraindications of practice. 
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observed; first, chemistry; second, bookkeeping; third, metallurgy; these 
three form a combination too strong to be neglected. 


Part IIl.—Nores oN DETERMINATION OF Dust LOSSES AT THE WASHOE 
RepuctTion Works, ANACONDA, Mont. 


In the winter of 1910-11 an exhaustive investigation was carried on 
by us, with the purpose of determining as closely as possible, incidentally 
the velocity of our smoke stream, with accurate figures for the daily 
amount of stack emanation, and ultimately the amounts and character 
of dusts carried in this emanation. Could the gross amount of smoke 
passing the stack be handled by any of the processes (more or less at that 
time in experimental stages) either in use or being installed at various 
smaller smelters? The gross amount being approximately, of course, 
known to us at that time, if such installations, with known enormous 
initial expense, were made, would the amount of dust and fume, if re- 
covered successfully, pay anything toward this large installation cost; 
and, if not, would the values be sufficient to guarantee upkeep and daily 
operation of this smoke plant? Or would dust values be so small as to 
render both items of expense largely chargeable to smoke alone, tending 
to wipe out the margin of profit on smelting costs at the prevailing price 
of copper? Ina nutshell, how efficient is our flue system as a value catcher? 

Notes on the work as turned over to the management will be later 
submitted, but as a preliminary, a brief description of our flue system 
is illuminating. It is taken from a booklet, Brief Description of the Washoe 
Smelter, compiled by members of the A. C. M. staff: “There is an elaborate 
flue arrangement, especially noted for its immense size. The principal 
flues: viz., the blast, roaster and reverberatory, are 20 ft. wide and 15 
ft. high, and are of brick and steel construction. The converter flue consists 
of two 7 by 7 ft. flues. The blast, roaster and converter flues connect 
with their respective dust chambers; the reverberatory flue with the 
furnaces direct (after passage of gases from each furnace through two 
Stirling boilers in tandem for recovery of waste heat). The flues are of 
the following lengths: 


Feet. 
Blast Me 0%.) ves! 5c: ce beech at te Seance 1,653 
Roaster, fe .< 0% aids Wikis Whe eas thae Romy ou eee ee 488 
Comyerter £6.) wigs is esata vise. te alee aA ee an 703 
Reverberatory flugos. oc... 0. see tn-uias ace tenes oa 1,253 


These flues all merge into one main flue, the rough plan of which is shown 
in the accompanying diagram [Fig. 2]. For the first 1,234 ft. this main 
flue is 60 ft. wide; side walls 20 ft. high; the bottom being excavated at 
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an angle of 30° from the horizontal. The roof is of I-beam and brick 
arch construction. The remaining distance to the stack is 995 ft. of 120-ft. 
flue (width, this last 995 ft. being practically twin flues of 60-ft. width, 
for further slowing velocity of gases). This portion of the flue has a roof 
of No. 9 sheet steel (to enhance cooling effects by greater radiation). 
The stack is 300 ft. high, with an inside diameter of 30 ft. The top of 
this stack is 932 ft. above the surrounding valley.” Cross-sections of 
the 60-ft. and the 120-ft. flues are shown in Figs. 3 and 4. 

As a result of this elaborate flue system, the distances traveled by gases 
of various departments between furnaces and top of stack are as follows: 


yorrg 


Fig. 2.—PLAN oF FLuES aT WASHOE SMELTER. 


Blast gases: 1,653+-1,234 at lower velocity+995 at still lower velocity 
and greater radiation+300 at increased velocity and reduced radiation 
=4,182 ft. 

Roaster gases: 488+ 1,234+995+300 =3,017 ft. 

Converter gases: 703+430 (in roaster flue) +1,234+995+300 =3,662 
ft. 

Reverberatory gases: 1,253-+-1,234+995+300 =3,782 ft. 

These figures are here inserted to emphasize three effects of the Ana- 
conda flue system, the combination of which is unique; namely: immense 
distance that must be traveled by dust before chance of escape is given; 
lowering of velocity of smoke stream of gases from all flues twice before 
escape; and great relative increase of radiation (with greater cooling 
effect) during from 20 to 25 per cent. of the distance (covered at the 


lowest velocity). ; 
Its efficiency can be judged by the results contained in the notes here- 
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Fig. 3.—SEctTIon oF 60-rr. FLUE. 


with submitted, covering fully methods of procedure, results obtained, 
and conclusions therefrom. 

As the temperature of the smoke stream escaping plays a part in se- 
lecting method for analysis, that temperature is here given. The testing, 
department records showed near base of stack for summer (1909-10) 
377° F., or 192° C.; and for winter same year, 318° F., or 159° C. We 
ourselves checked up the temperatures 20 ft. from the base of stack in 
August, 1910, and obtained an average from a long series of readings: 
of 375° F., practically that given by the testing department. 


4 
4 
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Fig. 4.—Srcrion or 120-rr. Fiur. 
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1. Various Places and Methods for Determinations. 


In looking over the flue and stack preparatory to starting tests for 
velocities and volumes, four places for doing the experimental work were 
considered. 


(a). Stack at point previously used in 1905. 

(b). Uptakes into stack used in 1907. 

(c). Cross-section of 120-ft. flue, 30.7 ft. below the stack, where six 
holes had already been cut for dust soundings. 

(d). The cross-section of 120-ft. flue, about 70 ft. below (c), where 
ten holes had been previously cut for dust soundings. 


(a). The opening in the stack was discarded for two reasons. First, 
the height from the ground (53 ft.) and the very small distance above 
the point at which the gases enter the stack (13 ft. above the old baffle 
in stack—now down) seemed to point unmistakably to varying eddies; 
second, the small diameter of the hole in the stack (5.75 in.) makes the 
insertion of a large type, well-supported Pitot tube impossible. 

(b). The two side uptakes into the stack were discarded because the 
quick sweep of a large volume of the gas around the end baffle of the 
flue rendered the position of flow of the gas problematical, even without 
the chance of eddies. 

(d). The cross-section of the 120-ft. flue about 100 ft. below the 
stack seemed the best point for determinations, but on taking soundings 
from the top of the flue, the space above the hoppers was found to be 
very nearly free from dust, necessitating at some places in the cross-sec- 
tion Pitot tubes 35 ft. long. Of course, the mechanical difficulties in 
using tubes of this type would require a very large set of tubes of varying 
lengths, with a tremendous number of readings in order to cover the open 
area satisfactorily. 

(c). The cross-section of the flue 30.7 ft. below the stack wall was 
therefore chosen, soundings showing that but two Pitot tubes would be 
needed to cover the open area successfully. The bottom of the flue at 
this point is above the regular line of hoppers, and therefore the area as 
determined by soundings would be subject to no change, by removal of 
dust during progress of the test. Consequently a line of 18 holes (nine 
to each side of the flue) was cut at this cross-section. The depth of the 
flue at this cross-section is about 27 ft. (on the slope up to the stack wall), 
and a depth of dust was found by soundings (Nov. 9, 1910) of from 9.4 
ft. near middle of flue to 18.45 ft. on the sides. Later soundings during 
progress of the test (Nov. 25 and 26, 1910) confirmed these first soundings, 
the greatest variation at any point being 0.35 ft. ; 
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2. Instruments Used. 


The instruments used in the test are shown in Figs. 5 and 6. 

Pitot Tubes —The Pitot tubes employed in both determinations were 
two in number, one having an extension of 8 ft. down, the other 14 ft. 
They are of the same construction and of the same general type as those 
outlined in Fig. 5, though the impact arm is considerably larger in dimen- 
sions. They were carefully checked against each other and gave true 
readings. 

Bristol Pyrometer—The temperature determinations were taken with 
the Bristol pyrometer, which had been previously checked in several of 
the flues against mercury thermometers, and read correctly within very 
narrow limits (a few degrees under widely different temperatures). By 
means of this instrument, temperatures were taken at every point of 
Pitot readings. 

Barograph and Standard Mercury Barometer —The pressures were taken 
for each hole at finish of reading, by means of the barograph in the testing 
department, which is standardized daily by means of the United States 
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Fig. 5.—Piror Tuner. 


standard mercury barometer, also in the testing department. As a matter : 
of fact, these pressures are slightly too high, but it was deemed more 
accurate to use them than to trust to an aneroid barometer at the stack, 
which would fluctuate too greatly during the exceedingly variable weather 
of the determinations. 

Ellison Differential Draft Gauge—The Ellison draft gauge proved a 
distinct advance over any other form of U-tube so far known for taking 
the Pitot readings. The gauge is made to read directly in inches of water 
when the Ellison gauge oil is used therein. Consequently before starting 
the determinations at the main flue, the two gauges (but one of which, 
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No. 13 was used on the main flue) were taken to the MacDougall flue and 
were compared with each other, using the Ellison gauge oil as a reading 
medium. The two gauges checked absolutely. They were then checked 
by means of T’s inserted in the connecting tubing against each other, 
using gauge oil in each, and also against water in a delicate re: ading U-tube. 
Again they checked as closely as the U-tube could be read. Gauge No. 1 
was then measured at various points and checked up with both oil and 
water, and found to read directly in inches of water when Ellison gauge 


. Government Mercury Barometer. 

. Barograph, Checked against Mercury Barometer. 

. Bristol Pyrometer, connected with 6. 

. Ellison Gauge, boxed, and on base with lag screws for leveling; connected with 5. 
Large Size Pitot Tube. 

Thermo-Couple in Iron Sheath. 


Oo mh woe 


Fig. 6.—InstruMENtTs Usep In Dust DETERMINATION. 


oil was used as a reading medium. Gauge No. 1 was vie os to the 
main flue and tried. The air temperature was nearly 0° C., and untler 
these conditions the oil became too viscous for accurate work, and was 
therefore perforce discarded as a reading medium; absolute alcohol sae 
petrolic ether were next in line, and the latter was adopted as a reading 
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medium, because of its lower specific gravity, and consequent wider range 
of reading velocity head minus static pressure, which remainder is small 
at some points in the cross-section of the main flue where work was done. 
Readings were tabulated directly on the scale, which had been already 
proved to be inches of water when using gauge oil for a reading medium. 
On finishing the determinations, the specific gravities of the Ellison gauge ~ 
oil and the petrolic ether were determined, and each reading on the gauge 
converted to inches of water when using petrolic ether as a reading medium. 
Petrolic ether gave a specific gravity of 0.640254; Ellison oil, of 0.828625. 
Consequently the factor for conversion was 
Petrolic ether 
Ellison oil see 
The manufacturer’s figure for specific gravity of Ellison oil is 0.834, 
but we found 0.829 correct. However, the small error could not be read 
on that part of the scale we used. 


3. Procedure in Making Determinations. 


In making determinations every possible precaution to guard against 
error was taken. The two Pitot tubes used were 8 ft. and 14 ft. long, 
respectively. The average height above the dust at which initial readings 
were taken in all 18 holes was 2 ft., succeeding readings being taken at 
2-ft. distances to within 2 ft. of the top of the flue. The reading at each 
point is an average of three readings taken at intervals of from 1 to2 
min., so that each point reading is approximately an average of about 
5 min. Each time before insertion in a hole, each Pitot tube was blown - 
out to insure accuracy, and in each hole at a point 8 ft. below the top 
of the flue the Pitot tubes were checked against each other, three readings 
being taken with each. 

To guard against the possibility of change in the specific gravity of the 
petrolic ether used in the Ellison gauge by absorption of dust through 
the Pitot tube or any other source, the petrolic ether was changed daily, 
the gauge being emptied every morning, the old ether thrown away, 
and a fresh supply used for refilling from the large, air-tight, stock bottle. 
Specific gravity determination of the petrolic ether was made at the end 
of the test, from the same stock bottle. 

During readings in all holes the Pitot tubes were turned at various 
angles to determine the point of greatest velocity head. In all holes 
except two, it was found to coincide with the run of the flue. In two 
holes (one in each side of the 120-ft. flue) it was found necessary to turn 
the point of the Pitot tube toward the inside center wall of the flue, show- 


ing that gases were sweeping out toward the open stream on the outsides 
of the flue. 
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The Ellison gauge was protected in every instance from the wind by 
a three-sided shelter (wood and corrugated iron), shown in Fig. 7, and 
was placed on a shaded shelf therein, to escape heat effects of flue and sun 
on the petrolic ether. At every point in each hole the Ellison gauge 
was set true by a double level, and read to zero, a drop or two of ether 
from a small stock bottle being occasionally added when necessary, and 
after taking the three readings at this point, the gauge was again checked 
to zero. It was found that change of position of occupants of shelter 
would of course throw the gauge off the level slightly, so that, after start- 


e ¢ 


lia, 7.—SHELTER FOR GAuGH IN Dust DereRMINATION. 


ing readings at any point, absolute quiet was insisted upon. If level of 

gauge did not read zero, both before and after taking the readings at 

each point, readings recorded were thrown out, and new ones taken. 
During readings, the Pitot tubes were clamped firmly in place by a 
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serew device, and the holes in the flue tamped with waste to eliminate 
any possible error from outside air currents. 

In each of the two determinations, the soundings (from which the areas 
were figured) were made at start and end of test. Some of the 18 holes 
checked absolutely; others varied somewhat, the greatest variation being 
0.35 ft. The averages of soundings Nos. 1 arid 2 were taken in figuring 
the area of the first determination, and the averages of soundings Nos. 
2 and 3 in figuring the area of the second determination. These soundings 
are appended, as they may be of interest in showing the amount of dust. 
in flue at cross-section of soundings. 


4. Calculation of Results. 


Velocities.—For the calculation of velocities each hole was taken by 
itself in each determination, and as the points of reading were practically 
equidistant from each other as well as from the top and bottom of the 
flue, the average of the readings was taken as the average Pitot reading 
for each hole. Whe velocities were calculated by the formula V = V 2gh, 
in which V equals velocity; g equals the acceleration due to gravity; h 
equals the height in feet of a column of gas equal to the displacement 
of the reading medium by the velocity pressure minus the static pressure. 
The Pitot tube is of such construction as to read the velocity pressure 
minus the static pressure direct. The petrolic ether displacement was 
first calculated to inches of water and finally to feet of water for greater 
ease of later calculations. In calculating, h, the specific gravity of the 
gas, was taken as based on former gas analyses made in previous years. 
The specific gravity calculated therefrom is 1.013, or a molecular weight 
(H = 2) for the gas of 29.2146. Or in other words, at 760 mm. pressure 
and 0° C. temperature, 1 liter of gas weighs 1.307689 g. or 1.308 g. (1 
liter of H under same conditions weighing 0.089523 g.). Or 29.2146 g. 
of gas divided by 1.308 equals 22.33 liters of gas, at standard conditions. 
The following formula was next employed for calculating the number of 
liters of gas at flue conditions which are equal to 22.33 liters at standard 
conditions: 

(273 + t) 760 ye (1 + 0.00367 t) 760 


2 ee iy A ee es ee eee 
a oa B 


V* equals number of liters of gas (volume) sought at flue conditions 
of temperature and pressure; V~ equals volume of gas at standard condi- 
tions (a constant 22.33 liters); t equals the temperature of the gas; B 
equals the barometric pressure. As the figures for t and B vary in the 
different holes, V" was figured for each hole separately. 
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Areas.—In figuring areas, each side of the 120-ft. flue was taken 
separately, and subdivided into nine sections. The depth of the free 
space at each of the nine holes was determined, the figures taken being 
average depths of two soundings, one taken before and one after each 
determination of velocity. The basis of widths of section areas was the 
measured distances between holes and the measured distance between 
the outside holes and the sides of flue. The widths taken for each section 
area are the distances midway from hole to hole, with the exception of 
sections Nos. 1, 9, 10, and 18. The width of section area No. 1 is one- 
half the distance between holes Nos. 1 and 2, plus one-half distance to 
flue wall from hole No. 1. Widths of section areas Nos. 9, 10, and 18 are 
similarly obtained. 

The remaining one-half distance between hole No. 1 and east wall of 
east flue was thrown out when calculating areas, for the velocity decreases 
in a more or less steady ratio, from the maximum at the hole to zero at 
the wall. This distance is of small account in figuring area, as in the four 
sides where it is discarded it averages about 8 ft. high (clearance above 
the dust), and never more than 1 ft. in width. / 

Width times average depth of course equals area for each section in 
square feet. 

Pitot readings were taken at several of the 18 holes at a distance of 
1 ft. from the top of the flue. In every case the Pitot reading at 1 ft. was 
very nearly a half of that found at 2 ft., in the same holes. This figures 
to a decreased velocity of approximately three-fourths as much at 1 ft. 
as at 2 ft. 

Volume figures from areas and velocities previously calculated are 
certainly too high, as they assume full area of the flue and take no account 
of either any decrease in velocity above 2 ft. from top of flue or below 
2 ft. from top of dust. Nor do they take cognizance of retarding of 
velocity by steel work in flue. In an attempt to ascertain the actual 
volume, these three things were figured on and approximated by taking 
off the top foot from area, assuming full velocity from 2 ft. below top of 
flue to 1 ft. below top; and also full velocity from 2 ft. above dust to 
dust; and not figuring on any retarding of velocity by steel supports 
of flue. 

Daily Volume of Gas.—In calculating the daily amount of gases passing 
through the flue, each area is multiplied by its own velocity, giving cubic 
feet per second. Adding together the results obtained for all nine holes 
of each side gives the volume of gases per second in cubic feet passing 
each side of the flue. Multiplying by 86,400 (number of seconds in 24 
hr.) gives volume of gases per 24 hr. at flue conditions of temperature 
and pressure. 

For calculating to O° C. temperature and 760 mm. pressure (to form 
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a basis for comparison with other results) the following well-known formula 

is employed: 
Vov 273 B _yr B 

(273 + t) 760 (1 + 0.00367 t) 760 

For B, the nine barometric readings taken during testing the nine holes 
to a side were averaged, and for t the temperatures taken while reading 
each point in the nine holes to a side were also averaged. Working out 
formula, this gives the daily volume of gas passing each side of the flue 
reduced to standard conditions of temperature and pressure. 

In an attempt to approximate the daily amount of gas at all times of 
the year at the temperature and pressure of the atmosphere surrounding 
the stack, some averages of temperature and pressure for two and one- 
half years (February, 1906, to September, 1908) which were figured in 
the testing department, were taken. Figures are: temperature average, 
4.6° C.; pressure average, 624.84 mm. Using the formula 


_ ys (273 + t) 760 _ ys (1 + 0.00367 t) 760 
273 B B 


where V* equals volume at atmospheric conditions; V° equals volume at 
standard conditions; t = 4.6° C.; and B = 624.84 mm., the result is 
the average daily volume of gas after it leaves the stack, and adjusts 
itself to surrounding conditions. These figures are given under “Results 
Obtained.” 


V2 


Results Obtained. 
Cu Ft. per Day. 


November, 1910 (full area) CW ios eR ea Re eae tah 2 1,470,223,000 
Wale an TOR ee 1,430,367,000 
N' hereon caren: tess lit.) DNOP lS eens oe cite wale beragiecs 1,359,564,000 

cee RO MME Es oe ee deh tet 1322/369,000 


After calculating velocity and area and volume for each hole separately, 
the volume was divided by the area to obtain the average velocity (feet 
per second). The velocity readings for all nine holes to each side were 
then added together and divided by nine, to see how closely this method 
would check the other for velocity feet per second per side of flue. 


Figures follow: 


avt>a= 9v+—9 = 
Average Velocity|Average Velocity 
Feet per Sec. Feet per Sec. 
East Side main flue: , 
First determination. .......--.---++++seereeeees 21.19 Dat {Oye 
Second determination. .......-----+-++++- sees 21.94 21.70 
West Side main flue: 
First determination........-..-+-+++seeseseeees eae Pile E 
Second determination. .....--------++se+sr reese 21.26 QHe 
| 
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The maximum velocity was found at hole No. 2 on the east side in both 
determinations; and at hole No. 17 on the west side in both determina- 
tions; while in both determinations, the minimum velocity was at the holes 
nearest the center dividing wall of the 120-ft. flue—hole No. 9 on the 
east and hole No. 10 on the west, all holes being numbered from east 
to west across the entire 120-ft. flue. 


East Side—Main Flue West Side—Main Flue 
Feet per Second Feet per Second 
Maximum Velocity: 
Hirstedetermina tion sees, ieee Hole No. 2—28.90 | Hole No. 17—29.72 
Second determination............ Hole No. 2—31.27 | Hole No. 17—29.23 
Minimum Velocity: 
‘First determination.............. Hole No. 9—11.84 | Hole No. 10—12.37 
Second determination............ Hole No. 9—12.42 | Hole No. 10—12.30 


Over 700 Pitot readings were taken in the two determinations. 
The volumes of gases emanating. from stack were, for 24 hours: 


Hlueiconditions*. 2. cb 4) ease ee eee 169° C. and 622.9 mm. = re 
Standardaconditions +, ee eee eee 0° C. and 760 mm. = 1,340,960,000 

The average velocity in one 120-ft. flue was (assuming 80 per cent. 
clear space) 12 ft. per second. 

Plant Operations During Tests——During the first determination, the 
following units of the plant were in operation: Five blast-furnace units ; 
seven reverberatory furnaces; 37.46 MacDougall furnaces; eight con- 
verters. During the second determination, blast furnaces and converters 
were the same, while six reverberatory and 29.43 MacDougall furnaces 
completed_the operation. 


Summarized on a basis of maximum capacity: 


First Seeond 
Determination Determination 
Blash furnaces oad. 0 it, hokage Men ene eee 5/7 ” 5/7 
Reverberatory furmacest =: 0) 6 eee ee ne yf 
MacDoupall thimacest..\. . . cnctuck Qe eee eee 37.46/64 29.43/64 
COT VOFLOPS, ica. hic «cde & duncpant Jae ee eee 8/13 8/13 


* MacDougall furnaces given on basis of 64 furnaces—the full equipment. 


Dust DETERMINATIONS AT STACK. 


1. Place, Apparatus, and Methods of Sampling. 
Place.—The place chosen for sampling the dust and fume emanating 
from the Washoe Smelter flue was the same as that selected for velocity 
determinations, a line across the large 120-ft. flue, 30.7 ft. below the bast 
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of the stack wall. Fig. 8 is a sketch showing the dust-catching apparatus. 
This place was chosen in preference to the two others considered (stack, 
and arches into the stack) largely for the same reason for which it was 
given the preference in former velocity work: namely, to escape swirling 
eddies, which has been found to occur largely in both places aforementioned. 
Then, too, the apparatus employed was of sucl a nature as to render the 
use of the sampling station in the stack, at a considerable height above 
the ground, impossible. Of course, it must not be forgotten that some 
small percentage of the dust (which passes this line 30.7 ft. below the 
stack wall) is probably precipitated during its later passage into the arches 
and up the stack. But that a very small percentage, even of this preci- 
pitated dust and fume, falls inside the stack is shown by the relatively 
long time required for assembling the dust in the hoppers at the base of 
the stack. Reasons why so little dust and fume are caught after passing 
the sampling point are two-fold. The first (based on velocities) is that 
the area being so soon constricted after the passage of the sampling 
point, there is a quick corresponding jump in velocity from approximately 
21 ft. per second (average of flue) at sampling line to about 46 ft. per 
second in the stack, which would tend to overcome any great tendency 
of dust to settle by precipitation caused by greater friction on walls of 
stack over walls of flue, and, consequently, the greater part of such dust 
and fume, if precipitated, would largely be swept out at top of stack. 
Then, too, the time in flue and stack after passing sampling line is so 
short (about 8 sec.) that precipitation after passing stations must be 
slight indeed. 

The second reason is arrived at by analysis of dusts. The insoluble 
is so low as to stamp any further dust settling after passing sampling 
stations as slight, and the conclusion is forced that the flue, as now con- 
stituted, possesses a remarkably high efficiency as a dust settler, nearly 
everything now passing the sampling stations 30.7 ft. below the stack 
wall being “fume” so called, and not precipitable under the slightly 
changed conditions beyond the sampling stations, neither in the flue 
itself nor yet in the stack. So much for possible criticisms as to the 
possibility of dust obtained at sampling stations 30.7 ft. below stack wall 
being larger in any great degree than the emanations from top of stack. 
Of course, there is some later precipitation, else there could be no dust 
in hoppers under the stack and above sampling stations, but, for all 
reasons just mentioned, we believe it to be far below 1 per cent., which 
is certainly within the errors of sampling. 

Apparatus and Methods of Sampling.—In 1905, dust determinations 
were attempted in the stack, measuring the volume of gas (containing 
the dust obtained) by means of water aspiration, using a meter for gas 
readings. These samples averaged something like 70 cu. ft. of gas 
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(standard conditions) and a fraction of a gram of dust. Such methods 
might be termed ‘chemical’? from the smallness of measures obtained, 
and while perhaps accurate for the short time employed, are yet question- 
able when applied to a volume like 1,450,000,000 cu. ft. per day (standard 
conditions) and nearly double that amount at flue conditions. We soon 
gave up all such ‘chemical’? methods, and turned perforce to some de- 
terminations made by the testing department in 1907. After a thorough 
trial, we were convinced that this method (with some variations) would 
give the best possible results. In brief, the gases were drawn from the 
flue by means of a 30-in. rotary blower fan, driven by a variable speed 
3.0-h.p. electric motor. The dust and fume contained in the gases were 
filtered out by means of a very closely woven thick “blanket” asbestos 
bag, suspended in a large air-tight drum; and the velocity (and conse- , 
quently the volume) of gases passed was obtained by readings with small 
Pitot tubes and thermometers placed in the sampling tube between the 
flue and the drum. 

The filtering medium was tried out thoroughly, and proved much more 
efficient than the regular woolen bag of the bag house; in fact, efficiency 
is absolute as far as dust is concerned, and nearly the same for fume. 
Of course, the efficiency of the filter is aided by two things: lowering of 
temperature due to radiation from large drum surface, and great decrease 
in velocity in the bag over the velocity in the sampling pipe. The 
temperature in the bag is still high enough to be above the condensation 
point of the water vapor but below that of As:Os. 

Variations from previous methods were as follows: In the first place, 
they made use of the arches of the stack, which we discarded at once 
because of the presence of eddies. Then, too, they made use of a very 
small sampling pipe in order that they might with a fixed speed motor 
obtain the same velocity in sampling pipe as in the flue. This necessitated 
taking Pitot readings either in the very small sampling tube, where the 
friction on the sides would be relatively enormous, and correct readings 
very hard to obtain; or else in the large 5.5-in. pipe between the drum 
and the fan, which would include any leakage around the removable 
head of the drum, making gas readings too high and dust readings conse- 
quently too low. Our testing engineer insisted that dust must be drawn 
from the flue at a velocity at least as high as that within the flue, other- 
wise the sample might contain less dust and fume than present in the 
smoke stream. He frankly acknowledged no proof in support of his 
opinion, so we tried it out. We made five runs in the same place, three 
with 5.5-in. sampling pipe, with an average velocity of about 20 ft. per 
second in the sampling pipe, and two with 3-in. sampling pipe and an 
average velocity therein of approximately 50 ft. per second. In all five 
instances the flue velocity was about 28 ft. per second. We experienced 
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greater fluctuations in Pitot readings with the 3-in. pipe, and consequently 
greater probabilities of inaccuracy of reading, but when we figured the 
dusts there was slight variation in them, the said slight variation being 
easily ascribable to difference in dust content on different days. 

' Consequently, we adopted the large 5.5-in. pipe as a sampling tube 
for our determinations, and took the readings between the flue and the 
drum, which eliminated all chance of reading in any leakage of air. 

Preliminary runs were made to determine the life of the bag, and the 
filter was found efficient up to 20 hr. Judged by the appearance of 
the bag at the end of that time, its lifetime is probably about 30 hr. in 
the dust stream of the drum bag holder, though it would probably be 
less than that if used in the flue itself at slightly higher temperature. 

Runs of from 100 to 120 min. at various places in the flue were found 
to check as closely as longer runs, and were therefore adopted as time for 
regular determinations. As compared with 1905 determinations, with 
70 cu. ft. (standard conditions) and trace of dust, we obtained about 
10,000 cu. ft. (standard conditions) and from 400 to 500 g. of dust. We 
experienced mechanical difficulties with the sampling pipe, and finally 
adopted the scheme of first running in the full 60 ft. of pipe, strongly 
riveted, about 58 ft. into the flue from each side, supporting it with hooks 
hung from the steel roof of the flue through small holes pierced therein, 
and pulling out and cutting off the pipe at lengths corresponding to the 
stations where velocity measurements had previously been taken. This 
gave stations on both east and west sides of flue, with a total of 18 for 
the entire 120-ft. flue. For these 18 stations, 28 samples were taken, 
besides a large number of preliminary runs in trying out the apparatus. 

For the east side, all samples were taken in a line across about 5 ft. 
below the steel roof, while for the west side, 6 ft. below was approximated. 

During each determination Pitot readings were taken every 2 min. 
during the entire run, and the 2-min. readings were all taken at each sta- 
tion, in the center of the 5.5-in. pipe. This pipe was sectioned into six 
areas, and in each station, with its different length of sampling pipe, the 
readings in the center of the pipe were corrected by a factor obtained by 
repeatedly reading the Pitot tube in all six areas, and applying the average 
reading (or rather the square roots of same, averaged and squared) to 
the center reading. 

As the velocities vary as the square roots of the Pitot readings, the 
Square roots of the 2-min. readings were averaged and squared to obtain 
the average Pitot reading for the entire run. As the temperatures were 
of slight variation, they were also averaged for the entire run. 

As the dust on each side approached within about 8 ft. of the steel 
roof of the flue, the necessity of fighting shy of settled dust rendered it 
impossible to sample horizontally at a lower depth than 6 ft., though the 
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centers of both sides of the flue showed a clear space of from 16 to 17 ft. 
below the steel roof. But sampling perpendicularly is open to the objec- 
tion of low results by loss of some of the dust that strikes and tends to 
precipitate on sides of sampling tube, later falling back. Dust in the gas 
might very well vary at a distance of 5 ft. to 16 ft. below the flue roof, 
because of difference in velocity of gases at the two points; but it is 
probable that fume does not, for we found pretty nearly the same amount 
of dust (and fume) all the way across the flue at stations with velocities 
ranging from 11 to 31 ft. per second, and it is reasonable to suppose that if 
no great variation occurs horizontally within such a range of velocities per- 
pendicular variations are also slight. 

It was found best to cement the bag by a preliminary run before each 
determination. The dust thus obtained was left in the bag and weighed 
in toto (bag and dust) and after the regular run the bag was again taken 
out and weighed with the contained dust. Gain in weight equals dust 
obtained during determination. The bag was then shaken out thoroughly 
and the dust bottled for screening (to take out asbestos particles) and 
analysis. 

Before putting in the bag and drum, a preliminary run of a few minutes 
at high speed with rapping and shaking of pipe was made, and the pipe 
was shaken and rapped at intervals of the regular run, and finally just 
before the finish. 

The Pitot tube was read, as in the regular velocity determinations, 
by means of the Ellison differential gauge, containing petrolic ether. 

To sum up, low dust results might be obtained by reading in air leaks 
or by taking the velocity readings in the center of the pipe without cor- 
rection for areas of pipe where velocity is lower because of friction. Both 
of these cause low results by giving too high a volume of gas for the dust 
obtained. Low results again may be obtained if the small amount of 
dust collecting in sampling pipe is not drawn out into the bag by in- 
creasing the velocity at end of run, and shaking and rapping the pipe. 
All of these errors were carefully guarded against. High dust results 
might occur from taking the Pitot readings in an outside area of the 
sampling tube, without a correction for the increased velocity in the center. 

Either high or low dust results might occur from incorrect gauges ay 
reading, or imperfect determinations of the specific gravity of the Ee ic 
ether used as a medium. So far as known, every possible error has been 
carefully eliminated from the work. 


2. Results Obtained. 
The figures for the dusts here submitted were obtained by two We: 
of figuring: First and simplest, by taking the arithmetical ia ¥ a 
dusts obtained at all stations, based on two standards (for which see 
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previous report of velocity determinations). Assuming the figure 1,440,- 
000,000 cu. ft. for the daily volume of gas at standard conditions gives 
the first figures; while the second (more nearly correct—for reasons see 
previous report of velocity determinations) are based on a daily discharge 
of 1,341,000,000 cu. ft. at standard conditions. 

After figuring the arithmetical average, the dust figures were also 
obtained by a more correct method of calculation, each dust being cal- 
culated by its own area and velocity, using the figures obtained from 
previous velocity report. These results checked the arithmetical average 
within much less than 1 per cent. 


Dusts Obtained in Main Flue. 
East Side (Arithmetical Average). 


| | Dust Dust 
Velocity in | Tons per Day Tons per Day 
Date oF SAMPLE, Station | Pipe | Based on Based on 
1911 No. Feet per Second 1,450,000,000 1,341,000,000 
Cu. Ft. Cu. Ft. 
aries UG umes cette ae ee 1 19.325 87.000 80.460 
smo O as Sater: horn ns ete it 15.186 79.469 73.495 
ERA URI et Peg 2. 6 ae 1 50.560 85.672 79 .232 
JA OOl ees octet ete a 2 21.176 85.927 79.458 
ALGO lilce Miran Noe ceee coe ac 3 17.678 83.239 76.982 
AE isineaien yen, ee ee ee 4 18.722 83.784 77.486 
CDs. lid Ne meessere ees os tog 4 19.147 84.482 78.131 
Heb p14 irs tase Sie ee 5 19.823 bea tg 75.014 
elor, Ma enatene Goto oe ae ae 6 19.138 88 .276 81.641 
1S ob ld leah cect cd Stra, Ae 7 19.138 82.927 76.694 
Hebei aioe aa eae 8 17.197 78.828 72.904 
Bebi 6. ay. eee es bs 8 20.200 79.594 73.609 
MED WA cs hiae teehee 8 18.170 82.675 76.461 
RES oe: Sera le ect, A AS: 9 17.657 84.151 77.826 
LOC) Syl eee ae en Oe es 9 17.818 83.431 7.160 
Arithmetical average...... bu aia ie eae tai © | 83.371 77.104 
West Side (Arithmetical Average). 
INE ine dLiecawes Porte cack eke 10 17.333 72.68 
LT PO Mee Sites See em 10 18.256 75.02 69.38 
INL EIS D ec hacia ee ar eee 11 18.292 73.06 67.57 
Marri nrg Rakoic eran 12 18.278 80.01 73.99 
Miaiinals dad tacit nee eee 13 18.606 93.45 86.44 
VIET Gey crereneh tent elnen eee eee 13 17.695 85.80 79.35 
Narr OS eckes woe ee eee La 4) 19.247 93.20 86.20 
VEST ie Rat ace koa eee. oe 14 18.018 95.91 88.69 
VE ai ilowcr tre Secteeats ctia eee 15 19.080 91.51 84.63 
Vier iQ) on eernt ooo ene ee 16 19.675 77.03 flee 
(Vi ers) One ce ae 16 17.251 CEG Clee, 
MarilOers ttt cceae see 17 18.362 81.79 75.65 
Margit: eae ee ee 18 16.416 78.54 72.63 
Arithmetical average... ... M.. cer, co. | nee es 
Arithmetical average (both } eat ee 
Rides) i, vies viw's.0 5 eed eee a a ee 83.066 76.790 
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Figuring the dust by the roundabout but exact way aforementioned 
(ascribing to each sample its own flue velocity and area for each separate 
sample and station) gives correct figures as follows: Using 1,450,000,000 
cu. ft. as daily discharge at standard conditions from both sides of flue, 
gives 83.015 tons of dust per day against 83.066 as the arithmetical 
average; while employing the figure that we believe to be more nearly 
correct, viz., 1,341,000,000 cu. ft. per day, gives 76.777 tons per day 
against 76.790 arithmetical average. 

In the east side of 120-ft. flue there is small variation in dusts at 
different stations; while in the west side the greater variation is probably 
due to greater velocity in the west flue. There is more nearly a swirling 
eddy at stations 13, 14, and 15 (west side) than at stations 5, 4, and 3 
(east side), the velocity in the west side being slightly higher, with greater, 
bounding back from baffle 30 ft. above stations. The greater amount of 
fume on the east side is probably due to imperfect admixture of gas and 
fume from the sectional flues in the 60-ft. flue before entering the 120-ft- 
flue. Slight differences in previous gas analyses showed similar evidence. 

Analysis of Dusts—Eighteen samples were made up for analysis, all 
being screened through 40 mesh for removal of asbestos from bags. 
They represent the dusts at the eighteen different stations of sampling 


East Side of Flue. West Side of Flue. 
Nos. 1 and 8. Composite 3 determinations Nos. 10, 13, 14, and 16. Composite 2 deter- 
Nos. 2, 4, and 9. Composite 2 determina- minations 


tions Nos. 11, 12, 15, 17, and 18. One determina- 
Nos. 3,5, 6,and 7. Onedetermination only tion only 


These 18 samples were analyzed, with the following results: 


Ag Au Cu As2O3 
NUMBER Oz. per Ton Oz. per Ton Per Cent. Per Cent. 
J 3.8 0.005 1.05 40.3 
2 4.0 0.005 0.92 40.6 
3 3.9 0.005 1.03 40.7 
4 3.4 0.005 0.96 39.9 
5 4.1 0.006 0.95 31.0 
6 4.2 0.006 0.90 32.8 
7 4.4 0.006 1.15 ple 
8 4.3 0.006 0.92 31.6 
9 4.3 0.006 1.10 35.7 
10 4.9 0.006 0.95 P49) a7 
11 5.5 0.007 0.82 33.0 
12 5.0 0.006 1.13 30.8 
13 4.5 0.006 1.01 33.2 
14 4.7 0.006 1.02 30.8 
15 4.7 0.006 0.91 39.4 
16 4.1 0.005 0.82 32.2 
17 4.8 0.006 0.93 382.4 
18 5.3 0.006 1.18 31.3 
AVEDA Ces 2. 4,44 0.0058 0.986 34.2 


686 DETERMINATION OF GASES AND DUST LOSSES. 


The methods used for copper (color and electrolytic) gave results far 
too high, as shown by our own later analysis. A composite sample of 
10 g. of each of the 18 samples was made up and thoroughly mixed, and 
run in the fall of 1911. Results are herewith submitted: 


Analysis of Main Flue Dust Passing Base of Stack. 


Per Cent. Ounces 

SiOg tanta ates «ec eRe ae ee ae ea Ok el eee 4.19) >) A Hea eee 
i hat-f0) ee evened Shee SN dwt cer mies cca wes ok eee D638. 9 lt 27s ieee ee ee 
AL Ogtiracers tent cone an thc io Ae ne ee Son: eee 3.14 9 OSS eg eee 
Fe,O; Awan sy als, dete a Nh ole Gadighd Shoe Senge oe ol nuscabe stele 218s ole ao eee 

NO ethan, ewe ae EES cece Mom tear 0.502.) Ih’ 323.0 eee 
MgO Fig cee ae eth Oho ee eee re ee 0769 Pe Ee sen 
A Ota Sicier Oia: Sees pe ee ee 10.05) 01) _..HkS eee 
AL OCA S Ope rex ahs cated tae adhere a aicee ee ee 2320 - d ieee 
Free SO; BLE weenie fe RR MNT Cate eR A aR ie 42 0 a 3.60 > 4 2 eee ee 
Copper. colorime widens nner iee ene eee O{9 Ti ibs. Sage. Ga eee 
MS ODPErClECurOl Viti Geert. aspen sana a re 0.84 | “SoS 
Gopperiodide (Sept.6, 1912) 2 1. oie. ae O85 “ee eee 
SGLOIG gees style. Chey Nope elon Re ee ~Rccelngt [oh > WHE wont 0.005 
POU Vers eRe Te 8, ay. Syn crane ee ee 0.02 4.9 
VA ere Nat nck ba aap ar RNP gE RD bee tiers 3.05, SU Ca 0750 ea ee eee 
A Si Oath sadn et: cist bivsanhh taht Soe aR eee 34:34-°) |) [5 eee, ae 
Pre ei Binal futher. ook ees A ee a 2d ee 10-806 1. a 
WI Oe eae cies oo Acne ot ae: ee eee Ltt ee ae eee ee 
S500 Pee ae ey ee eee a oe Gene et LASS eee eee 
IN B20 cen gate a vera, Meh ee send ened ae ar ee Q:49" “Re eee 
TRO ieee Sepcst Mee bw heel cl ee A eee ae 0..42> 4 ey/Btha. a soeee eee 
Carbomia i ety aictsd Pct able oe ok ee eee nea 0.3) =u) 4a 
CPellurivin seach blo Gas Wa ee ee eee Se 0.28. « “le eee 
MGLEDIUIIE sia he slukove cocks Sees A eT eee Nil.“ .c 5), Siaes 2 eee 


Gold and Silver by Hunter. Tellurium and Selenium by Ware. Analysis by Dunn. 


Sample taken for analysis was a mixed one of the dusts taken from 
-18 stations across the 120-ft. flue, 30.7 ft. below the base of stack. The 
dust was drawn out by means of a motor and suction fan, and was 
caught in asbestos bags. Evidences of the bags are seen in the analysis, 
particularly in SiOz, Insol., MgO, K:O and Na.O. 


Flue Dust Analysis—Totaled. 


Per Cent 
oi a Perr anne Comune eat hy ee ey 4.19 
pO eee eee een rate ee 3.14 
Ht Os:s 6.5 cH soy vi dabbles daaicene alent eS eee ee ana 2.78 
OS Ee ei te eg 0.50 
BEBO) owe Linc » «wee ex w/aeeg » OMe eee nna te hie ann 0.69 
Bree BOs: . 1s ss sn stats Sandan Helge eet the g Oe 3.60 
Combined BOs wo « \verstieicia'ed cena» VIER a sagen 19.65 
Sulphur free! and as sulphide....0) Jc. cae see oe 1.88 
CuO elootrolytias., (7. <6. o.cajuaie cach attests Oe en ee 1.05 
A: 0 Pee, MeN a ee 11.84 
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Per Cent. 
iN Tonys hae ees Nee nn er Li63) 
SRD Ea NRW ER ed) ite See ee AB alee 
eee eee ee ee er ih as: 
Na.,O pear eR PR MeR noah eT acem eRe We Te Mieka’ OF oheMerels jel wa Pe rel: aie (W1a0%. ew ue alo we vada 0 49 
(Uh gen oa ee a 0.42 
Ea Se OS as ye Oe a ites Sines a 0.8 
Baler oh EA Re EOE CER crs esse oe o's hoch 0.35 
Ag,O SR ne Petey Wel a RAN IR OL DR RI ATW Lele HSV wT A Jnl eS. 5. aye FS 61% oa s.3, cee ew 0.02 

99.69 


Fine asbestos is plainly present (from the bags used for catching dust), 
vitiating the analysis somewhat. 

Six months standing (between sampling and analysis) may also have 
increased the combined SO; at the expense of the free SOs. 

Tellurium may be present as TeO; in combination as tellurate, which 
would increase total slightly. 


Our thanks are due to H. 8. Ware, 8S. D. Hunter, and A. Austin (of 
the Washoe Laboratory force of 1911) for various analyses; and to 
J. O. Elton, H. H. Goe, and P. A. Haines (of the testing department and 
laboratory force of that time) for valued assistance in work on the flues. 


As to commercial side of dust recovery, we append portion of report 
of Apr. 8, 1911, as follows: 

“A partial baleen of the dusts taken during the determinations at 
the stack gives the following values (arithmetical averages being em- 


ployed): 


Ag Au Cu As2O3 

Ounces Ounces Per Cent. Per Cent. 
Pa talemte Nae 170-34 v9 gases ase! 4.04 0.0056 0.998 | 36.0 
POWs eth NC are ares eucyete ene p neire muse = 4.83 0.0060 0.974 32.5 
PAVerare, GWOySIGES. | 0.0.0 22cm aes - 4.44 0.0058 0.986 34.2 


‘Expressed in values per ton of dust the average figures give about 
$2.25 Ag; $0.12 Au; $2.40 Cu; or about $4.75 per ton for what one might 
call ‘fixed values.’ Figured to 77 tons per day (daily dust and fume 
emanating from stack) shows a daily loss from stack of $365.75, a figure 
which would hardly pay for smelting the refractory material, should it 
be recovered by any process. Add to smelting cost the initial cost of 
installation of dust and fume device, and the daily cost of labor and 
power for same, and the recovery of our solid stack emanations becomes 
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a matter outside the realms of commercial processes, and means a big 
charge against smoke expense. 

“Nor will the recovery of the arsenic aid the matter materially, for 
this substance is what might be called a ‘variable value.’ At present 
the market is ‘dull and hard to move’ at $1.875 per 100 lb. white arsenic 
(Engineering and Mining Journal, Apr. 1, 1911). While this gives a 
figure of $37.50 per ton for As,O3; (with about 26 tons daily, or $975 
daily value), yet the value of the As.O3 is a far different thing from the 
values of the other commercial elements. Its recovery means special 
treatment at the arsenic plant, with probable installation of bag house 
at the end of the kitchens before re-entrance of waste gases into main 
flue. And its recovery and entrance into an already dull and sagging 
market means breaking of present prices to a vanishing point, or at least 
to a point where the price would not pay for delivery. Consequently, 
that $975 per day loss of arsenic is a problematical loss; that is, one 
where recovery might mean an additional loss, and an added charge to 
smoke expense. Commercially, there is nothing in the line of dust and 
fume now emanating from the stack of the Washoe Smelter which would 
pay for recovery, treatment, and delivery of product. 

“The efficiency of present flue system is shown by a screening test of 
the material recovered in our experiments. All of the 18 samples em- 
ployed in analysis were screened through 40 mesh to eliminate (in the 
oversize) the asbestos from the bags used as filters. Within 10 min. the 
free SO3 and H:SO, in all samples chokes a screen of any size, but by 
brushing the dusts with a large camel’s hair brush, everything except 
the asbestos was put through the 40 mesh. In some cases there was a 
trace remainder from the 400-500 g. of sample. A mixed sample of 200 
g. was then made up from approximately equal amounts of all samples 
used in the analysis, and by means of the camel’s hair brush, 100 g. of 
this composite was put through a 200-mesh screen. The oversize was 
astonishingly small—0.046 g., or about 0.05 per cent. If we add to this the 
trace obtained in some instances as oversize 40 mesh in the first screening 
the percentage of what one might call dust still remains below 0.1 per 
cent., giving about 99.9 per cent. fume, which would require widely 
different methods (from those of our present flue system) for recovery. 

“The oversize on 200 mesh was too small for analysis, but a powerful 
glass betrayed the presence of siliceous particles and pyrite. A magnet 
showed a considerable percentage of magnetic material, probably roasted 
pyrite.” 

Later analyses checked the silver, go'd, and arsenic figures, but showed 
the actual amount of copper present as shown by first results to be too 
high. The discovery of relatively high amounts of Zn and Pb aids condi- 
tions somewhat, though they are in such a finely divided state as to 
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require special methods of treatment for their smelting, if the stack loss 
could be recovered. 

There can be no question that the installation of any device for catching 
the fume (dust being at present well settled) on the enormous scale re- 
quired by the daily volume of stack emanation is not a commercial proposi- 
tion; a large part of the cost of such installation and daily upkeep of same, 
being of necessity an additional charge against present smelting cost. 


References on Pitot Tube and Calculations. 


1. Jager and Westby: Determination of the Velocity of Gas with the Pitot Tube, 
acter ae Mining Journal, Vol. LX XXVIII, p. 468. 

2. C. E. McQuigg: ue Tube in Gas Measurement, Engineering and Mining 
Journal, Vol. CXV, p. 649 
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Arsenic Trioxide from Flue Dust. 


BY JAMES 0. ELTON, ANACONDA, MONT. 


(Butte Meeting, August, 1913.) 


Tus paper covers, besides laboratory work, a study of actual 
operation at the Washoe Smelter over a considerable period of time, 
together with the results of a visit to the Midvale plant of the United 
States Smelting & Refining Co., near Salt Lake. For the latter privi- 
lege, as well as permission to publish the resulting data herein given, 
I am indebted to George W. Heintz, General Manager of the Midvale 
plant, and here take pleasure in expressing my appreciation for the 
many courtesies extended to me by Mr. Heintz and members of the 
technical staff at the smelter. 

Almost all of the world’s supply of arsenic is recovered as a by- 
product in the smelting of other metals. It is seen on the market in 
various forms, the most common being arsenic trioxide, the “ white 
arsenic” of commerce, which is sold as a heavy white powder, or in 
white, glassy, translucent masses. The trioxide is used in the manu- 
facture of pigment, glass, and insecticides. About 50 per cent. of the 
domestic consumption is supplied by imports. ; 


Statistics of Arsenic Trioxide in United States. 


Production. Consumption. Price Per Pound. 

Year. Tons. Tons. Cents. 
LOOT OR eee e Rett t 1,010 5,471 5 

LOO eacals kia) ake 3) eee ae 1,302 6,098 32 
i Sees Sl Cac. 1,007 4,600 2 
VOLO Ie Sere yan ne 1,526 5,428 2h 
MiSs ee eee 3,081 6,539 2 
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Arsenic occurs in combination with sulphur and the metals in a 
large number of minerals. It is present in small amounts in many 
ores. In the roasting and smelting furnaces many of its compounds 
break down, liberating arsenic trioxide, which is volatilized and 


carried by the gases into the flue system, where a part is condensed 
and settles with the flue dust. 


' Mineral Industry, vol. xx. (1911.) 
* Engineering and Mining Journal, vol. xev., p. 96 (Jan. 11, 1913). 
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Flue dust is the name applied by metallurgists to the solid material 
caught in smelter flue systems. It includes both dust and fume. 
Dust consists of fine particles of the charge, or products of the 
charge, blown or carried by the gas current into the flue system. 
All smelter charges contain certain swbstances which volatilize 
wholly or in part when subjected to high heat in the reducing or 
oxidizing zones of the furnaces. Upon cooling, these vapors con- 
dense, forming minute particles known as fume. Dust can be settled 
without lowering the temperature, while fume must be condensed 
before settlement is possible. 

The Anaconda metallurgists recognized the fact that in copper 
smelting the copper values are nearly all contained in the dust, and 
designed their flue system to catch the maximum amount of dust. 
Large dust chambers near the furnaces settle the coarse dust. The 
finer dust, along with the fume, is carried by the gases through depart- 
mental flues to the main flue system. As the temperature decreases - 
fume condenses, and a part settles with the dust. The amount settled 
is dependent upon the decrease in temperature and velocity. The 
main flue is 2,230 ft. long and discharges into a brick stack 300 ft. 
high and 30 ft. in inside diameter. The first 1,230 ft. of the main 
flue is 60 ft. wide and 30 ft. deep, with a center line of hoppers 
spaced 5 ft. apart, for the removal of dust. The remainder of the 
flue is 120 ft. wide and is constructed as two parallel 60-ft. flues with 
a common center wall. There isa line of hoppers under each section. 
The dust from the first 195 hoppers is sent to the reverberatories and 
is smelted direct; the last 115 hoppers supply the feed for the arsenic 
plant. 

The general practice has been to save the metal values and allow 
the fume to escape, unless it contained other valuable constituents, 
or damage to animal and vegetable life compelled its removal. 

The separation of fume from gas may be accomplished by filtering 
through bags, settling in large chambers hung with wires, or precipi- 
tating by electrostatic apparatus. When the fume is settled wholly 
or in part, it must be disposed of, or the accumulation becomes a 
burden on the system, if not stopping it entirely. At Anaconda, the 
flue dust from the last 115 hoppers of the main flue has been treated to 
recover As,O, since 1903. The production of arsenic has been small, 
and costs have been high. In January, 1913, an investigation * was 
begun with a view to improving recovery and increasing the tonnage 
treated. 


3 The author wishes to acknowledge the assistance of E. M. Dunn and H. V. Welch, co- 
workers on the investigation. 
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Arsenic Recovery. 


Arsenic trioxide is recovered from fume or flue dust by roasting or 
distilling off the volatile As,O, and collecting the fumes in condens- 
ing chambers. The settled product, called “crude arsenic,” is redis- 
tilled to further purify it. This refined product often contains 99.97 
per cent. of As,O,. It is pulverized and barreled for market. 


Available Arsenic. 


A study of the arsenic plant records showed very erratic recoveries, 
varying between 30 and 70 per cent. Experiments were undertaken 
to locate the trouble and to determine the proper conditions for maxi- 
mum “ burnout.” 

A coal-fired muflle assay furnace was selected for the roasting 
experiments. The temperature was measured with a Bristol py- 
rometer and thermo-couple. Ten-gram samples of the dust contained 
in 6-in. roasting dishes were roasted at different temperatures, care 
being taken to maintain as nearly as possible the same heat through- 
out the roasting. 

Two representative samples were selected, one a composite made up 
from a number of “hopper dusts.” The other was a sample taken 
from Hopper 195. (The arsenic plant feed comes from hoppers 195 
to 315.) 

When the desired temperature was obtained in the furnace, five 
samples of each dust were placed in the mufile in such a way that 
the corresponding number of each sample would be subjected to the 
same furnace variation. Every 5 min. the temperature was read and 
recorded. At the end of 10, 20, 30, 40 and 60 min. a sample of each 
dust was removed from the furnace, cooled, and weighed. Later these 
residues were analyzed for As,O,.. The amount of As,O, volatilized 
was calculated, and curves were constructed showing the percentage 
decrease in weight due to As,O, and weight burnout (A! to A®, Figs. 
1 and 2). The above procedure was followed with roasts made at - 
temperatures ranging from 800° F. to 1,600° F. Using the above 
results, a composite curve was also constructed, showing the relative 
“burnout” of total weight and As,O,,. 

To show the effect of a gradually increasing temperature, the 
samples were placed in the furnace when cooled to 600° F. and the 
temperature gradually raised to 1,600° F. At the regular intervals, 
samples were removed as before, cooled, weighed, and assayed. 
(Roast A’, Fig. 2.) Sulphur and zine “burnout” curves were con- 
structed, showing the elimination of these elements. 

The legend on the plots gives the results obtained. 
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metallic oxides, forming arsenates. 
creases slightly, 


(composite curve). 
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allic Sulphates, Hofman and Wanjukow, Trans., xliii., 543 


* Decomposition of Met: 


(1912). 


are liberated,* and the oxides are partly volatilized as the tempera- 


ture increases. 
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Extract from Hofman and Wanjukow’s Table. 


| Temperature of Beginning 
| of Decomposition, 
Metallic Sulphates. sie sea ose At ee > 


Temperature of Energetic 
Decomposition. 


Degrees. 


Degrees. 

ae : ays c F, 2 ey ls _#, 
Bere. fh AI 2. | 167 ae7 emi Gage 

2. a | | 896 
St i i re 492 917 560 | 41,040 
Pree 637 117952} 705 =| = 4,801 
(CHISTOR, ” Sa began 653 1,207 | 670 | 1,288 
Re ee Oe i 702 1,296 =| 720 1,328 
TSN 6 eS erate ae 702 1,296.5") 736 1,357 
OPTS a rere, 755 13910 767 1,413 


Fulton’s Principles of Metallurgy, p. 228, gives an interesting para- 
graph on the roasting of arsenic and antimony ores. As it applies 
more or less to the roasting of flue dust in arsenic furnaces, it is here 
quoted in full: 

“Arsenic or antimony may be present in ore to be roasted, often in 
the form of sulphides, or as arsenides or antimonides of other metals 
and sometimes in very complex mineral form. The sulphides of ar- 
senic As,S, (realgar) and As,S, (orpiment) are readily volatile, and 
Sb,S, (stibnite) is also volatile, but not to the same extent as the ar- 
senic sulphides. Some of the arsenic and antimony is eliminated in 
the early stages of the roasting by the formation of these sulphides, 
aided by the distillation of sulphur from the pyrites present. The 
lower oxides of these elements form As,O, which is readily volatile 
at 218° C., and Sb,O, which is volatile only at a low red heat. Con- 
siderable of the arsenic and antimony may be eliminated in this way. 
Further oxidation, however, changes these oxides into the higher ox- 
ides, As,O, and Sb,O,, which when present alone are again readily 
dissociated at a full red heat, but in the presence of certain base 
metal oxides, such as iron and copper, are converted into very stable 
arseniates and antimoniates of these metals, which will persist as such 
in the roasted material. In the process of roasting, the ore particles, 
as already mentioned, are alternately on the surface of the ore bed 
subject to an oxidizing atmosphere, and submerged among partially 
roasted particles from which sulphur is distilling. This sulphur vapor 
and SO, gas will reduce arseniates and antimoniates and again cause 
the volatilization of sulphides of arsenic and antimony, and their 
lower oxides. The arsenic and antimony are therefore most readily 
eliminated by alternate oxidation and reduction. <A roasting furnace 
may be specially operated in this way, by methods of firing, when 
much arsenic or antimony is present.” 

The last part of the paragraph suggests the posssible recovery of 
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additional As,O, by roasting with pyrites. Several roasts were made 
with varying amounts of pyrites, to see if a better recovery could be 
obtained. No better recovery resulted than when roasted without 
pyrites. Then the residues from the high-temperature roasts were 
mixed with 20 per cent. of pyrites and 100-g. samples of the mix- 
ture were roasted at various temperatures up to 1,600° F. The sam- 
ples were frequently rabbled, the object being to reproduce furnace 
conditions as nearly as possible. There was a decrease in weight, 
due to the roasting of the pyrites; but the total amount of arsenic 
contained in the sample remained undiminished. Powdered coke 
was substituted for pyrites, with the same results. The conclusion 
- reached was that arsenic in flue dust, when once “ burned in” is not 
again broken up at temperatures below 1,600° F.; also that about 
30 per cent. of the arsenic is present as compounds, stable at tempera- 
tures below 1,600° F. It must be borne in mind that the amount of 
available arsenic in flue dust varies. The above applies to Anaconda 
dust. (Certain samples of Midvale dust gave 90 per cent. of avail- 
able As,O,.) The best temperature indicated for furnace operation is 
950° F. At this temperature the As,O, and As,S. break down and 
As,O, is volatilized. Only a small amount of SO, is liberated, and 
the metallic oxides have a very low vapor pressure at this tempera- 
ture. 


Gas Saturation. 


While at the University of California, H. V. Welch determined 
the vapor pressure of arsenic trioxide up to 400° F. (His results are 
to be published shortly.) Using the same character of apparatus, the 
vapor pressure of As,O, from flue dust was determined at 833° F., 
the boiling point of sulphur. We are not absolutely certain about 
the exact location of this last point, due to the use of flue dust instead 
of pure As,O,. However, the range of error attained is most proba- 
bly within the range of accuracy of the curve plotted. Using these 
two points, a logarithmetic vapor-pressure curve, Fig. 3, was con- 
structed. 

The vapor-pressure curve is plotted as a gas-saturation curve, and 
shows the amount of arsenic trioxide a cubic foot of gas will contain 
when heated in the presence of sufficient As,O, to saturate it at atmos- 
pheric pressure. It will always be impossible to get complete satura- 
tion in actual practice in the furnace. However, when the hot gas 
leaves the arsenic furnace, only partly saturated, it will not give up 
its load of arsenic until the temperature decreases to the saturation 
point; upon further cooling, the As,O, is condensed, the amount 
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remaining in the vapor state being that indicated by the curve for 
that temperature, When cooled to 250° F. only a trace remains in 
the vapor state. This may be taken as the temperature necessary for 
complete condensation. 

This suggests that the nearer the gas approaches to saturation upon 
leaving the furnace, the smaller will be the amount of gas to be heated, 
and later cooled to condense the As,0,. In other words, the gas vol- 
ume is proportional to the fuel bill, after allowing for radiation, heat 
carried out in the residue, and latent heat of vaporization of the 
As,0O,. 

Anaconda Arsenic Plant. 

The first refining is done in wood-fired, revolving-hearth reverbera- 
tories of the Brunton type. The arsenic plant feed is the dust from 
the last 100 hoppers under the 120-ft. flue, which in reality is a large 
dust chamber, in which the velocity is decreased to 11 ft. per sec. 
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Fig. 3.—ARSENIC TRIOXIDE SATURATION CURVE. 


The Brunton furnace is circular, 14 ft. 6 in. in diameter, with two 
outside fire-boxes. The hearth revolves upon a central shaft. The 
dust is fed through a dust-sealed hopper on to the center of the hearth, 
and is slowly moved to the outer edge by three rows of stationary 
rabbles fastened in the roof of the furnace. There is 3 ft. of clear 
space between the hearth and the roof. The “residue” is dropped 
into receiving hoppers and furnishes a regular part of the copper 
reverberatory feed. 

The hot flames from the fire boxes pass directly over the charge, 
heating it and carrying out the As,O, vapor through brick flues to the 
condensing chamber. The condensing chamber is 8 ft. high, 16 ft. 
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wide, and 240 ft. long. It is connected with the main flue system to 
provide draft and to receive any flue loss, The main condensing 
chamber is divided into small rooms, or kitchens, by cross walls at 
intervals of 7 ft. These kitchens are connected by openings through 
the cross walls, so arranged as to give the gas a zigzag course, causing 
it to come in contact with the cold walls and ceiling, on which the 
As,O, crystals form. There is an opening from the outside into each 
kitchen for the removal of the crude arsenic. These openings are 
closed with wooden doors while first refining is going on. At inter- 
vals of three or four months the Bruntons are closed down and the 
kitchens opened; the crude arsenic is shoveled into wheelbarrows 
and taken to the refining furnace. 
Refining. 

The “ refining” furnace is a small coke-fired reverberatory; hearth 
area, 10 by 20 ft. It has three hoppers, from which the “ crude” is 
dropped into the furnace in 1-ton charges. There is one fire box, in 
which coke is burned. The hot gas from the burning coke passes 
over the charge, volatilizing the As,O, and carrying it to the refining 
kitchens. These are similar in all respects to the first-refining 
kitchens. | 

When through refining, the kitchens are opened and the product 
taken in wheelbarrows to the pulverizer, where it is ground and bar- 
reled for market. The grinding is done in a closed room with glass 
windows, through which the operation can be watched. The dust 
enters the barrels through a leather spout. Many precautions are 
taken to prevent dust and protect the laborer from arsenic poisoning. 


Midvale Arsenic Plant. 

The Midvale arsenic plant was originally modeled after the Ana- 
conda arsenic plant. The furnaces are of the same type. The kitchens 
are of the same pattern. Iron doors are used instead of wooden ones, 
to give additional radiation. A double row of first-refining kitchens 
allows continuous operation. The feed for the arsenic plant is the 
dust from the bays of the blast furnace bag house. It averages about 
30 per cent. of arsenic and often goes as high as 50 per cent. The 
dust when fed to the Bruntons had a tendency to fuse and ball up on 
the hearth and rabbles. This formerly caused a lot of trouble. By 
controlling the temperature and feeding pyrite with the dust, the 
tendency to fuse was overcome, and a larger capacity and better 
recovery is claimed. The pyrite furnishes a large source of heat at 
the point where it is most needed. It keeps the charge open and 
prevents flowing and sintering on the hearth. The sulphur vapor and 
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SO, , may reduce a portion of the arsenic present as arsenate ; although 
this is not indicated by our laboratory experiments. 

The first kitchen of each line is equipped with a Bristol recording 
pyrometer. The temperature is never allowed to go above 650° F. 
This means about 950° in the furnace (the ideal temperature for 
maximum recovery). A bag system prevents flue loss. Draft is 
supphed by an electrically driven 70-in. Sturtevant blower. The 
draft is equivalent to 3; in. of water, measured at the fan. The pres- 
sure on the bags is equivalent to 2 in. of water, also measured at 
the fan. 

The second-refining furnace, like the Anaconda furnace, originally 
had three charging hoppers. The third hopper from the fire box was 
removed and the opening closed. This shortened the time necessary 
to volatilize a charge of “crude.” (The third hopper charged crude 
into the cold end of the furnace.) Powdered lime, about 1 in. thick, 
is spread on the hearth before starting refining. This prevents the 
crude from sticking to the bottoms and facilitates the removal of 
sinter. The line of kitchens was too short to effect the necessary 
cooling, so cold air was let in through openings covered with burlap. 
The burlap prevents outside dust from being drawn into the kitchens. 
The admission of cold air caused the formation of fume, which would 
not settle in the kitchens. Bags were installed to prevent loss. The 
bags are shaken every 2 or 3 hr. When the kitchens are filled with 
refined arsenic the furnace is shut down. The product is shoveled 
into buggies and transported by overhead tram to the pulverizing 
room. ‘Pulverizing and barreling are done the same as at Anaconda. 

Special one-piece outer garments are provided and kept clean by the 
company, A small bonus is paid for work in the arsenic plant. 

Experiments were undertaken to determine the per cent. of arsenic 
saturation of the gas and to furnish the data for a heat balance. 


Midvale Heat Balance on First Refining. 
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This calculation is based on the amounts of coke and sulphur 
burned per ton of dust treated as shown by the 1912 arsenic plant 
balance. The volume of gas was measured at the fan, where the tem- 
perature was 149° C. The As,O, indicated in the table is the amount 
that would be in the vapor state in the gas volume at 149° C. and 
would still retain its latent heat of vaporization. The weight of residue 
is the residue from treating 2,000 lb. of dust and 338.4 lb. of pyrites. 
The sulphur represents that burned from the pyrites, and is assumed 
to be burned to SO,. As the “sulphur burned ” is about one-half of the 
total sulphur present, it is assumed to represent the loosely bonded 
atom of the FeS, and no allowance is made for the heat of decom- 
position. 

The measured temperature in the furnace was 510° C. Since the 
volume of gas cooled from 510° to 148° C. and the radiation was only 
22 per cent., it is obvious that there was a large amount of cold air 
mixed with gas to help cool it. 195.6 lb. of coke burned to CO, will 
only heat 10,996 lb. of air to 510°, allowing 5 per cent. for furnace 
radiation. (The heat from the burning sulphur counterbalances the 
heat carried out in the residue.) The 10,996 1b. of gas was then used to 
carry out the 392.9 lb. of arsenic trioxide. The gas at 510° C. was 
less than 1 per cent. saturated (see gas-saturation curve). 

The above calculation points to a furnace giving the best possible 
contact between the hot gas and the flue dust, to give better saturation. 


Conclusion. 

The experiments, calculations and observations suggest certain 
points, which if embodied in arsenic plant construction and operation 
should greatly improve recovery and reduce costs. 

The temperature in first refining should be about 950°, and under 
no consideration should be allowed to exceed 1,200° F. 


The gas must be cooled to 250° F. before the As,O, is completely 
condensed. 


Furnaces. 

Nearly any furnace will give a good recovery if properly operated ; 
but to reduce costs as well, the furnace should have as many of the fol- 
lowing points as possible: A large capacity ; easy heat and draft con- 
trol ; good transference of heat to the charge; large hearth area, with 
means for constantly shifting surface of the dust; intimate contact of 
the hot gas with the dust, preferably a constant falling of the hot dust 
through a slow-moving current of the hot gas; continuous operation, 
with sealed feed and residue-discharge openings; gradually increasing 
temperature of the dust towards the residue-discharge end; a decreas- 
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ing gas temperature to the saturation point at the gas-discharge end ; 
simple operation; and low cost of upkeep. 

The length of time the dust should remain in the furnace depends 
upon the thickness of the bed of dust and the rabbling it receives. H 
given an opportunity to volatilize, the As,O, will be eliminated in 
from 30 to 45 min. 

Rotating cylinder furnaces of the Oxland or White Howell type 
seem to fulfill most of the above points. The tendency to dust could 
be overcome by employing the scheme suggested by Rothwell; ° 7. es 
to construct a dust chamber at the end of the furnace, so that the dust 
would slide back into the furnace. 

Any of the multiple-hearth furnaces could be remodeled to make 
good first-refining furnaces. Cast-iron hearths could be used to give 
better transference of heat. At 950° F. the rabble arms and castings 
will stand up without cooling. 


Cooling or Precipitation Chambers. 


There are two general methods, either of which has advantages for 
the separation of As,O, from the furnace gas. 

1. Cooling Followed by Bags.*—The gas from the furnace is mixed in 
a cooling chamber with cold air, to lower its temperature to 250° F. 
It is then filtered through bags to separate the resulting fume. The 
product in this case is a fine dust, and can be drawn from hoppers. 
No expensive flue system is required; the filtered gas can be dis- 
charged in the building. 

Constant attention is required to look after the motor, shake the 
bags and regulate the cold-air supply. Coke must be used in the fur- 
naces, as soot and moisture from burning wood or coal spoil the bags 
and contaminate the arsenic. 

2. Precipitation by Decreasing the Saturation Point of the Gas by Radi- 
ation —When using the precipitation method, the gas volume should 
be as small as fossible. The hot gas is conducted into kitchens of the 
Anaconda type; the walls should be of good conducting material, and 
gas-tight, to prevent infiltering air. The number of kitchens must be 
sufficient to give proper cooling in summer time, to prevent excessive 
loss. Where this method is used, there is always a small flue loss due 
to the formation of fume. The gas, upon coming in contact with the 
cold surface, is chilled, the saturation point of the gas is decreased, 
and the As,O, precipitates in crystalline form on the cold surfaces. 


5 Mineral Industry, vol. i., p. 234 (1892). 
6 Midvale practice. 
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An extra set of kitchens is necessary to permit continuous operation, 
because the chambers must be entered to remove the deposit from the 
walls. 

Second Refining. 

The reverberatory refining furnace as operated at Midvale gives 
excellent results. Better transference of heat could be effected by 
making the hearth of cast iron and having the hot gas enter and travel 
the length of the furnace underneath the hearth, returning over the 
top of the charge to carry out the As,O, vapor. 
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I. INTRODUCTION. 


These notes are submitted, not as a discussion of the modern practice 
of electrolytic-copper refining, but as the record of a refinery that was 
among the pioneers in the field and that is to-day, and has been for 17 
years, operating under conditions not to be found in any similar plant 
in the country. I refer to the current density, which is at least 60 per 
cent. higher than that regularly employed elsewhere, and to the fact 
that the anodes treated are the direct product of the converter rather 
than of the reverberatory furnace. The writer has no knowledge of any 
other refinery treating anodes of this character. 


II. History. 


This refinery, now one of the oldest plants of its kind operating in this 
country, was built in 1892 by the Boston & Montana Consolidated Copper 
& Silver Mining Co. to refine the product of its Great Falls reduction 
works. The estimated capacity of the plant as designed was 65,000 Ib. 
of cathodes per day at a current density of 16 amperes per square foot. 
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The plant produced its first cathodes in February, 1893, and has been 
in almost continuous operation since that date. The output of the plant 
for the year 1893 was 3,179 tons. As the smelter output increased de- 
mands for a larger refinery output were made and as no appropriation 
for enlarging the plant was forthcoming increased production could be 
obtained only by increasing the current density. As an abundance of 
water power was available and preliminary experiments had demon- 
strated that cathodes, of satisfactory quality, could be economically pro- 
duced at more than double the density the plant was then operating at, 
new and larger generators were installed in 1896 and the current density 
brought up to 40 amperes per square foot. Since that date the current 
density has been reduced by adding 76 refining tanks and by increasing 
the number of electrodes per tank. 

In 1893, 3,179 tons of copper were refined at an average current den- 
sity of 10 amperes per square foot; the production for the year 1912 was 
31,596 tons and the average current density 34.1 amperes per square 
foot. ; 


III. GerneRAL DESCRIPTION OF PLANT. 


The refinery was built at the reduction works of the Boston & Montana 
Consolidated Copper & Silver Mining Co. situated at the Black Eagle 
falls of the Missouri river three miles from the city of Great Falls, Mont. 
Power for the operation of the reduction works and the electrolytic plant 
was obtained from water power developed at this point. 

As originally designed and constructed the refinery consisted of the 
tank house, a brick building 171 ft. 6 in. by 108 ft. (Fig. 1) containing 
288 electrolytic-refining tanks of the following inside dimensions: 9 ft. 
7 in. long, 2 ft. 4 in. wide and 3 ft. 9 in. deep, built of Western pine. The 
sides and bottoms were of 3-in. lumber and the ends of 2-in, material. 
The tanks were tied at the ends with 3 by 14 in. iron straps held together 
by 1-in. rods as shown in Fig. 2. The tanks were lined with Yin. chem- 
ical sheet lead weighing 8 lb. per square foot. 

The tanks, which were supported in place by two 8 by 8 in. timbers 
which rested on stone piers 18 in. high, were insulated from the timbers 
by 4 by 4 by 1 in. glass insulators, eight under each tank. Had 5 or 6 
ft. of head room, instead of 18 in., been provided under the tanks, subse- 
quent operations would have been greatly facilitated. 

The tanks were arranged in 18 double rows, eight tanks deep (Fig. 1) 
with an aisle between each double row. The tanks as originally built 
were all on the same level, making it necessary to establish an individual 
system of circulation of the electrolyte for each tank. This was accom- 
plished by providing two circulating tanks for each section of 96 tanks; 
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these tanks were 10 ft. square by 8 ft. deep, lined with 12-Ib. chemical 
sheet lead. One of these tanks was placed above the level of the refining 
tanks and one below, as shown in sketch. From the overhead tank the 
electrolyte was delivered, through an overhead system of lead pipes, to 
each separate refining tank. The solution was discharged into the re- 
fining tank at one end, near the bottom of the tank, and was allowed to 
overflow through a 1-in. lead pipe entering the tank 3 in. from the top 
near the other end. This pipe discharged into an open launder leading 
to the lower circulating tank, from where it was raised to the overhead 
tanks by various devices to be described later. This system, which 
permitted only a periodical circulation of the solution, soon gave way 
to a more efficient system to be described further on. Heating the elec- 
trolyte was effected by passing live steam through 125 ft. of 1-in. 8-lb. 
lead pipe in each of the overhead circulating tanks. 

A 34 by 4 in. steel trolley track was suspended from the roof timbers 
over each row of eight tanks: The anodes and cathodes were removed 
in and out of the tanks by means of chain blocks suspended from two- 
wheel trolleys on this track. 

The current was distributed by means of 34 by 4 in. rolled-copper 
busbars attached to the sides of the tanks with wooden brackets. The 
tanks were all connected in series and the electrodes in multiple. 

The original installation included a sulphate plant for the manufacture 
of bluestone and a boiler house containing one 100-h.p. locomotive-type 
boiler to furnish steam for heating and boiling solutions. 

The sulphate plant, shown in Fig. 1, was well appointed for the manu- 
facture of bluestone as described later. The capacity of this plant was 
2,500,000 lb. of bluestone per year. 

The above is a brief description of the plant as it originally existed. 
Fig. 3 isa sketch of the plant as it exists to-day. One division of 32 
refining tanks has been added to the main tank room, 44 new electro- 
lytic-refining tanks for the production of starting sheets have been housed 
in additions as have the 10 new insoluble-anode tanks shown in sketch. 
An addition has been built south of the tank room in which is installed 
the equipment for pumping and heating the electrolyte. An addition 
has been built on the east containing the scale house and a 7-ton traveling 
crane for handling the cathodes and scrap after weighing. The addition 
on the north side of the building contains store room, shops and office. 
Fig. 4 is a flow sheet of the electrolytic plant. 

In the new building south of the bluestone building are the carpenter 
and lead-burning shops and the machinery used in trimming sheets. , 
The four large round tanks situated further south are for the storage of 
solutions. 


The original boiler house has been replaced by a brick building con- 
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taining two 150-h.p. Heine and one 100-h.p. Scotch marine boiler from 
which steam for heating and boiling solutions is obtained. h 

As previously stated the refining tanks, as originally installed, were 
all on the same level and to obtain a circulation of the electrolyte it was 
necessary to deliver the electrolyte to each tank through a separate pipe 
line. This system was found unsatisfactory and the refining tanks were 
rearranged in a cascade of eight tanks with a drop of 234 in. between 
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tanks as shown in Fig. 3. The electrolyte is now delivered to the upper 
tank of the cascade at the surface and is drawn off from a point 8 in. from 
the bottom at the lower end of the tank by means of the dam shown 
and is delivered to the next tank through the cast-lead and antimony 
chute shown in Fig. 2. From the last or lower tank of the cascade the 
electrolyte is returned to the pump room through a 2-in. 7-lb. lead pipe 
attached to the sides of the tanks. 
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The original refining tanks were lined with l4%-in., 8-lb. chemical sheet 
lead and the overflow. consisted of a 1-in. lead pipe burned to the lining. 
Tanks constructed in this manner were found to last about 10 years 
in service. As they gave out they were replaced by tanks of the same 
dimensions lined with 1-in., 7-lb. lead containing 6 per cent. antimony. 
The cast chutes of the same material were built into the ends of the 
tanks. Tanks thus constructed have now been in service for 11 years and 
do not show much deterioration. The antimonial lead is harder and 
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has less tendency to creep and buckle under extreme changes of 
temperature than is the case with the chemical lead. Practically all of 
our tanks are now lined with antimonial lead. 

When the change from 4,000 to 9,000 amperes was made in 1896 it 
became necessary to increase the size of the tank busbars. The 34 by 
4 in. rolled-copper conductors were removed from the sides of the tanks 
and a taper bar 43 by 2 in. in the center and 14 by 8 in. at the ends 
was laid on the top of the tanks, as shown in Fig. 2. The bars were cast 
at our works from wire-bar copper. These bars are insulated from the 


tanks by means of 14 by 4 in. pine strips previously boiled in pine tar. 
These strips are renewed once in six months. 
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Into the ends of the busbars 7% by 6 in. iron studs are screwed to 
receive the copper shunt used to cut four tanks out of circuit for removal 
of slime. 

The anode and cathode rods and the connection plates, used between 
the tanks, are also cast at our furnace refinery in copper molds. Details 
of tank connections are shown in Fig. 2 and Fig. 2a. 


IV. ANopEs. 


As previously mentioned this refinery is the only plant of its kind 
treating converter-copper anodes. The general practice elsewhere is to 
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transfer the molten copper from the converter to the reverberatory 
furnace. Here the necessary oxidizing and poling of the copper to bring 
it to the proper pitch for casting takes place. The copper is then cast 
into anodes by means of a suitable casting machine.. 

This refining process has the effect of increasing the copper contents of 
the metal by from 0.3 to 0.4 per cent., sulphur dioxide being the principal 
impurity eliminated. The resulting anode is much denser than the con- 
verter anode and the casting is free from the uneven surfaces which appear 
on the converter anode. The analyses of anodes are shown in Table I 


and Fig. 5. 
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Tasie I.—Analyses of Anodes, Electrolyte, Wire Bar and Electrolytic Slime. 


Converter lectrolete Wirel Bar Hiec ons 
eg el ee Cent. Per Cent. ae Cou. 

ODDET Soin once eae 99.1300 3.280 99.9500 43 .3400 
yeas FEA SR NoPE os ala 0.1183 0.500 0.0016 3.0300 
Antimornyies, 64a eee 0.0534 0.041 0.0015 3.4600 
Nickell ear eceeins eee citomete 0.0420 0.377 0.0006 0.0800: 
Cobalt AA eh wet te bone 0.0018 0.016 Trace 0.0060 
JBATSJOAUUUN Oty ee pe potent hoy Sho. caeycic 0.0038 0.021 0.0004 0.1100 
ligne eeerer te. puto Woks Saree 0.0110 0.600 0.0006 0.3640 
Silver Vainio eestor 0.1371 None 0.0030 17.1870 
Gold’. Veikanitachecoseteane: 0.0008 None Trace 0.1200 
Selenium gy ae seer erie 0.0090 INQne=-<-|5 othitettenees 1.2000 
Telltcvunm pert ean ate eae 0.0170 None> *. |'rs Jeiteee 2.1000 
ThAAG ere nde: Seto Siegen genic 0.0065 Trace Trace 0.7600 
TAD Ctr Pee ere Aiea 0.0035 0.418 0.0001 0. 
Sulphur}. oe bree = 022610." ian ear ee 0.0025 13.2100 
LO) aig 1c) em ean OP Bite Aree ral (ix mic atraAG AG (are co, ah lad 0.0850 |) 2s. See ee 
SiliGore PF sO. SF is lie ae kece Se ee a a scone area ES ee cee 0.1770 
Chlorines A eee Ss ee Se eee eS 00040. 4) ree ee 0.0260 
(OLN 610) ark Ae She ER Recon Re ee moe Dale eG ce de We sce Gh oe a 0.5900 
Platina. es fee ee eo aa aT ase ee can oc 0.000166 
Bree sulphuric eid... 1asanle aiken e oeirerets 13: 08006 cP SFG. ole eee 
Specie’ eravity ee cep pero ae | et nee eens 12220- o Woke SOLE ee I ee 


Table II shows one of a number of comparisons, made at this plant, 
‘between converter and refined anodes. In conducting this test three 
divisions, of 32 refining tanks each, were employed. One-half of the 
tanks in each division were treating refined anodes while the other half 
contained converter anodes. By this arrangement the effect of the 
personal equation of the men in charge of the tanks was reduced to a 
minimum. 

It will be noted that while the ampere efficiency of deposit was 3.6 
per cent. higher in the refined-anode tanks than in the tanks containing 
converter anodes the production per kilowatt-hour was slightly higher 
in the converter-anode tanks. Subsequent experiments have shown that 
the refined anodes admit of closer spacing than do converter anodes, 
without the same reduction in ampere efficiency, the effect of which is to 
decrease the resistance and increase the production per kilowatt. The 
difference, however, was not found to be great. 

The advantages in favor of the refined anodes, as they appear in 
Table IT, are: First, higher grade of slime resulting in a saving in cost 
of siime refining; second, lower silver contents of cathodes, all of the 
silver in the cathode representing a dead loss; third, the lower percentage 
of anode scrap. 

When reduced to dollars per ton of copper refined the sum of the 
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Savings that would result from the use of refined anodes, in a plant of 
this type, was found to be less than one-half the cost per ton of the 
reverberatory-furnace treatment of the copper. The cathodes produced 
from the two types of anodes differed but little in physical appearance. 


TABLE II.—Comparison of Converter and Refined Anodes Cast in the Same 


Molds. 
Converter Refined 
Anodes Anodes 
Number of days covered by test.................. 50 50 
Number of refining tanks employed............__. 48 48 
Average Analyses of Anodes: 
A ST ge aan COA Mie ce Go 98.91 99.27 
(PStACENL PAS OD ec or: to Ge eee Ne ce ee 0.072 0.071 
Eee Peo AOBs eee iG eee es 59.09 61.14 
PRETA DO tiie be ay FAS oe Cee 0.200 0.219 
Average Analyses of Electrolyte: 
PEGHICt eraAvicy. pee ee ee epee een) Dae tn 1.20 1.20 
Permn per MUCDI 2 oy. AN beset si 43.5 43.5 
Grams per liter free acid..................... 160 160 
farome per HtersAb ss oOo Pees ks 8 11.97 11.97 
SRESsS-Perslitersop ce Mee Ser ee kane eR 0.49 0.49 
Gramsiper liter: Pe. aove aeeertes oe aes tet 10.09 10.09 
STamMs per iiter Cl vets Ae ee at, Oe acest 0.045 0.045 
Average Temperature of Electrolyte: 

Inlet of 8-tank cascade, C°.....:............. 58 58 

Outlet of 8-tank cascade, C°......... < Sor ns 54 54 
Rate of circulation of electrolyte, gal. per min...... 6 6 
INumber of anodes per tank: 9); 4:8. ...0.5..00.. 20 20 
Number of cathodes-per tank 322... 2. f..e5h foc. 20 20 
Average weight per new anode, Ib................ 525 632 
Average thickness per new anode, in.......... ee 3 3 
Distance, center of anode to center of cathode, in... 2.87 2.87 
Active cathode surface per tank, sq. ft............ 252 oo PAS 
paverape amperes per tank: 02 sj. eee ese ek os 8,387 8,387 
AVErape VOlis LOL 49 taNKSt. 2 ae eee fees. cee! 2f 21 28.53 
PAVEESEE VOUS: PEL tlk. .wts. ct srs eae acs eis Jae 0.567 0.594 
Average kilowatts for 48 tanks................... 228.2 239.3 
Motal-copper depositedsib. 35.6 <2. 008... uae + ones 1,103,749 1,148,749 
Average age of cathodes drawn, days.............. 24% 2% 
Average ampere efficiency of deposit, per cent...... 88.3 91.9 
Average amperes per sq. ft. cathode surface........ 33.3 33.3 
Average lb. copper deposited per kilowatt-hour..... 4.03 4.00 
Average oz. per ton silver in cathodes............. 1.25 aime 
Average per cent. As+Sb in cathodes............. 0.0043 vee 
Average per cent. anode scrap.......5.-..25..500% 8.00 : 
Analyses of silver slime: Fae 

ie foe he Es Del Ao “98 ai id tee 6,755.00 14,079 F 

Oz eA Ghper LON et ie eee ie oe os eg es 18.34 


-In a crane-operated electrolytic refinery, where the anodes and cathodes 
are handled in tank units and not individually as here, difficulties would 
result if converter anodes were used because of the fact that converter 
anodes corrode less uniformly than refined anodes. Many of the converter 
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anodes would become scrap before the date set for drawing the scrap 
from a tank and an equal number of pieces would not be scrap at the 
appointed time for drawing. 

The above comparison, together with other tests made at this plant, 
has demonstrated that refined anodes, while very desirable, would for 
this plant be an expensive luxury. 

Fig. 6 shows the earlier form of anode used in this plant and the Morrow 
clip type' now used. The advantage of the clip type of anode is that the 
amount of inactive copper above the solution line is much less than is 
the case with the lug type. The average percentage of anode scrap for 
the year 1912 was 5.9; the average weight of the converter anode is 500 
lb. The scrap resulting from each anode weighs about 30 lb.; this is 
resmelted in the converters.. The clip type of anode also has the advan- 
tage, as compared with the lug type, of being suspended in such a manner 
as always to hang plumb in the tank. The standard converter anode 
measures 24.5 by 35.75 in. 

The clip or hanger is made from a 14-in. round copper rod 60 ft. long 
rolled in a rod mill from a bar cast at the refining furnace. This rod is 
cut and bent into the loop form, in an automatic machine, and placed in 
the anode mold. Both the anodes and cathodes are supported in the 
tanks by cast-copper rods as shown in sketch. The anodes are spaced 
5.2 in. center to center. It will be noted in Fig. 6 that the anode is 3 in. 
thick at the top and 2.5 in. thick at the bottom. It is found that the 
anode corrodes more rapidly at the upper end where the current enters 
than at the lower end, that the wedge shape yields a lower percentage 
of scrap and that the anode retains its original shape for a longer time 
than is the case with an anode of uniform thickness. 


V. CaTHODES. 


The starting sheets are produced in 44 standard refining tanks divided 
into two circuits connected in: parallel in the main circuit and are thus 
operating at one-half the current density of the commercial refining 
tanks. Hach tank contains 21 cathode blanks and 22 anodes. The 
blanks are made of 4-in. rolled copper 27.5 by 39.5 in. below the solution 
line, as shown in Fig. 6. The anodes used in these tanks are of the 
same type as the standard anode but larger, being 26.5 by 385% in. 

Twelve-hour sheets are stripped at an average weight of 4 1b. each, meas- 
uring 26 by 36.5 in. after trimming. The men employed in stripping 
the plates do their work directly over the tanks using a traveling bench 
suspended from the trolley track as shown in Fig. 7. This bench, on which 
the sheets are piled after stripping, is moved from tank to tank as the 


1U. S. patents No. 621,121 and 631,471. 
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men advance. The blanks are covered with a thin coating of low-grade 
mineral oil to which 0.5 lb. of artificial graphite per gallon of oil is added. 
Grooved wooden strips are used on the edges of the plates to prevent 
deposition of copper. The strippers work independently and each man 
strips and delivers to the trimmer 360 sheets per 8-hr. shift. The elec- 
trolyte used in these tanks differs slightly from that of the main tank 
room. An average analysis is given in Table III. 


Pn, 
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TaBLe III.—Starting-Sheet Tank Electrolyte. 


~J 
on 


QO 
= 
gg 
a 
iS] 
B 
nm 
S| 
fo) 
4 
=A 
o 
® 
Ler} 
rs 


As, grams per Liter sign aieknyelcate aaa eee ae 
Sb, grain per liter... 5 0 Vi.~ unin iel ae ee ee ee 
Fe, grams per liters... <« on tak nce eae eeee er ele aee neae 
Cl; - grams per liters... cdma: «eee oe ee 


oF ONO OF 
ourooor 


r= 


Table IV shows the effect of sulphuric acid in the electrolyte on the 
efficiency of deposition, the production per kilowatt-hour increasing as 
the acid increases. The sheets produced when the acid is about 120 g. 
per liter are found to be smoother and tougher than when acid is higher. 
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The starting sheets are trimmed on the four edges to prevent short 
circuits. Two clips or loops, cut from similar sheets, are then attached 
to each sheet by means of the Morrow clip machine? (see Fig. 6). 


TaBLe IV.—Effect of Free Sulphuric Acid on Starting-Sheet Production. 


Converter anodes, 39.5 by 27.5 by 0.25 in. blanks, 3 in. anode; 2.5 in. center of anode 
to center of blank. 


Circulating electrolyte at 4 gal. per minute. 


ELECTROLYTE 
Amperes E. M. F. | Lb. Cu | Average | 
AMPERES per Effi- per Tank per Weight | Grms. per |Grms. per 
Sq. Ft. ciency Volts Kilowatt- per Liter Liter Tempera- 
hour Sheet Free Cu ture 
HeSO4 (se 
4,580 16.2 86.5 0.475 4.75 5.86 74 42.6 52.5 
4,490 15.9 86.5 0.462 4.84 5.78 74 42.6 52 
4,453 Hod 85.2 0.462 4.80 5.61 70 40.1 55 
4,450 15.7 83.6 0.475 4.55 5.50 69 39.8 49 
4,390 15.5 90.3 0.482 4.84 5.87 69 40.1 50 
4,403 15.6 90.2 0.496 4.71 5.87 73 38.4 47.5 
4,290 15.2 88.2 0.462 4.94 5.60 80 38.9 51 
4,397 1535 91.6 0.470 5.04 5.93 82 38.8 52 
4,538 16.0 90.3 0.476 4.90 6.06 88 38.8 51 
4,461 15.8 91.9 0.450 5.28 6.06 89 39.9 52 
4,408 15.6 92.5 0.426 5.63 6.03 110 40.4 52 
4,506 16.0 92.5 0.452 5.29 6.17 109 38.9 53 
4,496 15.9 91.7 0.424 5.55 6.10 116 40.6 53 
4,512 16.0 | 90.3 0.426 5.50 6.02 126 40.5 50 
4,550 16.1 89.7 0.420 5.53 6.04 128 40.4 48 
4,430 15.7 90.7 0.400 5.86 5.94 129 42.6 48 
4,435 L5 <7 84.7 0.385 5.69 5.56 128 42.0 48 
4,420 eG $7.3 0.365 6.09 5.62 126 42.4 50 
4,445 Wye 91.8 0.357 6.23 6.03 124 43.6 48 
4,453 Peed) 85.1 0.360 6.13 5.60 132 42.1 46 
4,404 15.6 87.0 0.342 6.55 5.66 148 40.8 49 
4,450 15.7 88.6 0.350 6.62 5.82 149 42.3 46 


Nore: The sheets produced with between 116 and 126 g. per liter of acid were the 
toughest and best. 


The starting sheets are now ready for the tanks. It will be noted that 
the cathodes hang 34 in. lower in the tank than the anode and are 1.5 in. 
wider than the anode. When using anodes and cathodes of the same size 
a cathode very rough on the edges resulted; increasing the size of the 
cathode has resulted in a cathode with comparatively smooth edges and 
an increase of 5 per cent. in ampere efficiency. 

When the output of the generators is 2,000 kw. or more the best re- 
sults are obtained while drawing 2- and 3-day cathodes. With a lower 
generator output older cathodes are drawn. The generator output is 


2U. S. Patent 600,498, Mar. 8, 1898. 
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governed by the head on the water wheels, which is dependent upon the 
stage of water in the river. 

To determine the most economical age of cathodes and number of 
electrodes per tank at which to operate, the labor, the production per 
kilowatt-hour, the silver lost in cathodes and the impurities in the anodes 
and cathodes must be considered. Assuming the quality of the product 


TaBLe V.—Effect of Varying the Age of Cathodes and the Number of Elec- 
trodes per Tank. 


ELECTRODES PER Cathode Analyses 
AGE OF TANK Average Ampere Cu per 
CaTHODES Average | Amperes Ef- Kalowatt- 
Days Amperes per ficiency hour Oz. Ag As + Sb 
Anodes® | Cathodes Sq. Ft. /Per Cent. Lb. per Ton | Per Cent. 
4 20 20 9,300 36.9 88.0 3.93 e322 0.0036 
2 20 20 8,808 35.0 90.85 Sa 0.83 0.0030 
3 20 20 8,877 35.2 89.00 SnD 0.83 0.0032 
2 21 21 9,035 |> 84:1 90.90 3.84 0.89 0.0032 
3 21 21 9,223 34.8 89.40 3.87 1.02 0.0029 
2 22 22 9,071 32.6 90.50 4.02 0.89 0.0033 
3 22 22 9,167 33.0 88.80 4.07 0.95 0.0030 


«Converter anodes. Average analysis of anodes: Cu, 99.13; As, 0.127; Sb, 0.055 per 
cent.; Ag, 33.97 oz. per ton; Au, 0.22 oz. - 


as regards impurities to remain satisfactory under the different conditions 
the cost per ton remains as the only consideration. Table V is a summary 
of various comparisons made between different ages of cathodes with 
varying numbers of electrodes per tank. 

Table VI is the comparison, in detail, between 21 and 22 pairs of elec- 
trodes per tank while drawing 2- and 3-day cathodes. 


- VI. Tue ELECTROLYTE. 


The 320 commercial refining tanks are divided into three sections, two 
sections containing 96 tanks each and the third section 128 tanks. 

Each section is provided with a separate electrolyte and circulating 
system. Copper and acid determinations are made daily on samples of 
each electrolyte. As, Sb, Fe and Cl determinations are made weekly. 

The two groups of starting-sheet tanks each have a separate electrolyte 
which is sampled and assayed in the same manner as the commercial- 
tanks electrolyte. 

The analysis of the electrolyte in the commercial-refining tanks is 
shown in Table I in terms of percentage in conformity with the analysis 
of the other materials shown in the table. The analysis of solutions is 
ordinarily reported in terms of grams per liter. With a current density 
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TaBLe VI.—Effect of Varying the Age of Cathodes and Number of Electrodes 


per Tank, 


Details of 21 and 22 pairs of electrodes per tank in Table V. 


Standard Converter Anodes, Fig. 6. 


21 Anodes and 21 
Cathodes per 


22 Anodes and 22 
athodes per 


ank Tank 
Nimber of refining tanks Used: 2.1.20. qes sess. 160 160 
Copper deposited, 2-day cathodes, lb.............. 1,778,352 1,704,743 
Copper deposited, 3-day cathodes, lb.............. | 1,742,678 1,889,401 
KRatalcopper deposited; lbs 420.. cseone nese nes | 3,521,030 3,594,144 
Spacing of electrodes, anode centers, in............ 5.45 ” 5.20 
Average amperes for 2-day cathodes.............. 9,035 9,071 
Average amperes for 3-day cathodes. ............. 9,223 9,167 
Average amperes per sq. ft., 2-day cathodes........ 34.1 32.6 
Average amperes per sq. ft., 3-day cathodes........ 34.8 33.0 
Average ampere efficiency, 2-day cathodes, per cent. 90.9 90.5 
Average ampere efficiency, 3-day cathodes, per cent. 89.4 88.8 
Average drop per tank in volts, 2-day cathodes. .... 0.612 0.581 
Average drop per tank in volts, 3-day cathodes. .... 0.600 0.562 
Average copper deposited per kilowatt-hour, 2-day 
“cond geala Spill Oe, Moe oe he esis’ Araceae OTS Go cance aks eae 3.837 4.021 
Average copper deposited per kilowatt-hour, 3-day 
pei Haden Praer.w es hctk cr ee sro> Se ce tetis Gia whe ney wer? 3.871 4.075 
Average copper deposited per kilowatt-hour, 2- and 
Beta y GAnloUes el: nah ste alee stiri erste) sree 3.854 4.048 
Analyses of Cathodes: 
2-day cathodes, As + Sb, per cent............ 0.0032 0.0033 
3-day cathodes, As + Sb, per cent............ 0.0025 0.0030 
2-day cathodes, Ag, oz. per ton ............-- 0.89 0.89 
3-day cathodes, Ag, 0z. per ton............... 1.02 0.95 


Analyses of Electrolyte: 

Specific gravity. ......62---.- eee eee ete ceeds 

Cu, grams per liter...........-----+---seee-: 

Free acid, grams per liter.............--++--- 
grams per liter. ........-----seeeeeeeeee 
grams per liter.........---.--+eeee eee 
grams per liter. ......-.--+20+ eee seer ees 
grams per liter 
temperature of electrolyte (8 tanks in cas- 


Average 
cade): 

Toilet arlicy Or eccatriae p 8 clon ae one es Sve vas * 
Cyt eenTtLes Coo as hs gation 01>, Synod es om or ee PE ae oe 
Speed of circulation of electrolyte, gal. per min..... 
Analyses of Anodes (Converter) : 
Cu, per cent. 0.2... e cece eee e recess Bae 
Ag PEED Ge coer a2 epee = net te tie a oie Me orivig 

Sb, per cent....,...- ete a i tacclcrs eat 
Ag, OF. PCT TOD eae cere cee esa ree tee ae tees 
AW, O29 POF WORDS Cos tev ain hy esis got eins 


Same both set of Tanks 
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of 34 amperes per square foot and a circulation of 6 gal. of electrolyte 
per minute the best results, while treating converter anodes, are obtained 
with an electrolyte carrying 40 g. per liter of copper and 160 g. per liter 
of free sulphuric acid. 

The circulation of the electrolyte is through a cascade of eight tanks 
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Fie. 8.—ELEvation or Sotution Arr-Lirr Pump. 


as already described. In the pump room the electrolyte is delivered to 
the receiving tank, a round lead-lined tank 11 ft. in diameter and 4.5 ft. 
deep (see Fig. 3). In this tank are 150 ft. of 1-in. 8-lb. antimonial-lead 
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pipe; live steam is supplied to these coils at a pressure of 65 lb. per square 
inch, by means of which the electrolyte is heated. From the receiving 
tank the electrolyte is raised to the discharge tank from which it is again 
conducted to the head tank of the cascade. 

Various means of elevating the electrolyte have been employed in this 
plant. The first method used was the steam injector constructed of lead 
and antimony. These pumps were of limited capacity and the dilution 
of the solution was excessive. They were followed by a system of lead- 
lined cast-iron eggs in which the electrolyte was collected and blown to 


Table VII.—Effect of Speed of Circulation of Electrolyte on the Concentra- 
tion of the Solution. 
Current density 36.0 amperes per square foot, 4-day cathodes, converter anodes. 
Circulating Electrolyte at Rate of 6 gal. per minute. 


GRAMS PER LITER Copper 
Specific per Kilo- 
ZONE Gravity watt-hour 
Acid Cu As Sb Fe Cl Lb. 
I 13213 174 38.4 v5 0.56 2.95 0.044 
2 1.216 172 39.2 tz 0.59 2.95 0.045 
3 1.216 171 40.2 tok 0.59 2.95 0.043 
4 1.228 153. | =~49.9 hee 0.59 2.90 0.044 
Average | 1.218 168 | 41.9 ios 0.58 2.94 0.044 3.92 


Circulating Electrolyte at the Rate of 4 gal. per minute. 


1 1.241 163 | 40.0 ees 0.52 2.90 0.042 

2 1,214 EGip i) add fo 0.55 2.92 0.040 

3 1.216 159 | 42.0 7.4 0.58 2.95 0.040 

4 1.263 139 | 67.8 7.4 0.55 2.90 0.040 
Average | 1.226 156 | 47.7 7.4 0.55 2.92 0.040 3.85 

Circulating Electrolyte at rate of 2 gal. per minute. 

1 1216 167 37.8 7.6 0.52 2.90 | 0.042 

2 1.213 165 39.0 ie 0.49 2.95 0.042 

3 de 17, 162 41.0 7.6 0.51 2.95 0.042 

4 1.265 146 66.4 1.9 0.55 2.95 0.041 
Average | 1.226 160 46.1 7.6 0.52 2.94 0.042 3.80 


Sampled after circulation had been entirely shut off for 7 hr. with current passing at 
the rate of 36 amperes per square foot. 
NN 
1.185 179 23.4 
1.210 164 38.0 
1.230 151 51.8 
1.255 138 65.5 


He CO DO 


Average | 1.220 158 44.7 
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the overhead tank with compressed air. This system was very inefficient 
and gave way to a type of boiler-feed pump, the water end of which was 
of bronze. These soon became leaky from corrosion and were abandoned. 
A type of plunger pump with a lead-lined barrel and rubber valve and 
plunger was next tried. This pump was continued in service for several 
years with satisfactory results but was replaced 10 years ago by the air 
lift, which has continued to hold the field. The air lift as used here is 
constructed of cast lead-antimony pipe 6 in. inside diameter, 34-in. 
walls. The pipe is cast in 4-ft. lengths with flanged joints. A brick well 
20 ft. deep and 4 ft. diameter, made waterproof, with a cement lining, 
contains that portion of the lift that is below the floor level. Working 
against a head of 14 ft. 8 in., 160 gal. of electrolyte (1.22 specific gravity) 
jis raised per minute with a consumption of 80 cu. ft. of free air com- 
pressed to 16 lb. per square inch (see Fig. 8). 

The lift, while it is of low mechanical efficiency and sensitive to variations 
in the air pressure, is very satisfactory in its operation, having no moving 
parts and requiring but little attention. The loss in temperature of the 
electrolyte during its passage through the air lift from the receiving 
tank to the discharge tank averages 0.5° C. 

The compressed air for the operation of the lift is obtained from the 
converter-plant blowing engines which are operated by water power. A 
motor-driven compressor at the tank house supplies air in cases of emer- 
gency. 

Circulation of the electrolyte is maintained at a speed of 6 gal. per 
minute, a lower circulation reducing the production per kilowatt-hour 
while a higher rate has the effect of disturbing too much the settlement 
of the slime and increasing the silver in cathodes. Table VII shows the 
effect on the. concentration of the electrolyte of varying the speed of 
circulation. The samples which were taken in the regular refining tank 
and marked zones 1, 2, 3, and 4 were obtained in the following manner: 
A glass tube, closed at the top, was lowered to a point 6 in. below the 
surface of the electrolyte and a sample collected at this point and called 
zone 1. Zone 2 sample was taken in the same manner at a point 17 in. 
below the surface; No. 3, 28 in. below the surface and No. 4, 39 in. below 
the surface. The column of electrolyte in the tanks was 40 in. high, 
there being 3 in. of slime in the tanks. These figures represent the 
averages of 104 samples taken during seven consecutive days from 48 
refining tanks at 36 amperes per square foot. The samples were all 
taken between the center pair of electrodes. 

These figures show a rather remarkable concentration of the electrolyte 
as regards copper and acid with negative results regarding impurities 
in solution and demonstrated that, while operating at 36 amperes per 
square foot, circulating the electrolyte at the rate of 6 gal. per minute, 
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delivering the solution at the surface of the tank and discharging from a 
point near the bottom, fails to maintain the electrolyte in a homogeneous 
state but is found to be the most economical speed at which to operate. 

The arsenic and antimony are the impurities with which we are chiefly 
concerned in our refining operations, and as their effects on the con- 
ductivity of the copper are much alike our practice is to report them 
combined as arsenic plus antimony in the cathodes, making a separation 
on the average monthly sample to note the relations. These impurities 
in the electrolyte and in the anodes are determined separately. 

There is no silver in solution in the electrolyte and all of the silver 
present in the cathodes is deposited mechanically from the slime in 
suspension; the slime is entrapped on the rough surfaces of the cathodes, 
the silver contents increasing with the age and roughness of the cathode. 
The arsenic and antimony are deposited both mechanically from the slime 
and electrolytically from the electrolyte. 

When refining converter anodes, carrying 0.12 per cent. As, at 34 
amperes per square foot the arsenic in the electrolyte is not allowed to 
exceed 7 g. per liter. 

The results of an experiment with covered cathodes and converter 
anodes may be of interest. Three regular cathode starting sheets were 
placed in separate frames covered with 8-oz. duck in such a manner as 
to entirely inclose the sheets. These were substituted for three regular 
cathodes in a commercial-refining tank and after remaining 2.75 days 
they were removed, sampled and assayed as follows: 


Analysis of Electrolyte. 


GRAMS PER LITER 


SPECIFIC 
ae Acid Cu As Sb Fe il 
; 1.200 152 | 41.2 7.0 0.44 1.80 0.04 
Analysis of Anodes. 
Per Cent. Cu Oz. Ag per Ton Oz. Au per Ton Per Cent. As Per Cent. Sb 
99.15 39.0 - (ese s 0.211 0.04 
Cathodes Produced. 
Inclosed Cathode Regular Cathode 
Current density, amperes per sq. ft.............. re gp 
Age of cathodes, days.....-..5.-5 5. eee eee eee rat as) 
INE GOV/5 DEY WIN Bes coos Gea ao crric.ce eo neh Re ae 


As + Sb, per cent........ oe ace ene erry 
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The lower current density of the covered cathodes is due to the increased 
resistance offered by the covering. 

The canvas-covered cathodes were drawn at 2.75 days rather than four 
days as the canvas was showing signs of failure. The results show that 
the canvas covering was effective in preventing but little of the silver- 
bearing slime in suspension from coming in contact with the cathodes 
but that it had a lesser effect on the arsenic and antimony contents of 
the deposited copper. 

The original method employed at these works of purifying the electrolyte 
was the manufacture of bluestone. An amount of electrolyte sufficient 
to maintain the working solutions at the required degree of purity was 
daily run off from the tank house to the sulphate plant. Here it was 
heated to the boiling point by means of steam coils and passed through 
open tanks containing shot copper into which compressed air was blown 
until all of the free acid was neutralized. After the necessary concentra- 
tion by boiling the solution was allowed to cool in an open chute where 
most of the copper crystallized out. The crystals from the chute were 
redissolved in water, concentrated, and run into the final crystallizing 
tanks. The crystals from these tanks were washed, dried and packed 
in barrels for shipment. The mother liquor, after it had become too foul 
for further use, was run over scrap iron for the recovery of the small 
amount of copper remaining in solution. After passing over the iron the 
solution, which contained only the impurities, was wasted. 

This was an efficient method of freeing the electrolyte of impurities 
and would probably still be employed had not the market for the blue- 
stone failed during 1899. In 1897 2,300,000 lb. of bluestone were produced 
and shipped from our sulphate plant. 

The electrolytic method was next employed for purifying the electrolyte. 
This process consisted in removing from the working solutions each day 
such an amount of electrolyte as was necessary to maintain the purity — 
of the electrolyte. This solution was passed through four standard refining 
tanks containing lead anodes and copper or lead cathodes. These tanks 
were arranged in a cascade the electrolyte flowing from one tank to another. 
The Cu, As and Sb contents of the solution, as it left the last tank, de-. 
pended on the speed of flow. With a circulation of 2 liters per minute 
but a trace of Cu, As and Sb remained. The ampere efficiency of deposit, 
however, was extremely low at this rate of flow. 

Table VHT shows the results obtained while circulating at 4 liters per 
minute. The percentages of elimination as shown in this table are high 
while the ampere efficiency is very low, the two lower tanks in the cascade 
doing but little work. In subseqiiene experiments the most economical 
speed of flow was found to be 7 liters per minute with an elimination 
of 99 per cent. of the copper, 78 per cent. of the arsenic and 91.1 
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per cent. of the antimony with a total ampere efficiency of about 50 per 
cent. 


The increase in the iron contents of the electrolyte between the inlet 
of the first and outlet of the last tank, as shown in Table VIII, is due to 


TaBLeE VIII.—Removal of Copper, Arsenic and Antimony from Electrolyte 
in Insoluble Anode Tanks. 


Circulation, four liters per minute. Lead anodes, copper cathodes, 9,000 amperes, 
31.8 amperes per square foot. 


GRAMS PER LITER 
ee | Volta port emperas 


E an ture; 'C.° 
Acia Cu Fe As Sb 
Inlet tank No. 1... 144 37 .060 6.242 3.200 OLACS dl aeeimsce 17 
Outlet tank No. 184 7.376 6.813 2.240 0.260 2522 42 


Outlet tank No. 
Outlet tank No. 
Outlet tank No. 


194 0.504 | 7.364 | 0.400] 0.061 | 2.25 57 
208 0.088 | 7.701 0.056 | 0.0388 | 2.25 64 
216 0.048 | 7.915 | 0.028 | 0.028] 2.25 65 


H Wb 


the concentration of the electrolyte by reason of the heat evolved by the 
electrolysis. These analyses are corrected on the basis of an unchanged 
volume of electrolyte in Table IX. 

The process thus far described has removed only the Cu, As and Sb 
from the solution, leaving the Fe, Ni, Bi and Zn. To remove these the 
electrolyte, as it leaves the insoluble-anode tanks, is run into a lead-lined 
tank 13 ft. in diameter and 4.5 ft. deep lined with 12-lb. chemical sheet 
lead and containing 600 ft. of 1-in., 8-lb. chemical-lead pipe. In this tank 
it is concentrated to 55° Bé., decanted to an open tank 10 ft. long, 4 ft. 
wide and 3 ft. deep, where it is allowed to stand for four days, during which 
time the salts of Fe, Ni, Bi and Zn crystallize out leaving a solution of 


Taste [X.—Corrected Analyses. 


PERCENTAGE ELIMINA- 
GRAMS PER LITER TION OF ORIGINAL Ampere 
AMOUNTS Effi- ° 
ciency 
Per Cent. 
Acid Cu Fe As Sb Cu As Sb 
TNR eee e4137- OOO Ga 24en o2200'0P 4650)! She ilieetee celle « eter ee emer 
Biter uk No. 1..| 169) 6.760) 6.242) 2.0500.2380} 81.8 | 35.9 | 48.7 71.70 
Outlet tank No. 2..| 165) 0.427} 6.242) 0.339 0.0517) 17.1 | 53.5 | 40.2 19.50 
Outlet tank No. 3..| 169| 0.071) 6.242) 0.0450.0308) 0.9 9.2 4.7 1.68 
Outlet tank No. 4..| 170) 0.038) 6.242 0.022 0.0220 0.1 0.7 awe 0.15 
ee ae Nd ess patter a eel reer eel See Afr | Te saies 99.9 | 99.3 | 95.3 23.23 
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approximately the following composition to be returned to the tank room: 
H.SO., 1,100; As, 1; Sb, 0.2; Fe, 1; Ni, 5.3; and Zn, 1.5 g. per liter. 

The Cu, As and Sb deposited in the insoluble-anode tanks are in the 
form of a black slime, some of the slime adhering to the cathode but the , 
greater portion settling to the bottom of the tanks. An average assay 
of this slime is given in Table X. 


TasLeE X.—Slime from Insoluble-Anode Tanks. 


(Treating electrolyte direct from tank room.) 


IMoistUre, PEL COL Mee cic ve ee eie cee leven tenet tater artes eer eee wee 10.0 
@ujeper Cent. fo ele ee seth ete Stettler ree gee eae aoe 
SiQs “pet Gemter Serr eee cea saaen tacit tele eae teest eeceene ear neice Aid. 
FeO per Gent... 32,2 o ae 0.4 
AlsOs, per Cemtpas = sa eee ce et. otra ie eka eae eri re 0.4 
CaO, sper CEMUgiy a hac.c beter eter orn di tere alitiaytets a eee oy area teen ees eee 0.3 
S;fpertcen teas Shenoy «recite ea tseae = erclen a eee gate Fenian ie eke ea ea 4.1 
AA. Ss per’ Celt. {oleae Ac pecea ede: ete ete et ae eee eee see aed 10.3 
Sbiper.centaie me «seein taeares Se a ee es SB: 2.5 
ING, PEE COM Gas ays tie eie s seratecensnete oie aiet eater Rak oP ares eee ae eae 0.35 
VAS AMS Een ee Sane eto an PACES OS Ase pS cl ae 0.32 
AG) ) OF7s DET COM: Ye xy teeth 1g 5 aye bate muse oh Rea as Ie ey ote 3.4 
PN Vieirey fan ols ea Nesom eee Ons hein A Delete Doi ® SAGER Sc OS o> Sic 0.02 


This material was sent to the blast-furnace plant for treatment. 

The method of purifying the electrolyte now in use is a modification 
of the one just described and consists in running off daily from the tank 
house about 25,000 liters of solution, concentrating this, by boiling, to 
48° Bé. From the boiling tank the concentrated solution is run to 
erystallizing tanks and allowed to stand for four days. At the end of 
this period 82 per cent. of the copper will have crystallized out. The 
mother liquor has the following analysis: Acid, 475; Cu, 17.4; As, 


TaBLE XI.—Analysis of Insoluble-Anode Tank Slime. 


(Treating mother liquor from crystallizing tanks.) 


Moisttire, per! cen ta. as. He caretan.e toe 2 ee ene ee 9.66 
Cu per Gent 5c fo Ree ARO niet eee we ee 46.30 
SiO a, Or CONG ay asc seete eye Rin Aces aoe cree aa 0.38 
FeQ),, Peri COM bs cis) gots od alkegel eearets lanes iene AARC On ee 1.66 
AlsO3; Per cont: vdicig ss cerwPerr ex elem CaO ee ace en 0.4 

CaO, per cent: f...%.0 Us [slag ytue Seeroiiet- 1s Pe ane ee 1.08 
Sy POL: CONE. (shad bills: erat rene A a NO NDiea aN 5 se wet ee ee 5.02 
AB, “Per: COMBS Atanas heilakekd AeRT gc TUN clearer a eee een 21.48 
Sb, Per, Cont s.55 ssn hcasotaly vetaelete ter cloner ane Lene pe a ae eee ea 2.28 
Ni, DEP) GONG. 5 ys toe anct etesiaseys cue coke BG Fee eee eee ee 0.35 
Zihy POL CONG. 5 oa i6-4. cscula ok the erates eave EgeTe ae ane ee 0.32 
Agog. per tom... Mee hia) he eet ote 3.61 
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20.2; Sb, 1.1 and Fe, 15.2 g. per liter. This is run to the insoluble- 
anode tanks where it is treated for the removal of Cu, As and Sb as de- 
scribed above. 

Table XI gives an analysis of the slime obtained when using this 
method. 

After treatment in the insoluble-anode tanks the solution is either 
- returned to the tank room or treated, by further concentration and crys- 
tallization as described above, for the removal of the Fe, Ni and Zn. 

The analysis of slime from the second concentration and precipitation 
for the removal of Fe, Ni and Zn is as follows: Moisture, 22.1; 8S, 16.6; 
Ni, 5.6; Cu, 1.3; Fe, 10.38; Zn, 2.7 per cent. 

The advantage of crystallizing the copper from the solution before 
treatment in the insoluble-anode tanks is that the ampere efficiency of 
these tanks is greatly increased because of the concentrated solution 
treated and that the amount of slime produced is reduced by nearly 
one-half, as follows: 


Production of Insoluble-Anode Tank Slime. 


Wet Slime Ne 

Der wees Per Cent. 
Treating electrolyte direct from tank room.............. 38,333 10.30 
Removing 82 per cent. of copper before treating......... 21,600 21.48 


The slime from the insoluble-anode tanks is sent to the blast furnaces 
for treatment, the iron slime is washed for the removal of free acid and 
sent to the blast furnace or wasted if free of copper. 

The arsenic liberated from the anodes in the refining tanks finds its 
way into the following products in the proportions shown: In cathodes, 
1.22; in silver slimes, 17.19; and in purification slimes and cathodes, 
81.59 per cent. It is therefore necessary to remove from the electrolyte 
81.59 per cent. of the arsenic liberated at the anode. 


VII. Evrcrrouytic SLIME. 


From a converter anode carrying 40 oz. silver and 0.24 oz. gold per 
ton, a slime carrying 43.3 per cent. Cu, 5,000 oz. silver and 34 oz. gold 
per ton is obtained: See Table I for complete analysis. 

This slime is removed from the refining tanks once in 60 days in the 
following manner: A copper jumper, held by the iron studs provided, 
connects the two ends of tank bars on adjacent tanks and short circuits 
four tanks, as shown in Fig. 2. The anodes and cathodes are removed 
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and the slime, 5.5 in. having accumulated, is diluted with water and 
pumped by means of a bronze steam injector to a round lead-lined tank, 
12 ft. diameter, 4 ft. deep, situated 200 ft. distant in the slime-sampling 
room. Before entering this tank the slime passes through a lead screen 
with 1%-in. holes, 4-in. centers. In this tank the slime is washed with 
hot water to remove the free acid and soluble copper. 

From this tank the slime is dropped into a cast-copper, lead-lined egg 
from which it is foreed by compressed air at 100 lb. pressure into a modi- 
fied Bushnell filter press containing hard-copper plates and rings, 8-oz. 
duck being used for filter cloth. Thirteen cakes 26 in. in diameter and 
1.25 in. thick are made at each charge; the wet weight is 865 lb. per charge 
at 21 per cent. moisture. From the filter press the slime is placed on 
steam-jacketed copper-drying tables where the moisture is reduced to 
10 per cent. The slime is then crushed with a roller on a cement floor 
and sampled in 22,000-lb. lots for shipment. 

The slime is sampled in the following manner. The 22,000-lb. lot is 
shoveled into a conical pile, each shovelful being delivered upon the apex 
of the cone. To insure thorough mixing of the material this operation is 
repeated twice. The material is then split-shoveled four times; these 
operations reduce the sample to about 300 lb. From this point the ma- 
terial is quartered down with repeated crushing to about 130 oz., the 
laboratory sample. 

The slime is then packed in 10-oz. canvas sacks holding 140 lb. each. 
Four of these sacks are packed in paper-lined wooden boxes in which 
shape the slime is shipped to an Eastern refinery for treatment. About 
560,000 lb. of slime are produced and shipped per year. 


VIII. Powrnr. 


The power for driving the generators, furnishing the current for de- 
positing, has been at all times furnished by water power developed at 
the Black Eagle Falls dam. The electrolytic plant is situated 2,000 ft. 
from the power house. 

The original generator equipment consisted of three Thompson-Houston 
multipolar, shunt-wound, separately excited generators, 200 kw., each 
delivering 1,000 amperes at 200 volts. This equipment was supplemented, 
shortly after being installed, by a third machine of the same type and 
size. These machines were rope driven from a counter shaft operated 
by water wheels. 

The transmission line between the power house and tank house con- 
sisted of 36 14-in. copper wires, 18 wires on a side. These wires were sup- 
ported on 6 by 8 in. cross arms carrying heavy wooden pins and double 


a“ 
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petticoat insulators. The cross arms were supported about 10 ft. above 
the ground by wooden poles. | 
This wire line was taken down a few years ago and recently it was de- 

cided to put the copper into merchantable form by charging it into the 
wire-bar furnaces with cathodes. A preliminary test to determine the 
quality of the copper gave the following results: Conductivity, annealed 
98.4 per cent.; As, 0.0072 per cent.; Ag, 5.15 oz. per ton. . 
This wire was purchased, on the market, in 1892 as high-conductivity 
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Fig. 9.—SEcTIon oF TRANSMISSION LINE, SHOWING EXPANSION JoINT. 


copper. The consumer of the present day demands copper with a con- 
ductivity of 100 per cent. annealed, or over. As previously stated it was 
decided in 1896 to increase the production by increasing the current den- 
sity, accordingly, in that year, the four 200-kw. generators were replaced 
by two Westinghouse, shunt-wound, engine-type, 810-kw. generators 
having a normal capacity of 4,500 amperes at 180 volts at a speed of 
130 rev. per min. These machines were direct connected to a pair of 
57-in. horizontal New American turbines operating under a normal head 
of 41 ft. It may be of interest to record that the average output of these 
generators to-day is 4,600 amperes each at 222 volts or 1,021 kw., equiva- 
lent to 26 per cent. overload. 

Thesé generators and water wheels were installed in a new stone power 
house built to accommodate them and constitutes our power plant of 
to-day. ; 

To conduct the current from the new generators to the tank house a. 
transmission line of rather unusual proportions was built. This line, as 
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originally built, consisted of 2 by 12 in. cast-copper slabs in parallel with 
the 14-in. wire line. 

These bars, which were cast in 20-ft. lengths in open iron molds, were 
supported on a wood trestle (Fig. 9). The joints were made by over- 
lapping the ends of the slabs 4 in. and fastening them together with three 
j-in. iron bolts, after the surfaces in contact were well cleansed ; attempts to 
solder the joints failed because of the large body of copper anid its high 
heat-conducting property. 

Expansion and contraction was taken care of by expansion joints in 
the form of cast-copper arches. The copper slabs rested on 4 by 4 by 1 in. 
glass insulators. 

Later the wire line was taken down and 4,377 ft. of 2 by 6 in. cast- 
copper conductors added so that the transmission line now consists of 
one 2 by 12 in. and one 2 by 6 in. conductor on each side arranged as 
shown in Fig. 9. 


Data on Transmission Line. 


Effective length of line: 


2 by, 12imaconductors, both'sid es: eeeeee oe eee eae 4,895 ft. 
2 Dy On Conductors, DOLL Sid 6S alan ne eae 4,221 ft. 
Number of joints: 
2 by 12.1n;- conductors; aera ee ee ee eee 270 
2iDyae GN, CONGUGLOrS ey tone, eee ee ete eee eee 234 
Totals sc. sia. otras arn a pee ene ace ey ne eee 504 
Overlap at junction points: 
2a Val 221) CONGUCTOLS anette Risen tel eta eee 180 sq. ft. 
2 by 6 tn. conductors ch... seas cates eee ae ee 78 sq. ft. 
Total ipa suareitetongstera amici aaah tea ater aed eee 258 sq. ft. 
Weight of copper: 
2 by 12 in. conductors. s.9, see ee ee 466,992 lb. 
2\by¥- <6 in conductors gcse ene ae ree ee 201,342 lb. 
DOtaL . thie des vicig ttre ete re een 668,334 Ib. 
Number of expansion joints: 
Al swig Wana CoceehtLomobasi ay Gr Macca douse ton da cess ous 10 
aby 61n, conductors. .éce. oth Gudea.) eee 10 
Potall is... ante GA3 cary cw RRR ees ee 20 
When generator output is 9,295 amperes, 222.1 volts or 2,064.4 kw. 
aby 12 in. conductors carryi. cc lede ee e 6,070 amperes 
2 by». 6 in. condnetots warty fcnesu. Uemio nee n Smee ae 3,225 amperes 


Totals 2. cs. s caaltes ep atin oie eae ee eee 9,295 amperes 


s 
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Resistance of line at 19° C.: 
Ped 2 IR CONUINOUONS Meanie hie ek. cc. os 0.002190 ohms 
BMY eS Oil COMAUGLOIS Ge) en ee tee) ors 0.004162 ohms 
omupuinen /resintancc ee geetes en den oe os cs 0.001431 ohms 


‘Temperature rise at 9,295 amperes.....................-..... IBLE KE, 


Division of resistance: 


Beret COUPEE rr We MeN Ob whe as eet oe laden tise e 75 per cent. 

LUE DOA CEN SR GO As Ee ee eee 25 per cent. 
Power loss: 

Drop/in line at 9,295-amperes. . 0.05... 6. cewek cues 13.3 volts 

Ro mermsoss: abi 064.4, owen ye olathe eos bec de 123.6 kw. 

Power loss, percentage of total power developed........... 5.99 per cent. 


The conductivity of the cast-copper bars in this line is approximately 
91 per cent. or 9 per cent. less than annealed wire made from the same 
copper. 

When the yearly interest on the investment in this line is compared 
with the value of the power lost in transmission for a similar period it 
would appear, from an economical standpoint, that the line contains 


Distribution of Energy. 


Per Cent. 
Volts Kilowatts to) 
Total 
320 commercial refining tanks in series, 33.4 am- 

peres per sq. ft...... z Pe eee Fae Se 190.4 1,769.8 85.73 

44 starting-sheet tanks, 22 tanks in series, 16.7 am- 
PELES PEE SU nyt bare hawt oe - SO A eee 8.4 “eel 3.78 
4 insoluble-anode tanks in series................- 10.0 92.9 4.50 
Bia ATEPeSTONGIING. a ec cyccee G rasbre cs eter a Serre 13.3 12326 5.99 
PRG Ostet Peta dooce 8 otertet aisle teens 222.1 2,064.4 100.0 


Analysis of Tank Resistance. 


320 commercial refining tanks, 22 anodes, 22 cathodes per tank, 90 per cent ampere 
efficiency, 2-day cathodes. , 


Per Cent. 
‘ Vol 
Vetank | 320 Tanks | f,100-4 
44 14.08 7.40 
Drop between anode busbar and anode .........- 0.0: 

Didp between cathode busbar and cathode ...... ee pele Shee 

Drop across electrolyte..........-+-++s+er reese 0. 58. 4 
Fie alls: oe ees AeA Cope oe Oncor 0.595 190.40 100.00 
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far too much copper, but when the effect on the ultimate cost per ton 
to refine is taken into account it is apparent that the investment is fully 


justified. 
Other power data follow: Generator output, 2-day cathodes, 33.4 am- 
peres per square foot; head on water wheels, 44.1 ft.; amperes, 9,295; 


volts, 222.1; kilowatts, 2,064.4. 


IX. OprerRATING DETAILS. 


The main tank room is divided into 10 divisions of 32 tanks each. 
Each division is taken care of by two tank men who are held responsible 


Fig. 10.—Drawine CATHODES. 


for these tanks. One inspector, locating and removing short circuits 
between anodes and cathodes, is employed for each two divisions. The 
inspector’s work is done on night shift. 

Sixteen tanks of 2-day cathodes, per division, or one-half of the tanks, 
are drawn daily, each tank containing 22 anodes and 22 cathodes. The 
day’s starting sheets having been delivered to the different divisions by 
the night. shift, the tank men begin drawing cathodes in the morning. 
Four cathodes are drawn at a time with a 1-ton Yale & Towne triplex 
chain block and multiple hook as shown in Fig. 10. The cathodes after 


Py 
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being replaced with starting sheets are deposited in the lead-lined wheel 
carriages shown in Fig. 11; each carriage holds 66 sheets. The solution 
dripping from the cathodes is held in these carriages to be later drawn 
off through an outlet in the bottom. When the carriage is loaded it is 
moved by hand to the scales, situated as shown in Fig. 3. After weighing 
the cathodes are lifted from the carriage by the traveling crane. The 
ends of the angle irons on which the cathode rods rest in the carriage 
are punched to receive the crane chain hooks by means of which the crane 
raises the load. After the cathodes are removed, the carriage is weighed 
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Fic. 11.—View or WorkKING FLoor. 


to obtain the tare. The crane then raises the cathodes and loads them 
on to a 4-wheel truck for delivery to the furnaces. 
After the cathodes are drawn the tank men inspect the anodes, marking 
such as are ready to be removed as scrap. The same carriages as were 
used for the cathodes are now spotted under the trolley track at the end 
of the tanks and the anode scrap is deposited in them. When all of the 
scrap has been removed in this manner the carriages are moved to the 
scales and weighed. The crane then lifts the scrap from the carriages, 
by means of the angle irons, and conveys it to a tank where the slime 
is washed from the surfaces with a stream of water. The scrap is then 
placed on trucks, by the crane, from which it is joaded into box cars for 


shipment to the converters. 
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After the scrap has been all drawn from the tanks and the carriages 
removed the tank men proceed to fill the vacancies, thus made in the tanks, 
with new anodes as shown in Figs. 11 and 12, one anode at a time being 
handled. 

As but four cathodes are removed from one tank at a time it is not 
necessary to cut the tanks out of circuit while drawing copper. 

As compared with the traveling-crane system of handling the anodes 
and cathodes in tank units, the hand chain-block system of handling, as 


Fic. 12.—CHANGING ANODES. 


employed here, admittedly required more labor but is not without its 
advantages, which are as follows: 

First, the chain-block system permits the use of converter anodes. 

Second, the chain-block system, with aisles between the refining tanks 
permits of starting sheets being straightened and placed in the tanks tn 
such a manner that subsequent removal and straightening is not necessary. 

Third, respacing of anodes and cathodes, from time to time, as the 
anodes corrode, to reduce the resistance of the tank, is unnecessary as the 
tank men properly space each separate anode and starting sheet as placed 
in the tank. 

Fourth, there is a lower percentage of scrap and no scrap to be re- 
turned to the tanks. 

Cash prizes are awarded to the tank men on the divisions making the 
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best and second best records for the month. The division producing the 
highest tonnage of cathodes, after deducting the weight of the anode serap, 
is considered as having the best record. This plan has been found very 
effective in stimulating rivalry between the different divisions and thereby 
improving the efficiency of operations. 

Four insoluble-anode tanks to take care of‘the increase of copper in 
solution are provided. These tanks, as shown in Fig. 3, are situated in 
& separate room south of the pump house and, by means of a system of 
circulating pipes, can be run on any of the three electrolytes. It is not 
usually found necessary to operate more than two of these tanks at a time. 

Four-day cathodes at 34 amperes per square foot are produced in 
these tanks. The product of these insoluble-anode tanks is of the same 

purity as the product of the soluble-anode tanks provided the rate of 
flow of the electrolyte is sufficiently high to insure ample copper in solu- 
tion in the lower tanks. When the rate of flow is greatly reduced or alto- 
gether stopped the electrolyte soon becomes impoverished in copper and 
arsenic is deposited out of the solution with the copper. The circulation 
is maintained in these tanks at the rate of 10 gal. per minute. 

The following is a summary of the average amount of copper, silver 
and gold locked up in the process while drawing 2-day cathodes and 
refining at the rate of 174,000 lb. copper per day. 


Metals Locked up in Process. 


Copper, Lb. Silver, Oz. Gold, Oz. 

Ses Re Pe er eee 2,300,000 44,000 316 

In — Cee re enn. 22/300 140,000 850 
PrmCALHOUSS Ae ee at eis ota, Slaeniclsts 180,000 LAL A ROTA ES SOR ee lee 
Sa Gelivnntosec ee cpt AOR el ee ea eee OF OOOMs be cctae ieee ee 

PRO ba Re tote cate aed heate bie stases 2,597,300 184,000 1,166 


To arrive at the weight of copper in the refining tanks, for inventory 
purposes on the first of the year, a spring balance is attached to the chain- 
block hook and the anodes and cathodes are raised clear of their supports 
and weighed in solution. A factor, previously determined, representing 
the difference in weight of the average electrode, weighed in solution in 
this manner, and its actual weight, is applied to the weights thus obtained. 
Weights obtained in this manner are found to check actual weights very 
Beit Gott of slime in the bottom of the refining tanks at any time is 
calculated from the tank cleaning record, the number of days the slime 
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has been accumulating and the amount of slime that is liberated at the 
anode per tank per day per ampere being known. 

Current readings are taken and recorded hourly from a 10,000-ampere 
Weston station ammeter the shunt of which is situated in the center of 
the tank house. At the power house on each generator-switchboard 
panel is a 5,000-ampere instrument of the same type. The averages of 
the hourly readings from these instruments are compared daily with 
the readings of the tank-house instrument to detect possible current 
leakage. 

A system of pressure wires connects the refining tanks and the generators 
with a voltmeter switchboard situated in the office at the electrolytic 
plant. Hourly readings of the voltages at generators, at the tank house 
and at the different divisions and subdivisions of refining tanks are taken 
and recorded. In this manner abnormal conditions in any group of 
refining tanks or any change in resistance of the transmission line are 
promptly made known. 

The daily report contains, on one sheet, the cathode production for the 
day and to date for the month, the number and weight of starting sheets 
used, the pounds of copper deposited per tank per day per ampere in 
the different. sections, the percentage ampere efficiency of the total pro- 
duction, the amount and percentage of anode scrap for the day and to 
date for the month, the average amperes, volts and kilowatts for the day 
and for the age of the cathodes drawn, the average weight per cathode 
drawn, the pounds of anodes, cathodes and anode scrap on hand, the 
pay roll for the day and a digest of the electrolyte men’s reports showing 
amount of solution treated in the purifying plant, character and speed 
of circulation of electrolyte and other minor data. 

The present practice is to draw 3-day cathodes on Mondays and Tues- 
days, 2-day cathodes on the four days following and none on Sundays, 
the generators running continuously during the seven days. 

Under the head of 22 anodes and 22 cathodes per tank in Table VI, 
the results obtained are shown in detail. 

The average daily production of refined copper is 174,000 Ib: 


X. FurRNAcE REFINING. 


The refining-furnace plant, to be operated in connection with the 
electrolytic refinery, began producing anodes from converter copper in 
October, 1892. 

The original installation consisted of two coal-fired reverberatory fur- 
naces. These furnaces were identical in design, having a hearth 15 ft. 
6 in. by 10 ft. 6 in. with a firebox 4 by 4 ft. Each furnace was provided 
with a separate brick stack 65 ft. high, 28 by 28 in. inside. The capacity 
of these furnaces was 30,000 Ib. of copper each. 
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The furnace building was 80 by 128 ft. steel frame covered with corru- 
gated iron. 

During 1893 and 1894 two additional furnaces of the same type and 
capacity were added. Two of the furnaces were employed in producing 
anodes from converter pig and anode scrap from the electrolytic plant 
_ and two were used to make wire bar, cake and mgot from the cathodes. 
All of the furnaces were dipped by hand, 9-in. ladles being used. The 
~ copper was cast in iron molds, the electrolytic copper being dumped in 
boshes containing water. The anodes were removed from the molds, 
by means of hooks, and allowed to cool in the air. 

Later these four furnaces were replaced by two larger furnaces of an 
estimated capacity of 50,000 lb. of copper each, subsequently increased 
to 100,000 lb. each. The hearths of these furnaces are 14 by 24 ft. and 
the fireboxes are 7 ft. long by 8 ft. wide. One of these furnaces is 
connected to one of the original brick stacks, described above, and the 
other is provided with a new brick stack 74 ft. high with a 34 by 34 in. 
flue. 

These two furnaces with a combined capacity of 200,000 lb. per day 
now handle the cathode output of the electrolytic refinery, the anodes 
coming direct from the converters. 

The product of the refining furnaces is dipped into copper melds, made 
at the furnaces. These molds are hung in trunnions over cast-iron boshes 
through which cold water is circulated. The mold is capsized, as soon 
as the metal is set, and the copper drops into the cooling water. Cooling 
in this manner prevents the formation of cupric oxide on the surface. of 
the castings. 

The copper is conveyed from the furnaces to the molds by means of 
large ladles suspended by chains from a trolley running on a 34 by 4 in. 
track suspended over the boshes. Hand-forged Welsh ladles of the 
following sizes and capacities are used: 14 in., capacity 200 lb. of copper; 
16 in., 250 Ib. of copper, and 19 in., 350 Ib. of copper. The size of the 
ladle used is governed by the weight of the casting to be made. 

The principal forms into which the copper is cast are as follows: Ingot, 
ingot bar, cake, wire bar and a special form of round billet used in the 
manufacture of seamless copper tubing. The copper is shipped direct 
to the consumer. A 100,000-Ib. charge is taken out of each furnace once 
in 24 hr. md 

The usual practice of rabbling and poling the copper, for the oxidation 
of impurities and bringing of the metal to the proper pitch for casting, 
is carried on. The rabbling is effected by introducing compressed air 
at a pressure of 16 Ib. per square inch into the molten bath by means of 
two 34-in. iron pipes, the end of the pipes being kept below the surface 
of the metal. About two hours is required for this operation. The re- 
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ducing action is obtained’ by forcing green pine poles into the bath and 
covering the surface of the metal with charcoal. About 28 poles, 8 in. 
at the butt and 4 in. at the top, and 35 bushels of charcoal are required 
per charge of 50 tons of copper. 

The condition of the bath, as regards oxygen contents, is noted from 
time to time by the refiner as he examines the successive button samples 
taken from the bath in a small ladle. When the physical appearance of 
the button indicates that the “tough-pitch” stage has been reached the 
poles are removed and the dipping operation is begun. 

As the dipping proceeds the refiner observes the set of the castings 
made and adds charcoal or logs of wood to maintain the oxygen at the 
proper point. 

The skimming of the furnace takes place just before the rabbling or 
oxidizing is started. The slag obtained is equivalent in weight to about 


PER CENT 


3.5 per cent. of the copper charged, varying with the amount of lime 
used. The following is the average analysis of slag produced at furnace 
No. 2 producing wire bar: Cu, 62.89; SiOQ2, 19.1; FeO, 2.0; AlOs, 1.8; 
CaO, 7.2; MgO, 1.4; 8, 0.17; As, 0.02; Sb, 0.025 per cent.; Ag, 0.350 oz. 
per ton. 

The fuel used in these furnaces is known as Lochray lump coal, a bi- 
tuminous coal mined at Tracy, Mont., 15 miles from these works. The 
analysis is as follows: Moisture, total, 7.01; moisture, combined, 1.7; 
volatile matiter, 24.7; fixed carbon, 48.0; ash, 18.5; sulphur, 3.5 per cent.; 
B.t.u. per pound of dry coal, 10,803. 

It will be noted that this coal is high in sulphur. To protect the cop- 
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per as it melts from the sulphur dioxide gases, resulting from the com- 
bustion of the fuel, about 30 per cent. of the cathodes going to make up 
wire bar charges are dipped in milk of lime before charging. As the copper 
melts, the lime forms a protective covering for the metal, hindering in a 
large measure the absorption of sulphur by the molten copper. This. 
whitewashing process accounts for the lime and magnesia in the furnace 
slag. 

The average analysis of wire bar produced at these furnaces is shown 
in Table I, and the relation of arsenic to antimony in wire bar is shown 
in Fig. 18. The analysis of cake, ingot and other furnace products, in 
which high electrical conductivity is not essential, will contain 0.02 to 
0.05 per cent. less copper, due to the increase in oxygen contents. 


XI. Puysicat Txrsting. 


Samples for chemical analysis and physical tests are taken from each 
furnace charge as follows. A shot sample is made when the furnace is 
ready to dip. This sample is used for the As + Sb and silver determina- 
tions; the month’s accumulation of silver buttons, from each furnace, 
is parted for gold. 

Four test bars measuring 3.5 by 3.5 by 11 in. long are cast from each 
charge of wire bar dipped. The first bar is made when dipping begins, 
the second when the charge is one-third dipped, the third bar when the 
charge is two-thirds dipped and the last bar when the last round is being 
dipped. From each of these bars a billet 1 in. square and 8 in. long is 
sawed on a band saw; this billet is heated in a Hoskins electrical furnace 
and rolled down to a 14-in. rod in an 8 by 13 in. three-high rolling mill. 
The rod, after being annealed in the electric furnace, is drawn to a No. 
12 B. & 8S. gauge wire on a No. 1 bull block. The rolling mill and the 
bull block were furnished by the Waterbury Farrel Foundry & Machine 
Co. of Waterbury, Conn. In drawing the 14-in. rod to a No. 12 gauge 
the wire passes successively through the following dies: B. & S. gauge, 
Nos. 2, 4, 6, 8, 10, and 12. As the wire is not annealed during the process 
of drawing the product is known commercially as hard-drawn wire. — 

The No. 12 finishing die is a Waterbury Die Co.’s diamond die which 
finishes the wire accurately at 0.0808 in. diameter. The preceding dies 
are ordinary steel dies. igs 

In the physical laboratory these wires are tested for conductivity, 
tensile strength, elongation and torsion. 

The first operation in the laboratory is to anneal the specimen to be 
tested for conductivity. This is done by suspending the sample between 
two copper blocks, with 7-ft. centers, and allowing an average current 
of 124 amperes to pass through the wire for a period of 40 sec. The 
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initial current is 130 amperes. As the temperature of the wire rises the 
current decreases until but 118 amperes are passing at the finish. The 
wire is then allowed to cool in the air. Plunging the wire into water 
immediately after shutting off the current results in the same conductivity 
as when cooled in air. 

The annealing operation has the effect of increasing the conductivity 
of the copper about 2.7 per cent. While conductivity tests are made on 
both the hard-drawn and annealed wire the results on annealed wire are 
considered far more reliable than those obtained on the hard-drawn wire. 
This is due to the fact that wire may be drawn to different degrees of 
hardness by varying the speed at which the wire is drawn and the size 
and number of dies employed. 

Assuming two wires be made from the same bar but drawn to such 
different degrees of hardness that their conductivities will vary as much 
cas 1 per cent., if these wires are subsequently annealed their conductivities 
will be found to check very closely. 

No. 12 B. & S. gauge wire is used for all physical tests at these works. 
‘Conductivity tests are made on both hard-drawn and annealed wire; 
the tests on hard-drawn wire being made more as a check on the annealed- 
wire results than for any other value they may have. 

The mechanical tests are all made on hard-drawn wire. The physical- 
testing laboratory building, 15 by 52 ft., was erected and equipped in 
1897 and since that date regular tests have been made on all wire-bar 
charges dipped and for 10 years past conductivity tests have been made 
on all charges of refined copper. 

The first conductivity-testing apparatus installed was designed and 
furnished us in 1897 by Prof. W. L. Puffer of the Massachusetts Institute 
of Technology. This bridge required a wire sample 50 ft. long. Accurate 
results were obtained with the apparatus but its size made it rather un- 
wieldy. 

In 1899 the Puffer apparatus was replaced by a Willyoung conductivity 
bridge furnished by J. G. Biddle of Philadelphia. This bridge handled 
samples 30 in. long, the conductivity of the samples being calculated from 
the bridge readings. This instrument was continued in service until 
1906 when it gave way to a Hoopes conductivity bridge furnished by 
the Leeds & Northrup Co. of Philadelphia. This is a most satisfactory 
instrument. This bridge tests samples 38 in. long and the percentage 
conductivity is read directly from the scale, no calculation being necessary. 

Wire samples are sent from time to time to the Bureau of Standards 
at Washington. The wires are measured for conductivity by them and 
returned to us with their certificates of tests. These wires we retain 
as standards with which we check our conductivity bridge. 

The mechanical tests are made on a Riehlé 10,000-Ib. horizontal wire- 
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testing machine and a Riehlé torsional wire-testing machine both 
furnished by the Riehlé Bros. Testing Machine Co. of Philadelphia. 
The first test bar made at the furnace, just as the dipping of the 
charge is begun, is immediately made into wire and tested for conductivity; 
about 40 min. is required after the bar is received to obtain the con- 
ductivity. With this knowledge the refiner is aided in the subsequent 
handling of the charge. 
' Wire is made from the three remaining bars on the following day and 
the averages of the tests made on the four bars are reported as repre- 
senting the charge. 
The following are the averages of the physical tests made on the wire- 
bar product at this plant during the ycar 1912. 


Conductivity, hard-drawn wire, per cent.................... 97232 
Conductivity, annealed wire, per cent..................005. 100.08 
PUonpaoomw mn Orb, per eet. ocho Pe ences ee lk 1.00 
ceure pirenptle, Was per sys Wiis.) 6. os clo eee Sac. ot. loc at 64,400 
PROS On uwinte aDsOiTismepees cay 9 oes ee ey eh 37 


Norte: All mechanical tests made on No. 12 B. & S. gauge hard-drawn wire. 


Oxygen in the refined copper is made the subject of a separate paper. 


DIscussIon. 


Pror. JosepH W. Ricuarps, South Bethlehem, Pa. :—I think Mr. 
Burns spoke of two unusual conditions which he has at his plant, 
namely, that he uses directly converter anodes and very high current 
density. He did not mention another condition : the very low cost of 
power, which circumstance, I believe, is responsible for some of the 
peculiarities of his plant noticed by us from the East. I am struck 
by the rather low ampere efficiency which Mr. Burns obtains, and in 
looking over the plant thought that there was a considerable leakage 
from one tank to the other, and that the ampere efficiency could be 
increased by looking after the leakage of electricity from one tank to 


the other. 
3 Notes on the Metallography of Refined Copper, by E. S. Bardwell, p. 742, this volume. 
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Notes on the Metallography of Refined Copper. 


BY EARL S. BARDWELL, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


Tue structural relations existing between cuprous oxide and copper 
were first systematically studied by Heyn', who suggested that a study 
of the microstructure of refined copper might be substituted for the 
analytical methods in vogue for determining the oxygen content of 
copper coming from the refining furnace. Hofman, Green and 
Yerxa,? in their paper A Laboratory Study of the Stages in the 
Refining of Copper, working along the lines suggested by Heyn, 
showed that a study of the microstructure could be made to yield a 
correct estimate of the oxygen content of refined copper. 

In order to determine the oxygen content of the specimen of refined 
copper under examination a photomicrograph was first made. From 
the relative areas of copper and eutectic, the percentage of cuprous 
oxide and the corresponding percentage of oxygen were then readily 
calculated. It was found that the values for oxygen thus obtained 
corresponded closely with the analytical results. 

With the idea of utilizing this method of determining the oxygen 
content of each charge dipped from the refining furnaces at the 
Boston & Montana Reduction Plant, the physical testing laboratory 
was equipped with suitable apparatus for carrying out the work. It 
may be of interest to describe certain of the methods which have 
been worked out in this connection and give such data as have been 
obtained bearing on the effect of the oxygen content of refined copper 
upon its conductivity. 

Apparatus.—For the benefit of those who may be unfamiliar with 
metallographical apparatus and methods and may be interested to 
know what equipment is required, a few words with regard to the 
apparatus are in place at this point. 


1 Mittheilungen aus den Kéniglichen Versuchsanstalten zu Berlin, vol. xviii., p. 315 (1900). 
See also The Metallographist, vol. vi., p. 49 (1903) 
2 Trans., xxxiv., 671 (1908). 


NOTES ON THE METALLOGRAPHY OF REFINED COPPER. 743 


The polishing head shown in Fig. 1 is provided with two polishing 
disks, one on either side. These polishing disks are driven by a 
direct-current variable-speed motor, direct connected. The optical 
apparatus shown in Fig. 2 consists of a Bausch & Lomb compound 
microscope with suitable combinations of eyepieces and objectives, a 
Bausch & Lomb direct-current self-regulating’ arc, and a camera stand 
-and camera. 

Samples.—From each charge dipped from the refining furnaces two 
test bars are dipped, one when dipping is started and one at or near 
the end. In the case of wire-bar charges two intermediate bars are 
dipped. These test bars have the same cross-section as the wire bars, 
but are shorter. From these test bars are sawed the samples which are 
drawn into wire for the physical tests; i. ¢., tensile strength, torsion, 
and conductivity. At the same time a piece about 0.5 in. in cross- 
section and 4 in. in length is sawed out for the metallographical 
laboratory. A piece about 0.5 in. cube is taken for microscopical 
examination. One specimen from each charge is examined, except 
in case of a charge which shows a low conductivity, in which case the 
last test bar is also examined and the oxygen content determined. In 
this way we know the best and the worst about every charge dipped 
from the furnaces and are able to retain a permanent record of each 
charge in the form of photomicrographs. 

Polishing.—The specimen is polished in the usual way. If the 
polishing has been done carefully the structure can be seen faintly 
with the naked eye. If upon examination under the microscope the 
specimen appears satisfactory it may be etched in such a way as to 
bring out the structure very distinctly. 

Etching.—To bring out the structure sufficiently well for the taking 
of a satisfactory photomicrograph is a difficult matter. A suitable 
method for etching seemed, therefore, desirable. Nitric acid and 
ammonia were tried; but while occasionally good results were ob- 
tained, neither reagent seemed to be suited toour work. Finally the 
experiment of heating a polished specimen in a current of dry hydro- 
gen gas was tried. The results obtained were startling. This reagent 
offers the advantage, unusual among etching reagents, of attacking 
the cuprous oxide without in any way affecting the copper. The re- 
action upon which the method depends is Cu,O + H,s 2 Cu + H,0. 
This reaction is reversible, and the exact conditions necessary for ob- 
taining the best results have not as yet been worked out. The indi- 
cations are that to obtain the best results the specimen should be 
heated at about 300° C. and allowed to cool ina current of hydrogen. 
Excellent results have been obtained by heating in this way for 4 or 
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Fic. 2.—METrALLOGRAPHICAL APPARATUS. 
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5 min. Heating to too high a temperature or cooling too suddenly 
tends to cause cracks in the polished surface, varying from cracks 
visible to the unaided eye to those visible as fine hair lines under the 
microscope. The latter are not serious if they are not so numerous 
as to obscure the structure.’ The structure in the case of the etched 
specimen is clearly visible to the naked eye, the network of eutectic 

appearing as if depressed below the surface of the rest of the speci- 
_ men, while the copper areas stand out in relief. Under the micro- 
scope the eutectic network stands out black on a very nearly white 
background, and may be photographed with results that are extrem ely 
gratifying. 

The apparatus required for the etching consists of a Kipp hydrogen 
generator, a wash bottle containing a concentrated solution of caustic 
soda, a drying tower containing stick caustic soda, a U-tube containing 
calcium chloride, a silica tube in which the specimen is placed for 
heating, and another U-tube containing calcium chloride. 

Where the specimen is to be etched with hydrogen it has been 
found possible to simplify the polishing somewhat, as the etching may 
be depended upon to bring out the structure. When the specimen 
shows the structure under the microscope reasonably well it is ready 
to be etched. The silica tube is disconnected, and the polished speci- 
men, which should be clean and dry, is inserted. The silica tube is 
then reconnected and hydrogen passed through the apparatus at the 
rate of 12 to 15 bubbles per minute for 10 min.,in order to displace 
any air that may be contained in the apparatus. The silica tube is 
then heated by means of a Bunsen flame directed against the tube at 
the point where the specimen is located. The tube should not be 
allowed to get hotter than a very lowredheat. Heating is continued 
for about 3 or 4 min., at the end of which time the flame is removed 
and the tube allowed to cool to room temperature with the hydrogen 
still passing. The apparatus must not be disconnected until the tube 
has become quite cool, otherwise there is danger of the specimen be- 
coming oxidized or tarnished. The presence of moisture in the silica 
tube when the specimen is cooling also seems to cause a tarnish. 
This is due to the reversible nature of the reaction upon which the 
operation is dependent, and is obviated by having a sufficiently rapid 
circulation of dry hydrogen gas to sweep the water resulting from the 
primary reaction over into the calcium chloride tube. 

The specimen upon being removed from the tube will be found to 
have retained its polish, but the structure will now be clearly visible 
to the unaided eye. The little cuprous oxide areas in the eutectic 
have been robbed of their oxygen so as to cause innumerable minute 
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pits, and it is the shadows which are cast in these pits under reflected 
light that bring out the detail when examined under the microscope. 
The eutectic areas thus appear black when illuminated by reflected 
light, while actually they are no different in color than the rest of the 
specimen. The polished surface under the microscope is all of one 
color; 7. e., the color of pure copper. 

The photomicrograph is now taken in the usual manner, which I 
do not need to describe in detail. 


Fig. 3.—REFINED Copper. UNETCHED. 0.071 PER CENT. OF 
Oxye@En. 87 DriAMErers, 


Fig. 3 represents one of the best photomicrographs which we were 
able to obtain without etching. This specimen contained 0.071 per 
cent. of oxygen. Fig. 4 shows the photomicrograph of a specimen 
containing 0.0715 per cent. of oxygen which has been etched by 
means of hydrogen. Fig. 5 is the photomicrograph of a specimen 
similarly etched but containing 0.1409 per cent. of oxygen. 

Estimation of Oxygen Content.—The measurement of the eutectic 
after the manner outlined by Hofman, Green, and Yerxa is a tedious 
process, requiring from 1.5 to 2 hr. Eye estimation, on the other 
hand, while a valuable aid in controlling the operation of a furnace 
1s unsatisfactory from the point of view of accuracy and the makifig 
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of permanent records. One can very readily get a relative estimate 
of the amount of oxygen present in the specimen under examination, 
but two observers are liable to differ considerably in their respective 
estimates. In order to eliminate the personal equation as far as pos- 
sible, a method that is capable of yielding an accurate estimate is 
desirable. In order to be available for practical purposes the method 
must, moreover, be capable of giving not only fairly accurate results, 
but results that are quickly obtainable. 
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Fic. 4.—REFINED CoprpEeR. EtTcHED By Hyprocen. 0.0715 PER 
CENT. OF OXYGEN. 87 DIAMETERS. 


The method at present in use consists in projecting the image, mi- 
croscopic field, directly upon a piece of “ Duplex” paper so as to 
cover a circle 15 or 16 in. in diameter. When the image has 
been sharply focused on the paper the outlines are traced lightly 
with a hard pencil. This gives directly an enlarged reproduction of 
the microscopic field. The copper areas are next cut out mae a 
sharp knife. We now have a network of paper representing eutectic 
and some odd shaped pieces of paper representing copper. The two 
lots of paper are then weighed on chemical balances, and as the 
weights obtained are directly proportional to the areas, we have the 
equivalent of the planimetric method, with very Jittle expenditure of 
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time. The oxygen is then computed in the same manner as that 
outlined by Hofman, Green, and Yerxa. Working in this way, it is 
possible to make four or five determinations in an hour. Separate 
determinations made on the same test bar will ordinarily be found 
to give results checking within 6 or 7 per cent. 

The experiment was tried of taking a button sample at the same 
time that the test bar was dipped, and determining the oxygen in 
both-the button sample and the test bar. Two instances of this sort 
gave results as follows: 


Fic. 5.—Rerinep Copper. Ercuep py Hyprogen. 0.1409 PER 
: CENT. OF OxYGEN. 87 DIAMETERS. 


Oxygen Content by Measurement Method. 


Charge No. 3 viper Gene Per Cent, 
2-132-4 0.071 0.076 
2-133-4 0.092 0.087 


Crude as the method appears at first sight, it is fully as accurate 
‘as the planimetric method and is infinitely simpler to work than the 
standard analytical method. Two examples will serve as a compari- 
son between the results. obtained by the measurement method and 
the results obtained by the usual hydrogen combustion method. 
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Oxygen Content. 


Measurement. Hydrogen Combustion.. 
Charge No. Per Cent. Per Cent. 
2-192-2 0.0446 _ 0.0492 
2-188-2 0. 0715 0.0675 


A photomicrograph of the charge numbered 2-188-2 is given in 
Fig. 4. 

The hydrogen combustion method for determining oxygen in re- 
fined copper is a difference method and is liable to all the inaccura- 
cies of methods of that type. The measurement method is a direct 
method and should yield more accurate results. 
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Fig. 6.—Conbuctrivity CURVE OF REFINED COPPER. 


The image may be projected on the paper in either of two ways. 
First, with a sufficiently powerful are the image may be projected, 
directly through the microscope eyepiece. This necessitates speciak , 
arrangements for darkening the room and for shielding the screen, 
from light reflected from the arc. Second, the photographic nega-. 
tive may be used as a lantern slide and the image projected through, 
it upon the screen. The latter method is the one usually adopted. 
The room need not be darkened, aside from pulling down shades in 
the portion of the room where the work is going on. 
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Fiffect of Oxygen on the Conductivity of Refined Copper.—By means of 
the measurement method the oxygen has been determined in about 
300 furnace charges, and as we know the conductivity corresponding 
to each oxygen determination, we are able to present data which are of 
considerable interest. The curve, Fig. 6, is plotted with conductivi- 
ties as abscissee and oxygen content as ordinates. The content: in 
combined arsenic and antimony is here similarly plotted against the 
conductivity. In making this curve the oxygen content of all sam- 
ples having the same conductivity has been averaged, and similarly 
the arsenic and antimony content. The total number of results en- 
tering into each average is shown in the following table. 


Conductivity. Number of Determinations. 
Per Cent. Oxygen. Arsenic and Antimony. 

98.9 3 3 
99.0 0 0 
99 2 2 
99.2 =) 2 
99.3 8 8 
99.4 7 7 
99.5 Tas 9 
99.6 4 4 
99.7 10 10 
99.8 14 14 
99.9 21 21 
100.0 331! 31 
100.1 33 33 
100.2 35 36 
100.3 44 43 
100.4 32 32 
100.5 23 22 
100.6 12 12 
100.7 3 3 
100.8 3 3 


Looking at the curve, we see that while a decrease in oxygen con- 
tent coincides with an increase in conductivity, the curve is very ir- 
regular. It is evident that the conductivity depends upon the com- 
bined effect of the impurities and not on the oxygen content alone, 
As the percentages of the several impurities vary with each charge, 
some method of studying the effect of oxygen alone seemed to be re- 
quired. While attempting to ascertain the effect of casting tempera- 
ture on the physical properties of refined copper a ladleful of the 
molten metal was held until a portion of the metal had solidified, ac- 
companied, naturally, by an increase of the oxygen content of the 
mother metal. It was found, however, that the other impurities in 
the mother metal remained constant, the oxygen alone varying. Thus 
the phenomenon of selective freezing seemed to offer a method of ap- 
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proaching the problem. Pressure of other work has thus far prevented 
following this line out. I shall, however, venture to present the 
results that were obtained, in hope that they may prove suggestive to 
some one working along similar lines. 

A ladleful of metal was dipped from the furnace and a test bar cast 
from it. After casting this first bar the ladle was allowed to stand 
_ for about 1.5 min., at the end of which time a second bar was cast. 
After 1.75 min. a third bar was cast. Photomicrographs of specimens 
from each of these bars, 1, 2, and 3, are shown in Figs. 7, 8, and 9. 
In the photomicrographs the gradual increase in oxygen will be noted. 


The following table gives complete data as to physical tests and 
chemical composition : 


Fig. 7.—Bar No. 1. 


Physical Properties. 


, Bar 1. Bar 2. Bar Bi 
Tensile strength, lb. per sq. in..-.. 66,280 ea ee 
Per cent. elongation in 5 ft........-- 1.2 : : 
Conductivity : ) 
Hard os Daeitene deere Ne slesianes 97.2 96.8 96.4 


Annealed........ccesecsceececsencerenere 100.2 99.8 99.4 
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Chemical Composition. 


Arsenic and antimony, per cent... 0.0043 0.0037 0.0036 
Silver, ounces per ton............+++6 1.00 1.00 1.00 
Cuprous oxide, per cent.............. 0.365 0.495 0.815 
Equivalent oxygen, per cent....... 0.0408 0.0555 0.0912 


The question will probably arise as to how much of the increase in 
oxygen is caused by the oxygen in the atmosphere. Owing to the 
considerable amount of metal in the ladle and the fact that the metal 
was freezing, I-shall assume that atmospheric oxygen played a negli- 
gible part in the experiment. 


Fig. 8.—Bar No. 2. 


Fig. 10 gives the freezing point curve of copper-cuprous oxide 
alloys plotted from data obtained by Heyn in 1900. Only a portion 
of the curve is shown, as alloys containing more than 8 per cent. of 
cuprous oxide are of no practical importance and do not concern us 
here. The line aa’, Fig. 10, represents the cooling of Bar 1 (see 
Fig. 7). When temperature a’ is reached copper separates out, and 
the composition of the mother metal varies along the branch of the 
curve marked “ Freezing Point of Copper” until it reaches a compo- 
sition represented by 3.45 per cent. of cuprous oxide, whereupon it 
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solidifies as the eutectic mixture of cuprous oxide and copper, the 
dark network shown in the photomicrographs. Now eS, 
after the first bar was dipped the metal in the ladle cared ae 
perature at which it began to freeze in a like manner to that described 
above in the case of the test bar. | ete 
At the time of dipping the second bar the mother metal in the 
ladle had reached a composition represented by 6’ 6. The oxygen in 
the second bar is 0.0555 per cent., as against 0.0408 per cent. in the 
case of the first bar, and the conductivity has dropped from 100.2 to 


Fic. 9.—Bar No. 3. 


99.8 percent. The mother metal in the ladle continued to freeze 
selectively until finally when the mother metal had reached the com- 
position ce’ ¢ the third bar was dipped. This bar contained 0.0912 
per cent. of oxygen and had a conductivity of 99.4 percent. The 
silver, as will be noted, remains the same in each of the three bars. 
This is probably due to the fact that silver is slightly soluble in cop- 
per in the solid state and is capable of forming mixed crystals with 
copper to a limited extent. Under the conditions. of the test silver 


would, therefore, separate out with the copper. The solubility of 


“I 
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silver in copper is evidently such that the mother metal becomes 
neither richer nor poorer in silver as the metal freezes. The arsenic 
and antimony varies from 0.0048 per cent. in the first bar to 0.0036 
per cent. in the third. The accuracy of this determination is such 
that the arsenic and antimony might be said to be the same in each 
of the three bars. This again seems to be due to the fact that the 
compounds which arsenic and antimony form with copper are to a 
certain extent soluble in copper in the solid condition. With the 
other impurities remaining constant, or practically so, the falling off 
in conductivity as we pass from the first bar to the third seems to 
be due to oxygen alone. 
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1,150° 


1,110° 
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Fie. 10.—Freezinc-Pornt Curve or Copper-Cuprous OxIpE ALLOys. 


These results have been plotted on the curve Fig. 6 and, as will be 
seen, the points lie along a smooth curve. By comparing a series of 
tests of this kind made upon different furnace charges with varying 
amounts of impurities it should be possible to obtain considerable in- 
formation concerning the effect of oxygen on conductivity in the 
presence of varying amounts of other impurities, as well as perhaps 
valuable information concerning the interrelation of oxygen and the 
other common impurities with regard to their effect on conductivity. 
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Discussion, 

H. O. Horman, Boston, Mass. (communication to the Secretary*) :— 
It is pleasing to the originators of the planimetric determination of 
oxygen in retined copper to see that the method has been taken up 
by a large smelting plant to be used in every-day work after it has 
been simplified to suit the new conditions. Several years ago Hunt- 
ington and Desch! had improved our mode of working. They pro- 
jected the developed negative on to a screen, traced the outlines of 
the picture with a pencil, drew a border, and measured one con- 
stituent with the planimeter. In order to give the work greater pre- 
cision, they divided the area into squares of 1 cm. side, shaded the 
areas of one constituent, and estimated the proportions of shaded and - 
unshaded areas. Mr. Bardwell’s plan is simplicity itself, and the 
data given show that the results are all that can be expected. 

The diagram, Fig. 6, showing the electric conductivity curve of 
refined copper as influenced by the combined presence of oxygen and 
arsenic plus antimony, shows how important it is to know something 
about the amount of oxygen present if we are to understand the 
effects other constituents may have which are present with the oxygen. 
The requirement for electrolytic copper advocated by Addicks,? that 
the electrolytic conductivity be satisfactory and the metal form a 
mechanically perfect casting, serves some purposes, but not all. The 
influence of oxygen upon the mechanical properties of copper which 
has not passed through an electrolytic plant is marked. It was studied 
by Hampe? in his classical researches, and was emphasized from 
the point of view of the copper smelter by Lewis,* who recently * re- 
affirmed his views in his protest against the specifications of the Am- 
erican Society for Testing Materials® of making electric conductivity 
the basis of a specification for copper which is not to be used for elec- 
trical purposes. Extended studies upon the influence of oxygen upon 
the limits of the harmful effects of impurities, such as arsenic, anti- 


* Received Aug. 26, 1913. : 

1 Transactions of the Faraday Society, vol. iv., p. 51 (1908). 

2 Trans., xxxiv., 985 (1903). , ; ; 

3 Zeitschrift fiir das Berg- Hiitten- und Salinenwesen im preussischen Staate, vol. xxi., p. 218 
(1873) ; vol. xxii., p. 93 (1874) ; vol. xxiv., p. 6 (1876). / 

* Engineering, vol. 1xxvi., p. 753 (Dec. 4, 1903) ; Engineering and Mining Journal, vol. 
lxxvii., No.7, p. 284 (Feb. 18, 1904). 

2 oe and Chemical Engineering, vol. x., No. 9, p. 540 (Sept., 1912). 

6 Year Book, 1911, p. 127. 
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mony, tin, and bismuth, upon the mechanical properties have been 
made by Johnson,’ Greaves,’ Archbutt,? Baucke,” and others. 

The study of the influence of the combined presence of oxygen 
and impurities upon the electric conductivity of copper has been 
begun by Bardwell, who unfortunately has had to drop his investiga- 
tion. A great deal of very accurate physical and chemical laboratory 
work will have to be done before a satisfactory answer can be given 
to this important question. 


7 Journal of the Institute of Metals, vol. iv., p. 168 (1910) ; vol. viii., p. 192 (1912). 
8 Idem, vol. vii., p. 218 (1912). 

® Idem, vol. vii., p. 262 (1912). 

0 Internationale Zeitschrift fiir Metallographie, vol. iii. No. 8, p. 195 (Dec., 1912). 
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The Determination of Arsenic and Antimony in Converter and 
Electrolytic Copper. 


BY E. E. BROWNSON, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


Tuts paper will be confined to the treatment of methods as applied 
in the laboratory of the Boston and Montana Reduction Department 
of the Anaconda Copper Mining Co. at Great Falls, Mont. 

As the electrolytic plant of this company operates at a current den- 
sity of approximately 35 to 40 amperes per square foot when running 
up to capacity, the arsenic and antimony content of the anodes deliy- 
ered to the plant is of considerable importance as bearing on the 
purity of the refined cathodes turned out. 

Owing to the rather high relative percentage of antimony, it has 
always been the custom to determine antimony as well as arsenic in 
all forms of copper. Thus, anodes have been analyzed in which the 
antimony was about equal to the arsenic, although the average shows 
about 2 parts of arsenic to 1 of antimony. In the refined copper the 
relative proportions of the two impurities vary considerably, but prob- 
ably in the average are about equal. In this latter case, the percent- 
age of the two is so small that ordinarily no attempt is made to sepa- 
rate them, the report of analysis showing percentage of As and Sb 
combined. 

Although rapid and exceedingly accurate determinations of arsenic 
may be made by means of various distillation schemes, the determina- 
tion of antimony, either by itself or together with arsenic, has always 
been more or less cumbersome and has required a considerable amount 
of time. By the methods, details of which follow, the determination 
of arsenic and antimony, either separated as in the case of anodes or 
together in case of refined copper, is accomplished in 24 hr. from the 
time the sample is received by the chemist. ” 

As to the accuracy of the results obtained, it can be quite positively 
stated that in this respect these methods are very satisfactory, much 
more so than any heretofore employed in our work, and when the 
rapidity of determination is considered, the results are very accurate. 
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Arsenic and Antimony in Converter Copper. 


Treat 10 g. of the sample in a No. 5 beaker with 30 ce. of sulphuric 
acid, 20 cc. of nitric acid, and about 50 cc. of water. When solution 
is complete, heat to boiling to drive off all red fumes, add water to 
fill beaker about two-thirds and electrolyze about 2.5 hr. at 4 
amperes. 

The copper is deposited on a large platinum gauze cylinder cathode 
having the following dimensions: height, 3 in.; diameter, 3 in. The 
gauze is made of wire 0.0085 in. in diameter and has 36 meshes to 
the inch. To strengthen the cathode, supporting rings of platinum 
wire 0.005 in. in diameter are provided at top and bottom. The pre- 
cipitation is continued until the solution contains about 0.25 g. of 
copper. It then has a faint blue color. A little experience teaches 
the proper point at which to remove from the battery. The cathode 
is rinsed with a little water from the jet when removed from the 
solution. , 

The acids are now neutralized with ammonium hydroxide and the 
solution made acid with hydrochloric acid with 2 or 3 ce. of the acid 
in excess. Pass a rapid stream of hydrogen sulphide about 30 min. 
and allow the precipitated sulphides of copper, arsenic, antimony, etc., 
to settle about 30 min. Filter through a 12.5-cm. paper (C. 8. & 8. 
No. 597) in a 3-in. smooth funnel. Discard filtrate. Wash precipi- 
tate once on paper with water and then wash sulphides into No. 3 
beaker with very smallest possible amount of water. Instead of No. 3 
Griffin shaped beaker it is much better to use a No. 5 tall, usual form 
beaker, as the subsequent evaporation may be carried out much faster 
without loss by spattering. The beaker containing the sulphides is 
placed under the funnel and the small amount of sulphides still ad- 
hering to the filter is dissolved with 25 or 30 cc. of hot aqua regia 
poured carefully around the edges of the paper. It is usually well to 
pour about 10 cc. of this aqua regia into the original No. 5 beaker 
and transfer from there to the paper, as sometimes a film of antimony 
forms on the bottom of this beaker In order to prevent too great 
action of the aqua regia on the filter paper it may be diluted about 
one-quarter with water. The whole must, however, be very hot to 
attack sulphides on paper. Wash No. 5 beaker and paper with a 
small amount of water. At this point it is of great importance to 
keep the solution as low as possible, consistent with good work, as 
any unnecessary solution means extra time to evaporate. 

Cover the beaker containing the ‘sulphides and aqua regia, boil 
about 25 or 30 min. to thoroughly break up the sulphides, remove 
the cover after washing with a small amount of water from a fine jet 
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and rinse down the sides of the beaker with the fine jet. This should 
add very little to the bulk of the solution in the beaker. Continue 
evaporation to complete dryness at a temperature just high enough 
not to cause loss by spattering. The residue should smell “sweet,” 

Add about 4 or 5 g. of stick potassium hydroxide and 80 ce. of 
water and boil vigorously for 10 or 15 min. All arsenic and anti- 
mony will go into solution. Add 25 ce. of strong sodium sul- 
phide solution (1 lb. of fresh mono-crystals to 2 liters of water) and 
again boil vigorously 5 or 10 min. Allow to cool, decant the clear 
liquid through an Tl-em. paper (C. 8. & 8. No. 597) into a No, 2 
beaker, again add 26 ce. of the strong sodium sulphide solution to the 
black sulphides left in the beaker, stir well and transfer to filter paper, 
washing well with a jet of dilute sodium sulphide (1 Ib. to 8 liters of 
water) from wash bottle. If the operator be sufficiently careful to 
keep the sulphides well wet on the paper, the above washing may be 
more conveniently accomplished with a jet of hot water. However, 
if the copper sulphide be allowed to dry, washing with water is liable 
to carry through some copper. A convenient bulk for the filtrate is 
from 150 to 175 cc. Add 5 ec. of good hydrogen peroxide and heat 
until the strong yellow color of the solution fades. Unless too much 
organic matter has been taken up by the action of too concentrated 
aqua regia on the filter paper, the solution should become nearly col- 
orless. Cool and electrolyze over night at from 0.10 to 0.15 ampere. 
Antimony alone is precipitate’. 

In the morning remove the cathode, carefully washing the adhering 
solution which contains arsenic into a clean No. 4 beaker with a jet 
of water, wash in water and two changes of alcohol, dry carefully 
over an alcohol flame, and weigh for antimony. When the current 
is interrupted, the antimony coated cathode should be removed, 
washed, and dried with as much dispatch as possible, as the antimony 
is quite soluble in the sodium sulphide solution. The cathode em- 
ployed for this deposition is an ordinary split, foil cylinder, one that 
has been roughened by long use. 

Transfer the solution from the No. 2 beaker to the No. 4 beaker 
containing washings from the cathode. Make distinctly acid, using 
dilute sulphuric acid (1 part of H,SO, to 4 parts of water). Pass a 
strong stream of hydrogen sulphide about 10 min. Allow to settle 
20 or 25 min., and filter through 11-em. paper. The arsenic is re- 
tained on the paper, finely divided sulphur, only, passing through. 
It is best to decant the partly clear liquid, only, through the paper. 
Transfer the heavy arsenic sulphide and sulphur with any accom- 
panying solution directly to a No. 2 beaker. This is done with a jet of 
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water. Now decant any excess water from the No. 2 beaker through 
paper and place this No. 2 beaker, which contains the arsenic sul- 
phide, under the funnel. Dissolve the small amount of arsenic sul- 
phide on the paper through into the beaker with dilute ammonium 
hydroxide (1 part concentrated NH,OH to 4 parts of water. It 
is best to wash down the sides of the No. 4 beaker in which the 
sulphides were precipitated with 10 or 15 cc. of this dilute ammo- 
nium hydroxide in order to recover any arsenic that may have ad- 
hered to the beaker. Then pour this washing from the No. 4 beaker 
around the edges of the filter paper, thus carrying any arsenic on the 
paper down into the bulk of the arsenic in the No. 2 beaker. Wash 
the No. 4 beaker and the paper with a small amount of water from 
the jet. 

Make the contents of the No. 2 beaker acid with sulphuric acid 
and add 7 or 8 ce. in excess. Evaporate to sulphuric fumes at a tem- 
perature just high enough not to cause loss by spattering and then 
place on very high heat from 1 to 1.5 hr. Cool, wash the rim and 
the sides of the beaker down thoroughly with water, add water to 
half fill the beaker, neutralize the acid with ammonium hydroxide, 
make slightly but distinctly acid with hydrochloric acid, and filter 
‘through an 11-em. paper into a No. 4 beaker, washing thoroughly 
with hot water. Add water to about half fill the beaker, neutralize 
the acid with sodium bicarbonate and add 38 or 4 g. excess. Cool to 
the temperature of the room, add starch solution, and titrate with 
standard iodine solution. 

Titrating solutions : 

Starch Solution.—Make a thick emulsion of starch in 80 ce. 
of water by hard boiling and dilute to 200 
ec. Cool, and use as desired. This solu- 
tion should be made fresh each day. 

Iodine Solution.—Dissolve 10.21 g. of iodine in 8 or 10 ce. of 
water with 17 g. of potassium iodide and 
dilute to 2 liters. Each cubic centimeter 
of iodine solution is equal to about 
0.0015 g. of arsenic. 

To standardize the iodine solution, dissolve 50 mg. of arsenic tri- 
oxide in about 30 cc. of water and 1 g. of potassium hydroxide, make 
acid with hydrochloric acid, alkaline with sodium bicarbonate, add 3 
or 4 g. excess of the sodium bicarbonate, and titrate with the iodine 
solution after adding starch indicator. 

In employing the above method for determining arsenic in con- 
verter copper, the arsenic should, in order to work most satisfactorily, 
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be not lower than 0.04 or 0.05 per cent. When the arsenic is present 
in lower amounts it is well to use a charge of 20 g.,in which case the 
original solution should be made in a correspondingly larger amount 
of the sulphuric nitric acid mixture, that is, from 90 to 100 ce. This 
mixture is made up in the proportion of 200 ce. of nitric to 300 ce. 
of sulphuric acid. 


Arsenic and Antimony in Refined Copper. 


The lack of a short, satisfactory method for this determination has 
long been a source of much lost time and of delay to the manage- 
ment of this company. By the following scheme, results which are 
exceedingly reliable may be turned out in a very short time as com- 
pared to methods heretofore employed. 

Dissolve 25 g. of the sample and 50 mg. of pure iron in a No. 6 
beaker with from 85 to 90 cc. of nitric acid and about 75 ce. of 
water. When the more violent action ceases, heat gently until the 
copper is completely dissolved and then boil until all red fumes are 
expelled. Dilute to about 600 or 700 ce. with very hot water and 
make ammoniacal, The ammonium hydroxide should be added, with 
constant stirring, until all copper hydroxide is redissolved. The 
beaker should be well filled at this point, if necessary by the addi- 
tion of hot water. Stir thoroughly to collect the ferric hydroxide. 
Boiling is not allowable, as the copper in ammoniacal solution is too 
liable to be oxidized. Allow to settle 10 or 15 min., this depending 
on the time at the disposal of the operator. 

Filter through a 12.5-cm. paper, preferably No. 86 Dreverhoff, as 
this is a very fast paper, admirably adapted for filtering off ferric 
hydroxide. In this filtration there is a tendency for copper hydrox- 
ide to form as the solution becomes cold or is washed with too cold 
water. <A little concentrated ammonia will redissolve this hydroxide 
at any time it may appear. In the event of any of the ferric hydrox- 
ide adhering to the sides of the beaker, it may be conveniently washed 
down with a jet of dilute hydrochloric acid, 1 part of acid to 1 of 
water, or weaker. This acid washing is made ammoniacal and 
poured on paper with the main precipitate. The main part of the 
blue color should now be washed out. If necessary, a little hot 
ammoniacal solution, 1 part of ammonium hydroxide to 1 part of 
water, poured around the edge of the paper, will greatly hasten this 
operation. 

This ferric hydroxide precipitate, which contains all of the arsenic 
as ferric arsenate and all the antimony, probably as an ammonium 
antimoniate occluded by the voluminous iron precipitate, is dissolved 
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through paper with 8 ce. of nitric acid and 5 ec. of sulphuric acid 
which has been diluted to nearly 50 ce. with water and heated to 
boiling. Wash well with hot water. It is well to reserve a little of 
the hot acid solution to pour around the edges of the paper after 
washing with water. If any yellow color should show in the paper, 
wash again with hot water. 

All of the copper that has been held by the ferric hydroxide must 
now be removed by electrolytic deposition on a small platinum gauze 
cathode having the following dimensions: height, 2.25 in.; diameter, 
1.5 in. This cathode, as employed in our laboratory, is constructed 
of 52 mesh gauze and has supporting rings of heavy wire at top and 
bottom. The gauze is made of wire 0.0040 in. in diameter. 

The solution, containing the iron, arsenic, antimony, and a small 
amount of copper, is heated quite or almost to boiling and a current 
of 0.5 ampere is passed for 2 hr. After about 1.5 hr., the sides of 
the beaker are washed down with-a jet of water. This is to redis- 
solve and remove any copper that may have spattered up from the 
main solution. At the end of 2 hr., the beaker is removed as quickly 
as possible, in order to avoid any re-solution of copper. It is unneces- 
sary to wash the anode and cathode, as the small amount of solution 
adhering thereto will have absolutely no effect on the result, while 
attempting to save this solution may ruin the determination by cop- 
per being dissolved from the cathode. 

Now heat the solution, from which all the copper has been re- 
moved, to boiling to be sure of complete oxidation, render ammoni- 
acal, boil to aid in settling of precipitate, and when well settled filter 
through a firm 11-cm. paper. Wash once or twice with hot water 
to remove nitrates. In washing iron precipitate both in this and in 
the original filtration, it is well to disturb the precipitate on paper 
as little as possible. 

Dissolve the precipitate through paper with a jet of dilute hydro- 
chloric acid, washing alternately with hot water and dilute acid until 
no yellow color shows in the paper when it is washed with acid. The 
dilute acid should be made up of about 1 part of concentrated acid to 
4 parts of water. Add ammonia carefully and finally drop by drop 
until the solution is but very slightly acid. For best results in this 
neutralization and subsequent reduction the solution should be near 
boiling temperature. 

The reduction may be effected by ammonium bisulphite or, as sug- 
gested in Lunge’s Technical Methods of Analysis, Vol. II., Part L802 
dium hypophosphite may be used. In either case no more than is 
necessary to effect reduction of the iron should be employed. When 


THE DETERMINATION OF ARSENIC AND ANTIMONY. 763 


ammonium bisulphite is used long boiling is necessary to remove ex- 
cess sulphur dioxide, hence the necessity of extreme caution to avoid 
any excess of the bisulphite. However, if the hypophosphite be used 
no boiling is required and the solution may be transferred at once to 
the hydrogen sulphide supply. In either case, cool and pass hydro- 
gen sulphide 15 or 20 min. Weigh sulphides the following morning. 
The sulphides are weighed on an asbestos pad in a platinum Gooch 
crucible. The pad is prepared of moderate thickness of the very best 
quality of asbestos. It is washed with alcohol, dried at 105° C., and 
after cooling in a dessicator for 15 min. the crucible containing the 
pad is carefully weighed. The sulphides of arsenic and antimony are 
filtered on to this pad and are very thoroughly washed with water to 
remove all ferrous and ammonium salts. Wash well with alcohol to 
remove all water and then with carbon disulphide. After washing 
with carbon disulphide, using about 20 cc., follow with a thorough 
washing with alcohol. Dry 1 hr. at 105° C., cool 15 min. in dessica- 
tor, and weigh again. 

The weight of the sulphides multiplied by 2.4 will give the result 
directly in percentage of arsenic and antimony, providing 25 g. was 
taken for assay. This factor has been arrived at after a great deal 
of experimenting. 
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Some Recent American Progress in the Assay of Copper-Bullion. 


BY EDWARD KELLER, PERTH AMBOY, N. J. 
(Butte Meeting, August, 1913.) 


Tur ASSAY FOR COPPER. ° 


SomEONE some time ago remarked that some chemists still insist on 
telling us how to determine copper by the electrolytic method. The 
writer must confess that he believes that everything is not known defi- 
nitely as yet as to how the exact amount of copper is determined in such 
material as purest commercial electrolytic copper. Some of us are not 
yet convinced that the pure copper atom is at all times deposited from 
an acid solution and that no oxygen or hydrogen will, under certain con- 
ditions, accompany it. Difficulties with impurer material are frequent, 
but erroneous results are not always apparent, since these do not speak 
so readily for themselves as those in the first case. By this is meant that 
if a chemist finds 100 per cent. of copper in electrolytic copper it is pretty 
certain that he perceives the result to be wrong, while if he finds 0.1 per 
cent. of copper too much in a very impure material he is far more likely 
to be unconscious of his error. These, in a wide experience, are frequent 
happenings and the writer has always looked with interest to publications 
on this subject. In turn, he feels justified in giving to others a few of 
his own observations. 

Up to a few years ago there were two methods of electrolytic copper 
assay in technical use, which had in common, that the amount of copper 
deposited on the cathode did not exceed 2 g., and they differed in that, 
for the one a large sample! (20 to 80 g.) was taken from the general sample 
by a splitting device, dissolved, and from the solution a small portion (to 
contain 1 or 2 g. of copper) measured out for the electrolytic deposition; 
in the other method the copper was determined, generally in 1-g. nue 
tions of the separated coarse and fine portions of the sample, all of which 
passed a 16 or 20-mesh screen, being accomplished by a 40-mesh screen, 


I W. C. Ferguson gave a thorough description of the details and precautions necessary 
in this method. Journal Industrial and Engineering Chemistry, vol. II, No. 5, p. 187 
(May, 1910). ot 
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and the average assay was figured according to the weight-ratio of the 
parts. To use larger quantities (5 g.) for electro-deposition on such 
copper as Lake or commercial electrolytic had been recommended some 
years ago,’ but this had never been attempted in a systematic way with 
crude coppers. 

When in 1909, John T. Stoddard? published a paper in which he pointed 
out the feasibility of rapid electro-deposition of metals, with analytical 
accuracy, on stationary gauze cathodes and without special stirring de- 
vice for the electrolyte, it occurred to the writer that this idea, in properly 
modified form, could be taken up in the laboratories of the copper smel- 
teries and refineries for the purpose of more accurate copper determina- 
tions in the metallic materials; however, not by reducing the time usually 
required for deposition, but by multiplying the quantity of sample taken 
for the assay. It was reasoned that gauze cathodes, for much work, 
would be too flimsy and changeable in weight through abrasion and that 
perforated platinum sheet would answer the purpose better. For certain 
work, cathodes with larger perforations had been recommended and used 
before by G. A. Heberlein? of Great Falls, Mont. It developed after a few 
trials that with the new perforated cathodes* 5 g. of copper, from crude- 
copper solution, could be as quickly and cohesively deposited as 1 g. on 
the smooth cathode, with equal gross surface, within the customary time 
of 18 to 20 hr. With the perforated cathode a current of 0.5 ampere 
was applied, while with the smooth cathode 0.15 ampere had been found 
to be the upper limit for good work. It was found impossible to deposit, 
in good form, 5 g. of copper on a smooth cathode within 24 hr. Most 
important with the 5-g. method is the fact, that the general limit of agree- 
ment between duplicate determinations was moved from the second per- 
centage decimal to the third, whatever the absolute accuracy might be. 
This in itself is sufficient proof of the fairness of each of the 5-g. charges 
taken from the general sample. Besides, it is the writer’s opinion that there 
is far more simplicity in this method than in the one in which a much larger 
sample is dissolved and an aliquot portion of the solution, with a small quan- 
tity of copper (1 to 2 g.), measured out. 


1 George L. Heath, The Electrolytic Assay as Applied to Refined Copper. Trans. 


XXVII, p. 390 (1897). 
pha Electro-Analysis with Stationary Electrodes. Journal American Chemical 


‘ety, vol. XX XI, p. 385 (1909). 
cc Pronk Tlenetiy, Disgussion of Heath’s Paper on the Electrolytic Assay, etc. 


. XXVII, 967 (1897). 
oe N ore: As no priority controversy is desired, the writer would state that he placed 
his order for perforated cathodes with Baker & Co., Inc., Newark, N. J., on March 
20, 1909, and that he exhibited them before a meeting of the New York Section of the 

, ’ 


American Chemical Society on March 11, 1910. 
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The operation of this method for Anaconda copper, is now carried 
out in the following manner: 

Stock solutions:—Nitric acid (sp. gr. 1.42) one part to one part of water; 
sulphuric acid (sp. gr. 1.84) one part to two and one-half parts of water; 
sodium chloride, 5.5 g. to the liter. The proper ratio of the fine portion 


of the nes grams (C=weight of coarse; F=weight of fines in 
—+1 
F 


grams), is weighed and the remaining part of the 5 g. made up with the 
coarse portion. This is dropped into a 300-ce. lipless Jena beaker (tall 
form) which seems to be the smallest size that can safely be used for the 
solution of 5 g. of copper. Tests made by placing a filter paper over 
cover glass and beaker and snugly folded down over the edge of the latter 


A 


Fig. 1.—System or Coverine ELectTRoLytTic BEAKER. 


revealed no loss of copper mechanically carried away. Ten cubic centi- 
meters of stock sulphuric acid is first added to the copper, followed by 
25 ec. of stock nitric acid; the purpose of the initial sulphuric acid is to 
retard the action of the nitric acid but afterwards to aid in the solution 
of the oxides present. The beaker, covered with a watch glass, is placed 
in a cool part of the hood until the copper is dissolved and is then placed 
on a steam plate, carefully avoiding boiling, until complete disappearance 
of nitrous fumes; 2 cc. of the sodium chloride solution is now added and 
the hot solution gently shaken until the silver chloride is well coagulated. 
Filtration is then performed through a 7-cm. filtereinto a beaker of the 
same size and shape as the original. To make up the full acidity of the 
electrolyte 30 cc. more of the stock sulphuric acid and 3 ec. of the nitric 
is necessary, all of which is run through the filter to insure complete re-- 
covery of the copper. The whole is diluted to 225 cc. with distilled water.. 
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When any difficulty in depositing the copper is experienced it may be 
attributed to insufficient dilution of the electrolyte; addition of more 
water will overcome it. 

The perforated platinum sheet constituting the closed cathode cylinder 
is 6x 11 cm. and has seven perforations of about 0.5 mm. to the linear 
em. The total height of the cylinder and stern is 23 em.; they are some- 
what unnecessarily heavy, weighing about 23 g. Those cylinders that 
have been in daily use for four years on Anaconda material lost on the 
average 1.7 milligrams per year. Others, which are used for copper high 
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Photo by courtesy of Werner Fetz. 


Fig. 2.—Evectrotytic Copper Deposition STAND. 
in gold, gain very appreciably in weight after every deposition ; this being 
due to the deposition, with the copper, of that portion of the gold which is 
soluble in nitric acid. In course of time these cylinders become gold- 
plated. With the heavy current used, it 1s important that the beakers are 
well covered, so that there can be no loss of solution by spraying. Fig. 1 
illustrates the scheme to accomplish this with the aid of several sets of 
split watch glasses. Fig. 2 shows the construction of an electtony Hine sa 
with series connections. The ammeter is not visible. It is Hore nae 
chiefly to call attention to the knife switches on the top of the bar whic 
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enable the operator to remove the cathode and simultaneously to close the 
circuit, which is not possible with the generally used plug. It is of the 
utmost importance to transfer the cathode with its copper deposit as 
quickly as possible from the electrolyte into pure water, so as to lose a 
minimum of copper by re-solution. It is done as follows: The covers are 
first removed from the beaker, then the base block from under the latter 
with the right hand, holding the beaker with the left. Up to this moment 
the current passes uninterruptedly. Now the forefinger of the right hand 
closes the switch and simultaneously the thumb presses the spring re- 
leasing the cathode; the left hand at the same time draws the beaker 
and cathode down and away from the anode (the usual corkscrew spiral). 
By this time the right hand is free to transfer the cathode to several 
clean waters and to absolute alcohol, after which it is dried over a Bunsen 
burner. 

As already stated, the current employed for each assay is 0.5 ampere, 
the time (over night) for complete deposition about 18 hours. The latter 
point is arrived at when polarization (bubbles) at the cathode has taken 
place for about one-half hour. The beaker is then filled with distilled water, 
so that the electrolyte touches the cover-glasses and the current permitted 
to continue for another half-hour. Each electrolyte is tested for the 
presence of copper by saturation with hydrogen-sulphide gas. 

The question of the accuracy of results should in all cases be sub- 
jected to analysis. It has already been hinted that after all the copper 
has been deposited on the cathode, there is a possibility of re-solution 
when removing it from the acid electrolyte. Tests made on numerous 
individual determinations showed that the electrolytes contained 0.0092 - 
per cent. of the original copper. Table I shows, on the other hand, that 


TaBLe I.—Impurities Contained in Copper-Bullion and Deposited with 
Electrolytic Copper. (Analysis of 100 Grams.) 


Tellurium 
Lead, Bis h, Anti a Arseni 
Per Cent, | Per Gent. | Perens | Ber Genk | Selon 
Per Cent. 
Impurities in converter cop- , 
DEV ude he cera eee ae 0.0103 0.0040 |, 0.0630 0.0211 0.0072 
Impurities in electrolytic 
COPDOLhmictik 5 reusene: trace 0.0037 0.0031 0.0009 0.0016 
Portion of impurities de- 
DORIGEC G25. Saye. irene 2 92.50 4.92 4.26 22.22 
5100.00? 


4 Gold in this case was not dissolved and silver is completely eliminated. 
b Bismuth is probably all deposited, the difference between the two figures of analysis 
being well within the limits of experimental accuracy. 
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the copper which is deposited is not entirely pure, that in this case it 
contained 0.0093 per cent. of its weight of impurities deposited from the 
electrolyte. These two figures balance each other very closely and in 
commercial work usually no corrections are made. 

In many laboratories it has been customary to precipitate the silver 
_ electrolytically with the copper on the cathode and then to subtract 

from the gross percentage that of the silver as determined by separate 
_assay. This works well up to a certain silver content ; 0.3 per cent. or 
100 oz. per ton probably being the limit. When under this method the 
first difficulties with a good copper deposit are experienced, it is well 
to eliminate the silver from the electrolyte. On a number of occasions 
this was the only precaution necessary to bring about an excellent de- 
posit of electrolytic copper. 

When certain impurities in crude copper, or copper-bullion, exceed a 
certain quantity, it becomes impossible to electro-deposit from its solu- 
tion a copper of sufficient purity for commercial analytical requirement. 
We have already seen that bismuth is all deposited with the copper, but 
this metal is rarely met in disturbing quantity in converter copper. When 
met in larger quantity in black coppers it must be eliminated before the 
electro-deposition of the copper; a method for which will be described 
further on. 

Selenium is an element which is more readily deposited from solution 
than copper and we meet it in appreciable quantity in the converter 
coppers from our Southwest. When the copper on the cathode is dis- 
solved in dilute nitric acid the selenium remains, at least in part, as a red 
coating, and some chemists weigh this and use the weight as a minus 
correction in their copper assay. This, no doubt, is but an approximation. 
The following is a very simple method to remove quantitatively the 
selenium from any quantity of copper, the silver being removed at the 
same time. 

Selenium and copper cannot be completely separated by the alkaline 
sulphide method, as there is always some insoluble selenide formed with 
the heavy metal. Selenium is also precipitated with the copper when 
the latter is separated as sulphocyanate from a number of other elements. 
In fact, however, any method that would necessitate the precipitation 
of 5 g. of copper as a chemical compound for the purpose of its purifica- 
tion would be unsatisfactory. The precipitation of the selenium from the 
electrolyte by means of sulphur dioxide naturally suggested itself, but it 
was soon found that here also the two elements combined to form copper 
ae investigation it was learned that in the presence of copper 
and silver, in sulphate solution, the selenium, when liberated by sulphur 
dioxide, had a strong preferential affinity for silver and if the latter was 

VoL. XLvI.—30 
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present, in sufficient excess, the selenium would be precipitated quanti- 
tatively as silver selenide, AgoSe, without a trace of copper. The excess 
of silver is then precipitated as chloride and with the silver selenide is 
filtered and washed with dilute sulphuric acid and water. In case too 
much of an excess of salt solution has been used, it is best now to evaporate 
to sulphuric acid fumes, in order to drive off the chlorhydric acid and thus 
avoid its deleterious effect on the character of the copper deposit. 

The presence of an appreciable quantity of tellurium will also interfere 
with the accuracy of the electrolytic copper determination and it must, 
accordingly, be eliminated before the electro-deposition of the copper. 
However, it is not often present in disturbing amount. Tellurium is not 
very readily precipitated from the copper sulphate solution by sulphur 
dioxide, but whatever portion of it is reduced combines with copper to 
form copper telluride. It is no rival of selenium in the latter’s affinity 
for silver. A complete elimination method will be described with that 
of the bismuth. 

Antimony and arsenic are not very readily electro-deposited from 
nitric-acid solution and only small percentages of the original quantities 
are found in the electrolytic copper; yet they become troublesome at 
times, because they are generally the elements found in largest quantity 
associated with copper. It has been claimed that certain compounds, 
“‘dopes,”! added to the electrolyte will entirely prevent the deposition 
of these elements. In tests made in the Anaconda laboratory with com- 
mercial electrolytic copper it was found with the addition of such dopes 
the results were very noticeably high. 

To eliminate antimony and arsenic when they become disturbing 
factors, the writer prefers the double-deposition method, which has 
proved to be very satisfactory and in proof of which the data of Table IT 
are illustrative. To execute this method the original deposit on the cathode 
is treated with the usual precautions and is then placed, together with 
the anode, in a regular depositing beaker, the complete electrolyte added 
and the whole covered as per scheme of Fig. 1. Only gentle heat is ap- 
plied to insure the re-solution of the deposit and the solution is digested 
long enough to expel the reduction products of the nitric acid. When, in 
these cases, the copper deposit has a slight coating of arsenic or antimony, 
there is no re-solution of the copper during the time of removal of the 
cathode-cylinder from the electrolyte, since the former elements are first 
subject to attack. 

Lead is one more element which is usually present in copper in small 
quantity, but which, when present even in larger quantity, may be readily 
eliminated in the course of the regular routine of preparing the electro- 


‘George A. Guess. The Electrolytic Assay of Lead and Copper. Trans. XXXVI. 
605 (1905). 
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analysis. In the first place a major part of it may be separated as sul- 
phate from sulphate solution and the small remaining part can be 
electro-deposited from nitric acid solution as peroxide on the anode; it 
being only necessary that the latter presents sufficient surface for the 
adhesion of the peroxide. 

There is yet to be described a method by which bismuth and tellurium 
_ may be eliminated and which will, at the same time, include the elements 
for which individual methods have been given. For this the writer be- 


Tasie II.—Arsenic in Original C opper-Bullion and in Copper of First 
and Second Electrolytic Deposition. 


Arsenic in Original Bullion, 2.609 per cent. 


Average, | Arsenic in First Deposit, 
Per Cent. | Per Cent. 
First Electrolytic Deposits, Copper, Per 
Cent.: 
94609, 94678, 94.6825. .2.... 0.0534; 
94.652, 94.690, 94.692.......... 94.671 2.05 of original 
First Electrolytic Deposit, Copper Dis- 
solved for Second Deposition, Per Cent.: 
94.594, 94.626, 94.576.......... 
94.590, 94.652, 94.666.......... 94.6698 
94.652, 94.594, 94.724.......... | 
Aa Oe 1 Ls i OA Tec ci se 3 
Second Electrolytic Deposit, Copper, Per | Arsenic in Second Deposit, 
Cent.: Per Cent. 
94.580; 94.550, 94.526.......... 4c eae 
94.528, 94.558, 94.544.......0.. || 94.5607 0.00146; 
94.596, 94.572, ‘94.594. ......2.. 0.056 of original, 
94.600, 94.526, 94.554.......... 2.73 of first deposit. 


lieves the simplest process to be the precipitation with ferric hydroxide 
in slightly ammoniacal solution with an addition of ammonium carbonate 
to precipitate the bismuth. To carry out this method the copper is 
dissolved and the silver eliminated as usual, 0.1 g. of ferrous sulphate 
having been added to the 5-g. copper charge. The solution. is made 
slightly ammoniacal amd a little ammonium carbonate added; it should 
then be kept near the boiling point for about 15 minutes. The ferric 
hydroxide carries down with it all of the selenium, tellurium, antimony 
and arsenic, but unfortunately, and this is the drawback of the method, 
it also carries with it an appreciable quantity of copyer, so that after 
filtering and washing the precipitate with ammoniacal water it must be- 
re-dissolved, re-precipitated, filtered and washed, and the wholes PES 
cedure repeated four or five times to insure the recovery of all of the 
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copper. In each re-precipitation the same conditions are to be observed 
as in the first one. All the filtrates are united and the regular quantity 
of sulphuric acid is added. Should the volume of solution be too great 
it must be evaporated to the desired mark. 

The marked progress in rapid electro-deposition of metals in recent 
years, by means of high current density and the use of rotating electrodes 
or the rapid circulation of the electrolyte, is well known. These methods, 
undoubtedly, have their high merit for special purposes, where time is the 
chief factor. They do not seem to have appealed to the chemists of 
copper works where large numbers of accurate determinations are re- 
quired and in which the work of the electric current during the night 
requires no attention whatever, while rotating electrodes, motors, and 
violently stirred electrolytes would be sources of much concern. 


| THE ASSAY FOR SILVER AND GOLD. 


' From time immemorial the methods of assaying any materials for 
silver and gold were in reality nothing but laboratory smelting methods. 
When in 1885, the writer arrived in Butte, Mont., he found that these 
metals, contained in copper bullion, were sti! determined by the all-fire 
assay, both in the same charge. There seems to be no record as to when 
and where the so-called combination method (dissolving the copper in 
nitric acid and precipitating the silver es chloride, etc.) was first intro- 
duced; but in the early nineties of the past century it became evident 
that for the sake of accuracy of the gold assay this metal must be deter- 
mined by the all-fire method which, on the other hand, was quite un- 
satisfactory for silver. The combination method became the standard 
method for silver and the all-fire the standard for gold. From that time 
on probably most assayers were longing for a reliable single method for 
both metals, since the simplicity of the combination method, with its 
accurate results for silver, contrasted strongly with the unchemical, 
tedious and expensive all-fire method for gold. 

To many, the comparative cost of the all-fire and sulphuric-acid assay- 
methods may be of interest. For the Anaconda laboratory, of Perth Am- 
boy, it has been calculated with accuracy, that the materials per assay, 
exclusive of those used in the parting for gold and for the correction-assay 
(these being approximately the same for both methods), amount to 8.5 
cents for the sulphuric-acid method and 75.5 cents for the all-fire method; 
a saving of 67 cents per assay. The saving in labor, too, is considerable, 
although its value in our case has not been established. 

The first recorded attempt to modify the combination method in a 
way to obtain. accurate gold results was made by L. D. Godshall,’ who 


‘ Assay of Copper Materials for Silver and Gold. Trans. XXX., 529 (1900). 
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suggested to reprecipitate any gold that might have gone into solution! 
with the copper by conducting hydrogen-sulphide gas into the solution 
in sufficient quantity to precipitate all the silver with no copper or only 
a minimum quantity thereof. A. R. Ledoux and Cabell Whitehead? 
pointed out the defects of such a method. About the same time W. R. 
Van Liew* showed that accurate gold results could be obtained by modi- 
. fying the combination method in the way that dilute nitric acid was 
added in several portions to the metallic copper and the reaction con- 
ducted under ice-cooling. The time required for this method was a factor 
very much against its becoming popular. A new idea was introduced 
by Thomas B. Swift,‘ who first amalgamated the surface of the copper 
by means of mercuric nitrate before dissolving the metal with nitric acid. 
In this method, the surface of each copper particle would remain coated. 
with mereury during the whole process of solution and the mercury 
would absorb the gold and protect it from any solvent action. The author 
gave no data regarding silver. 

During the period in which the afore-described efforts for a simplified 
gold assay were made, attempts along the same line were also carried on 
in the Anaconda laboratory. The idea was to find a reducing medium 
which would quickly precipitate the gold from the nitric acid solution 
without precipitating copper in any form. Good results were obtained 
by boiling the copper nitrate solution (one assay ton of copper), which 
contained little nitric acid in excess and no nitrous products, with 25 ce. 
of formaldehyde, strength about 37 per cent. A few comparative results 
by methods of that time are given in Table III. 

A peculiar phenomenon was observed in trying cane sugar for the same 
purpose; instead of reducing and precipitating the gold which had been 
dissolved by the nitric acid, the greater portion of the total gold would 
be dissolved when the solution was boiled; Table IV gives the data. 

It was at first thought that chlorine was present in the sugar and that 
it was responsible for the solution of the gold, but a test of the sugar 
solution as well as of the burnt residue revealed but an indistinct trace 
of that element, so that the following facts may satisfactorily explain the 
phenomenon. When the copper nitrate solution is boiled with the ad- 
dition of sugar the latter is quantitatively converted into oxalic acid 
and this forms, with the copper, an insoluble oxalate. The nitric acid 


1 Edward Keller, The Solubility in Nitric Acid of Gold Contained in Copper Bullion, 
Trans. XULIII., 582 (1912). 

2 Discussion of L. D. Godshall’s paper, Trans. XXX., 1121 (1900). 

3 Losses in the Determination of Gold and Silver in Copper Bullion, etc. Hngineering 
and Mining Journal, vol. LXIX., No. 16, p. 469 (April 21, 1900). 

+The Assay of Copper Bullion, Engineering and Mining Journal, vol. LXXIYV., 


No. 20, p. 650 (Nov. 15, 1902). 


774 AMERICAN PROGRESS IN THE ASSAY OF COPPER-BULLION. 


Tasie III.—Comparative Gold Assays by Various Methods. 


Gold, milligrams or ounces per ton. 


Combination 
Sampitp No. All-Fire Swift’s Method Combination Method, Formal- 
Method Hg = 0.75g. Method dehyde = 25cce. 
i GA Re ee ee eA Ry 5.82 5.88 &.70 5.82 
Perc ER TING Wack Amanita 6.03 6.08 5.88 6.02 
SRR WE MESR SOREN 5.78 5,80 5.58 5.78 
LM SES alin tones ones See 5.78 5.81 5.60 5.79 
Sear See TN Tey Ae 5.66 5.68 5.51 5.64 
le ha euch ieee etic 5.56 5.60 5.48 5.55 
Uh Ea eS gel ae ee 5.41 5.50 5.42 5.45 
Oe i ie cae ating Pa RA Ie 5.63 5.66 5.52 eral 
Mir Pr ORe nee a mes 5.44 5.56 5232 5.47 
AVERAGE...... 5.6789 5.7300 5.5567 5.6922 


is reduced to free nitrous acid and this will, the oxalic acid being inert, 
dissolve the gold. ; 

Experiments on these lines were discontinued when, early in 1908, it 
was learned that Frederic F. Hunt,! of New York, had devised a new 
combination method which yielded good results for silver and for gold. 
This method consisted in adding to 1 assay ton of copper 10 cc. of water 
and 100 ec. of sulphuric acid of 1.84 specific gravity; first heating on a 
hot-plate and finally on an open flame until complete sulphatizing of the 
copper was accomplished. There was no solution of the gold and when 
the silver, or a part of it, was dissolved it was precipitated as chloride 
and the remaining procedure was the same as that well known in the old 
combination method. Some difficulty was experienced in sulphatizing 
the copper to completeness when the sample was too coarse and when 


TaBLe 1V.—Gold-Solubility in Copper-Nitrate Solution in the Presence of 
Cane Sugar. 
(Gold present = 4.16 mg.) 


Grams, ‘sugat< 2 sk saaloecse eee eee 1 2 3 4 5 


Goldvatter boiling, me tesraasmee peer 0.69 0.31 0.30 0.39 0.33 


the copper contained appreciable amounts of sulphur. A little later in 
the same year Albert M. Smoot,? of Ledoux & Co., New York, informed 
the writer that copper first amalgamated superficially and heated with 

1 Private communication; since published with modification, Engineering and M: ining 


Journal, vol. LXXXVIL., No. 9, p. 465 (Feb. 27, 1909). 
2 Private communication, 
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80 cc. of sulphuric acid (sp. gr. 1.84) per assay ton of copper was an im- 
provement over Hunt’s method. Difficulties in the complete sulphatizing 
of the copper in certain bullions continued and led to numerous tests in 
the Anaconda laboratory which resulted in the final adoption of the 
following routine, by which even coarse drillings and copper shot may be 
completely sulphatized and of which the resulting gold and silver chloride 
__may be scorified with a total of 20 g. of lead in 2-in. scorifiers and cupelled 
in 1-in. cupels; the lead buttons weighing 5 g. 


Stock solutions—Mercuric nitrate, 25 g. of mercury per liter; sulphuric 
acid, sp. gr. 1.84; sodium chloride, 19 g. per liter (10 cc. will precipitate 
350 mg. of silver). The copper bullion drilling sample has been ground 
to pass a 16-mesh screen and if by test it has been found that the coarse 
and fine parts, separated by a 40-mesh screen, differ appreciably in pre- 
cious-metal content the parts are weighed separately in their proper 


ratio. The fine, meee 


grams (C=weight of coarse; F =weight of fine 
isin at | 
F 

portion of sample), is weighed first and the remainder of the assay ton 
made up with the coarse. This is now placed in an 800-cc. Jena beaker, 
Griffin shape, 30 ec. of water and then 10 cc. of the mercuric-nitrate solu- 
tion added (Hg =0.25 g.). The beaker is shaken until all the copper ap- 
pears amalgamated over its surface, then 100 cc. of sulphuric acid is 
added; the beaker is covered with a 5-in. watch glass and placed on an 
electric hot-plate. The time necessary to complete the reaction depends 
on the state of division of the sample, as also on the temperature of the 
plate. Table V. gives the time and temperature record of two samples. 

For about one hour the liquid appears to boil, which, however, is only 
a bubbling, due to the evolution of sulphur-dioxide gas, from the reduction 
of the sulphuric acid and the oxidation of the copper. This completed, 
the supernatant liquid assumes a very dark green color, finally changing 
to a light grayish blue which, as experience has taught, is the indication 
of the finishing point. Boiling over an open flame has been abandoned, 
the excessive heat having been found unnecessary and the act of boiling 
being bound to entail some loss. The beaker is next removed from the 
plate and placed to cool on an asbestos sheet. Complete cooling is un- 
necessary as there is very little free sulphuric acid present. Four hundred 
and fifty cubic centimeters of water with the necessary amount of sodium 
chloride solution, the latter depending on both the amount of the silver 
and the amount of mercury present, are used. With 80 to 100 mg. of 
silver and 0.25 g. of mercury for Anaconda material 30 ce. of the stock 
solution or 0.57 g. of sodium chloride is always a safe quantity. The 
beaker is again placed on the hot-plate and the solution brought to a 
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TaBLeE V.—Time and Temperature-Record of Sulphatizing Amalgamated 
Copper-Bullion Samples (One Assay Ton). 


SampeLe I Samp.e II 
Time, p. m Temperature, Time, p. m eines 
Gide city 2.35 302 150 Start acese leo 224 107 
s. 2.38 406 208 Leb a 336 169 
2.45 412 211 2.05 350 177 
3.05 412 211 2245 358 181 
3.25 378 192 2.25 364 184 
3.45 386 207 2.35 378 192 
3.55 384 206 2.45 374 190 
4.05 386 207 2.55 389 198 
4.15 408 209 3.05 390 199 
4.25 415 213 3.15 386 197 
Binisheieeenee aco) 3:25 389 198 
Hinish®- eee 3.27 
Total time 2.00 : MES Yi 


SSS 


boil, which dissolves the copper sulphate and coagulates the silver chloride. 
On removal of the beaker 150 ec. more water is added, the total amount 
now being 600 cc., which is capable of keeping in solution all copper sul- 
phate after cooling. It is then a matter of expediency to filter imme- 
diately or the day after. 

Details as to the furnace operations of this method are not deemed 
to be within the scope of this paper; they are much a matter of individual 
taste. For the description of mechanical and labor-saving devices the 
reader is referred elsewhere.! 

It should be noted that with comparatively pure copper the amount 
of mercuric nitrate may be reduced, while with copper high in sulphur 
content an increase in the amount of the mercuric nitrate will be required. | 

It has been noted’ as a peculiarity of this method that with certain 
low-grade bullions none of the silver is rendered soluble and that upon 
addition of sodium chloride solution no silver chloride is formed. Table 
VI. gives a variety of data on this subject. It is shown that all of the 
arsenic and nearly all of the antimony is dissolved. It was also quali- 
tatively proven that no selenium or tellurium remains in the residue. The 
insoluble silver, therefore, is not combined with any of these elements. 

It was found that with all of the insoluble silver residues there re- 
mained some mercury and with sample No. 4 always a little copper; the 
latter probably being in the form of sulphide, as this sample contained 


‘Edward Keller, Labor-Saving Devices in the Works Laboratory, Trans., XXXVI, 
3 (1905); XLI., 786 (1919), 
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TaBLe VII.—Gold and Silver in Copper-Bullion by the Sulphuric-A cid 
Method. With Varying Amounts of Mercury for the Amalgamation of 
the Copper. 


Weight, Milligrams or Ounces per Ton. 


Volume of mercuric-nitrate solution and water constant (35 ce.). 


Mercury, grams.......... None | 0.125 | 0.250 | 0.500 1 2 4 
IW aer CC ita mee cers 35 30 25 LS 25 25 25 
Ta bhshO)e Gilet hee aueane E 100 100 100 100 100 100 100 
“Salt solution, cc........ 12 12 12 15 40 80 120 


67.38 | 66.68 | 66.68 | 66.72 | 67.36 | 66.82 
Average, silver-gold....... 66.926) 66.974} 67.151] 66.690) 67.304! 67.164! 66 
Lessigold.3 sani eae cee 0.476] 0.476} 0.479] 0.479} 0.483] 0.476 ote 
tl Wer, oan reart eit ache oer 66.450 66.498) 66.672) 66.211) 66.821] 6 7 
Silver correction.......... 0.906; 1.128} 0.999] 1.222) 1.009 ne ee 
Corrected silver.......... 67.356] 67.626] 67.671) 67.433] 67.830! 67.757 67.607 


Gotp Assays. 


Uncorrected. ............ 0.4760] 0.4765] 0.4785 0.4795] 0.4830! 0 
Correction... 66. 2.0. 0.0010} 0.0015} 0.0020 0.0015! 0.0010 een arta 
Corrected gold........... 0.4770] 0.4780} 0.4805) 0.4810 0.4840) 0.4765] 0.4840 


4 One cubic centimeter of salt solution contained 0.019 &. sodium chloride, 


A ew 


ENS 


AMERICAN PROGRESS IN THE ASSAY OF COPPER-BULLION. 779 


by far the most of that element. We may conclude that, although the 
presence of mercury facilitates the solution of the silver as it oes that 
of the copper, all copper and all mercury must be dissolved before all 
silver can go into solution. In the ordinary process of the assay, there is 
not enough sulphuric acid present and the heating is not continued suffi- 
ciently long to meet these conditions; thereforé, with little silver present 
none is dissolved, and with much silver present only a portion is rendered 
soluble. 

Table VII. demonstrates that an increased amount of mercury has no 
marked effect on the silver results if only the necessary increase in the 
amount of sodium chloride be provided. Neither of the two substances 
can influence the gold results. 

Table VIII. demonstrates that immediate filtration of the silver chloride 
may be chosen for ordinary purposes, while when great accuracy is de- 
sired it is safer to leave it for settling and complete cooling over night. 


TaBLeE VIII.—Experiment on Sulphuric-Acid Method Silver Determinations. 
Filtration Test. 


Milligrams or ounces per ton. 


: | ; 
Sample | Filtered Filtered eee Sample | Filtered Filtered eee 
No. Next Day | At Once No. | Next Day | At Once 
Over~ | Under Over | Under 
£ 84.92 84.89 Q O38 Mate Se = 19 87.13 Sia Sr aie. ce 0.05 
2 81.87 81.79 EOS Oe seen 20 85.44 85.41 URU BY ee aia 
3 80.28 79.97 S10 os 21 84.39 S4366 Sal eee 0.27 
+ 84.46 84.13 O2ssc lines: H a2 87.82 87.63 O81 9D eeacree 
5 82.91 82.73 UE he el ee ee 23 85.35 85.00 OnS5 (eee 
6 82.86 82.60 Po ia ese Sa 24 90.01 OOO TRS Peer 0.06 
i 90.01 90.06" -dueses: 0.05 25 87.39 87.06 Operas on ote 
8 83.97 83.78 CTO aera 26 86.72 86.48 O R20 ween 
9 82.46 82.40 OAOG laces 27 90.81 90.59 O22) \8 eae 
10 90.62 SOPs door 0.10 28 85.62 85.25 Oca (al anaes 
11 89.10 88.63 UE i ee ae | 29 84.04 S451 eaves 0.47 
12 87.61 87.50 (0 Beal Ds eae ie 30 85.14 85.83 O33) ose eee 
13 87 .42 SPS G) be oto cau 0.14 31 89.15 SO CON aee aa 0.24 
14 84.76 84.50 OF 26 alee 32 85.86 85.59 0:27) eee 
15 84.12 SA B0N" passes 0.18 | 33 86.28 85.91 NEY lio s oo 
16 86.40 85.83 OED TMi terete 34 87.22 86.77 0.45) eer 
Gri 85.14 85.09 OOS Weta 35 86.51 86.34 Onliner 
18 86.95 86.54 OFAT A Severnons 


JRiiehack 5 ome ode aeae 86.0497 85.9040 0.1903 0.0446 
WerenCOse ie © hei 0.1457 0.1457 


Table IX. gives comparative results for silver and gold; the former 
by two and the latter by four methods. a 

In Table X. are given probably somewhat more convincing, compara 
tive figures for gold as determined by the once standard all-fire method 
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TapLe IX.—Comparison of Several Methods for Assaying Copper-Bullion. 


Milligrams or ounces per ton. 


SILVER GOLD 
CoMBINATION CoMBINATION 
Nitric- Sulphuric- | eae : : ‘ 
Nea Acid i Nitrie-Acid Sulphuric-Acid Foe 
Bead Ne: Method Method | Method Method ae ee 
| 0.1 Assay 
Water Mercury | Water Mercury Water Mercury Ton 
1 78.3 78.4 | 0.22 0.26 0.26 0.28 0.27 
Z GAGS, (ALO OMI ROSE 0.30 0.30 0.31 0.30 
3 Foul ong | 0.28 0... 31 0.30 0.30 0.31 
4 T2n0 12.9) ee BOe2S 0.31 0.31 0.32 0.33 
ty 71.9 71.8 || 0.28 0.30 0.29 0.30 0.31 
6 T2e0 72:9 WW. 0.27 0.30 0.30 0.30 0.31 
7 80.8 80.7 | 0.30 0.34 0.34 0.33 0.35 
8 73.0 Look ee Osean 0.30 0.31 0.32 vst 
9 81.7 Sse 0.31 0.32 0.34 0.34 0.35 
10 Sone 85:0 ff Ol27 0.30 0.30 0.30 0.29 
11 78.6 79.0 0.22 0.26 0.27 0.27 0.27 
Average 76.445 76.545) 0.2709 0.3000 0.3018 0.3064 0.3091 
Average weighing all gold buttons, 
FOPEtHEL ae He tiawe sy oe eres | 0.2655 0.2955 0.2955 0.2991 0.2973 


Weight, milligrams. 


TABLE X.—Gold Assay Test. 


NuMBER oF ASSAYS 


Total 122 


Merxop 


Sulphurie Acid All-Fire 
3.911 3.881 
4.162 4.122 
7.195 aloo 

10.384 10.344 
23.697 23.646 
49.349 49.148 


Ounces Per Ton | Ounces Per Ton | 


AVOLAGS UTICOTPECKECi a otae oe. serene reer ats 
Correction (slag and cupel losses)................. 


Average: Corrected £21). au tastn cere ret er nee rete 


0.40450 0.40285 
0.00180 0.00380 
0.40630 0.40665 


SS ae ee. ee 


——.eo ee eC 
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and the now adopted sulphuric acid combination method. Clearly, the 
figures for the all-fire method are lower than those for the sulphuric acid 
method when the scorification and cupellation losses are not taken into 
account; but when corrections are made for these losses they may justly 
be deemed identical for all practical and commercial purposes. 

This leads to the consideration of the corrected versus the uncorrected 
silver and gold assays. Nearly 20 years ago Carl Stetefeldt published a 
paper! in which he pointed out that, in assays for silver in silver and 
silver-lead ores the losses entailed in the commercial assay methods 
amounted to from 5 to 20 per cent., depending on the grade and composi- 
tion of the ore, of which no account was taken. There can be little doubt 
that the silver losses In assaying copper ores are equal, if not greater, 
than those in Stetefeldt’s ores. Unless such losses are carefully deter- 


TasBLE XI.—Silver Losses in Scorification and Cupellation. Silver-Chloride 
Precipitated from Solution of Copper-Bullion. 


Mg. or Oz. of Silver per Ton found Mg. or Oz. of Silver per Ton _ Percentage of Silver 
after Scorification and found in Slag and Cupels Retained in 
Cupellation (Correction) Slag and Cupels 
iow Gl 0.61 4.02 
29 .00 0.82 2.83 
35.74 0.81 2.20 
55.57 1.41 2.54 
86.18 aN ge 2.00 
91.15 1.62 1.78 
163 .02 ‘2.62 1.61 
193.91 2.98 1.54 
220.17 2.90 1.32 
317.64 4.52 1.42 
447 34 6.11 an 
596.73 7.68 1.12 
725.48 8.38 1.16 
755.72 8.77 1.16 


mined and the proper corrections made on all materials from the mine 
to the refinery, the statistics of milling, smelting and refining-efficiency 
must be a deception; they are unable to tell us the truth on conservation. 
In order to understand this it must be remembered that percentage- 
losses in assaying are by far the lowest in the high-grade or final products 
of the metallurgical establishments. For an example, let us take the loss 
for silver in these materials at 2 per cent. and that in the ore as probably 
not less than 10 per cent.; accordingly, the mill receiving the ore would 
be charged with only 90 per cent. of the silver which it has actually re- 
ceived. Suppose that in its highest product it shows, by the same assay 
OS eg EEE Se Eee 


1 The Inaccuracy of the Commercial Assay for Silver and of Metallurgical Statistics 
in Silver Mills, ete., Trans. XXIV, 530 (1894). 
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methods, a yield of 95 per cent., the apparent loss through its whole 
process would then be 5 per cent., while the true loss would be made up 
‘of the factors 10+5—2, or 13 per cent. 

There are many data given in chemical and metallurgical literature 
on the assay losses of silver and gold, but Table XI., giving data on silver 
only, taken from actual practice in our own laboratory and derived from 
uniform methods, gives a wider range than anything the writer can now 
recall. 

It clearly shows the slow increase in percentage loss toward the high- 
silver end, or the rapid increase of these losses toward the low-silver end 
of the table. Fig. 3 shows the same data plotted and the general trend 
illustrated by a curve. There are no corresponding data for gold available, | 
but it may be stated that the loss percentages for that metal, in the ma- 
terials and by the methods under discussion, are far smaller than for silver. 
A similar relation holds true as regards value losses of the two metals, which 
is illustrated in Table XII, the figures being taken from a full month’s 
run of Anaconda copper-bullion: While these values look small when 
considered for the single ounce, they are of commercial importance when 
the great quantities produced per year are taken. 


TaBLeE XII.—Scorification and Cupellation Losses, Weight Percentage and 
Value Percentage for One Month’s Run of Anaconda Copper Bullion. 
Value per ounce, silver = $0.60; gold = $20.67. 


Average of 
Month Weight Cor- Correction 
Corrected rection, Correction, Value per Oz., 
Assay, Oz. per Oz. per Ton Per Cent. Cents 
Ton 
Silver ware seda casera One. 92.32 1 eal 1.917 dbp ess 
Oldies 2. ttt he cen ee ers 0.522 0.0016 0.031 - 0.64 


Corrected assays should not only be made for commercial reasons on 
high-grade products, but they should be universally advocated.for the 
sake of accuracy itself, for the establishment of correct efficiency records 
and true conservation statistics. 

In making these assay-loss corrections for such uniform material as 
the Anaconda copper or that of other large producers it is perfectly per- 
missible to collect assay slags and cupels for a whole month’s run and to 
apply the correction found to the individual results of the month fol- 
lowing. The mode of operation is as. follows: The slag and cupels are 
crushed in a small jaw-crusher and thoroughly mixed. The whole or an 
aliquot part may be taken for the reduction-fusion in G crucibles, each 
of which is charged, in grams, with 200 slag and cupels, 70 borax, 70 
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bicarbonate of sodium and 10 flour. The resulting lead buttons are scori- 
fied and cupeled; the resulting silver-gold buttons by weighing and 
parting yield the corrections sought. 

In order to obtain full recovery of the silver and gold from slags and 
cupels it is necessary to reduce practically all the lead from each crucible 
charge. For this 10 g. of flour with a salt cover suffice; the salt cover 
serves no other purpose than the prevention of combustion of the reducer. 

Inquiry into the absolute accuracy of the heretofore-described assay 
methods naturally suggests itself. We have already seen the slag and 
cupel losses for silver and gold and have noted that corrections are made 
for them. There are, however, other losses, such as by volatilization, by 
solution of the silver chloride, and in mechanical ways; their values are 


4.074 
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Fic. 3.—Sitver Losses IN SCORIFICATION AND CUPELLATION. SILVER CHLORIDE 
PRECIPITATED FROM SOLUTION OF CopPpER BULLION. 


of very difficult determination by direct methods. These losses are en- 
tirely or in part offset by the amount of impurities which remain with 
the buttons and are weighed as precious metals. Tt is a simple matter 
to analyze a sufficient number of silver buttons. Thirty grams of these, 
each weighing between 80 and 100 mg., were found to contain 0.16 per 
cent. lead and 0.15 per cent. bismuth, total 0.31 per cent., or the buttons 
to be of a fineness of 996.9. Table XIII. shows a test in which fine silver 
was subjected to exactly the same process as the silver in the assay of 
copper bullion, 7. e., the fine silver was dissolved in & copper solution free 
from silver and precipitated as chloride, etc. It will be seen that the final 
and corrected result shows a small deficit, amounting to 0.098 oz. per ton, 
or to 0.12 per cent. of the total silver. More extended tests were under- 
taken with more silver and in comparison with higher grade materials, 
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anode residues or slimes. Here, too, the fine silver was subjected to the 
same treatment as the slimes, a sulphuric acid combination assay, and 
through the furnace process slimes and silver alternated in position, in 
scorifiers as well as in cupels. One-tenth of an assay ton of slimes was 
taken; all of the same sample. The fineness of the buttons was deter- 
mined by titration by Volhard’s method, with potassium sulphocyanate. 
The results of such a test are given in Tables XIV. and XV. 

In these tables it will be observed that the large silver buttons are of 
slightly lower fineness than that which was given for those of lighter 
weight. Of chief interest is the fact, that when to the fine silver of the 
assay buttons of the slimes is added the slag and cupel correction and the 
_ volatilization and miscellaneous loss correction, as determined by the 
assay treatment of fine silver, the results correspond very closely to the 
usual results when the slag and cupel correction is added to the assay 
button of the slimes. Repeated tests confirmed this and the conclusion 
follows, that impurities in assay buttons and volatilization and miscel- 
laneous losses balance each other. It follows that the assay of anode 
residues for silver by this assay method is correct in every case to within 
about plus or minus 0.1 per cent. of the total silver, an accuracy which 
could hardly’ be attained by any other chemical method. Of course, this 
degree of accuracy is only obtained with a sufficient number of determina- 
tions, averaged to one result, in our case 10, with 0.1 assay ton each of 
the material. 

The contract assay methods for such materials are still of an archaic 
kind, of the all-fire nature, elastic beyond reason, in which results differing 
several per cent. are often obtained. It is to be hoped that concise methods 
will soon take the place of the old. 

For the western (smeltery) and the eastern (refinery) end of the Anacon- 
da Comparty, sampling has been established on a scientific basis and the 
most accurate assay methods are employed to determine the values of 
the copper-bullion shipped from one to the other. Any inaccuracy in 
sampling will offset the accuracy of analysis, or vice versa; an equal degree 
of accuracy is requisite for both. The concordance of results obtained in 
monthly averages at the two places is illustrated in Table XVI. 

The data given in this paper were, in the greater part, determined and 
accumulated in the interest of the Anaconda Copper Mining Co., in its 
laboratory at the Raritan Copper Works, Perth Amboy, N. J. In this 
work the laboratory staff must naturally have contributed its share and 
the writer herewith especially acknowledges the services of K. W. McComaa 
and W. L. Raup, Jr. 
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TaBLE XIII.—Experiment to Show Losses in Silver Ass 
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bination Method. 


785 


aying by the Com- 


Fine on Out on Silver Ba A as a ag 

81.62 80.28 ' 81.61 

83.74 82.34 83.67 

83.44 82.18 83.51 

93.62 92.24 93.57 

83.56 82.18 83.51 

81.04 79.40 80.73 

85.20 83.72 85.05 

85.82 84.28 85.61 

85.18 83.66 84.99 

84.40 82.78 bea atl 

83.42 82.24 83.57 

87.40 86.00 87.33 
Pertnearciver wemted vutomg. 9rd ee 84.870 
mee rpewerpht Obaccy buttons, me. cis 6. dcx ha ceased Hue o8 elena Raw ghee 83.442 
Css TEs Sy ee CSE Ve RE A 1.428 
Paveraye sVEr welphed.out,. Me... eos aces ca oS) tie dieeles ot mahonnne ae 84.870 
Average silver recovered, corrected, Mg. .... 2.0. cecc conse ceecccevectececces 84.772 
PJLCTCH COMP pre ee riers SARI Phe ae tion als oes Een 0.098 


Correction for slag and cupel losses = 1.327 mg. = 1.33 mg. 


TaBLE XIV.—Fine Silver Treated by Sulphuric Acid Assay Method. 


Silver titration by Sulphocyanate Method. 


{ 
1 | 
| 


| Difference . 
Fine Silver Assay KCNS Fine Im- Orig. Fine 
No. Weighed Buttons lee = 4.4907 Ag. Silver purities and Button 
Out Mg. Ce Mg. Mg. ine 
Mg. Mg. 
1 374.28 370.24 82.1 368.69 dO 5.59 
2 376.94 373.38 82.9 372.18 1.20 4.76 
3 373.47 369.68 82.1 368 .69 0.99 4.78 
4 374.26 370.06 82.1 368.69 1.37 5250 
5 SioL00) fe oll sce 82-2 369.14 1.58 4.82 
6 369.81 366 .56 81.3 365.09 1.47 4.72 
rhe iieie 367.76 81.4 365.54 2e22, 6.19 
8 373.96 370.56 82.1 368.69 1.8% Sarl 
9 370.25 367 .02 81.3 365.09 1.93 5.16 
10 372.70 368 .74 81.6 366.44 2.30 6.26 
Average... .373.136 OO RAT le eee ececsttin na done 367 .824 1.648 5.312 
- Slag and cupel cor- 
7 Eoin. d - Sa 4.012 ANO12 W447 peri Mi pecan eee 
Corrected Assays BTS ACA eat cated payee 371.836 
Silver recovered by corrected assay................ ae ee 
Ee re igs ear y at ie |... ...0.348=0.0933 per cent 
Oricinal tine vailver.. «see ee Pt Pe ee Se 373.136 
Total MilVeRETOCOV ELEC Shand Geist ta asp aay +13 371.836 
Volatilization and other losses.............:..... 1.300 
Fineness of assay buttons............... Bit ake tax 995.53 


—= a. = 
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Taste XV.—Silver Assay of Anode Residues by Sulphuric Acid Method. 
Silver titration by Sulphocyanate Method. 


No. sad tol Si ee ee 07 Ag. oat a ne aa 
| Ry enn ar RT Te RS ree aaa 371.22 82.2 369.14 2.08 
UTE sR Rt in en egg ne 371.46 82.5 370.48 0.98 
CORON Sa ny sie iu enee ee 371.42 82.5 370.48 0.94 
Le a RES oot a ery = 369 . 94 82.1 368 .69 1325 
Di sae oorceataear. are cate Se 370.82 82.3 369.58 1.24 
Gates anagtiteeens Site ee 370.90 82.2 369.14 1.76 
(Ri eho nee Senate 371.44 82.3 369 .58 1.86 
Ee tetris One RCE ASE 370.70 821 368.69 2.01 
QUES, Sere arcane 371.74 82.4 370.03 Deel 
LO sivas: Bing. Seaton 371.48 82.2 369.14 2.34 
| 
VETER Ol ere trae coins 371.112 gee 369.495 ISO) 
OTLEGUION esetey ie eee: 3.860 nee 3.860 | 4.36 per M. 
Volatilization, efe.......|/.......- Benes 1.300" 4) 0 eee 
otal Men cateenistae 374.972 374.655" "Ss eee 
Disterencec cwnhen soe kee Re ee eee 0.317 = 0.106 per cent. 


Fineness of assay buttons, 995.64. 


TasLe XVI.—Assay-Results in Monthly Averages, East and West, Obtained 
on the same Copper-Bullion. 


(About 125 samples assayed per month). 


West ; East 
Monr id 
ete Copper, Silver, Gold, Copper, Silver, Gold, 
Per Cent. Oz. per Ton | Oz. per Ton Per Cent. Oz. per Ton | Oz. per Ton 

1 99.3091 87.3093 0.4606 99.3139 87.2482 0.4592 
2 99.3203 88.7305 0.6027 99 .3310 88.7898 0.6057 
3 99.2816 91.2517 0.4786 99.3091 91.1501 0.4817 
4 99.2763 91.7445 0.4855 99.3073 91.5903 0.4382 
5 99.2661 87.0271 0.4880 99.3061 87.0271 0.4877 
6 99.2613 89.2657 0.5145 99.2979 89.1750 0.5143 


99.3101 | 89.2006 | 0.4966 


‘ Correct average by weights. 
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Discussion. 


GerorGce L. Huarn, Hubbell, Mich. :—In the admirable paper quoted, 
is mentioned the date when the 5-g. assay was first proposed as a stand- 
ard for refined metal. 

The author omitted, however, to mention a later paper,’ which 
contains a proposal for the use of a single “stock solution” of mixed 


» acids, which has been adopted by the American Brass Co. and others. 


The suggestion is made that such a seheme would save time and 
manipulation with converter metal. Unless the low current of 0.5 
ampere and the large excess of nitric acid, recommended by Mr. 
Keller, have been proved necessary to hold up antimony and selenium, 
the use of the mixed solution which we have adopted will permit the 
use of 1 ampere of current per square decimeter of cathode surface, 
until the solutions have become colorless. At this point, we wash 
the covers and reduce to 0.5 ampere to prevent oxidation or contami- 
nation. The ordinary split electrodes have been used. With strong 
current, at least, the use of an excess of nitric acid tends to the neu- 
tralization of the solution before the end of the period, from the 
formation of too much ammonia, and this is detrimental. Antimony 
deposits more easily than arsenic, and tends to drag the latter down 
with it. There must be some such explanation for the fact that we 
have made hundreds of deposits of pure cathodes from Lake material 
containing no antimony, but as high as 0.5 per cent. of arsenic. By 
placing an assay beaker in the Frary solenoid, or rotary device, a 
cathode deposit with less than 0.01 per cent. of impurity is easily 
obtained in one operation from 3 g. of whitneyite, carrying from 7 to 
10 per cent. of arsenic. In such a case, it is necessary to test several 
times for end point and remove the plate as soon as no brown tint 
appears (at once) when hydrogen sulphide water is added to the test 
portion on the spot plate. 

Edward Keller’s proportions of solvent figure out as 14 cc. of strong 
nitric to 11.4 cc. of sulphuric acid (1.84). 

Our stock solution is made up in the following proportions by 
volume: 7 ce. of nitric acid (1.42), 10 cc. of sulphuric acid (1.84), 
and 25 cc. of water. Ordinarily, 40 cc. is taken for a 5-g. sample, 
unless the arsenic is over 0.5 per cent., in which case the amount of 
solvent is increased. 

It may not be generally known that one chemist, Ferdinand An- 
drews, of the Raritan Works, is depositing regularly 10 g. of copper 
from refined metal in 16 hr. with the perforated cathode, described 


1 Journal of Industrial and Engineering Chemistry, vol. iii, No. 2, p. 74 (Feb., 1911). 
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by Mr. Keller, and a double anode, consisting of an inner spiral and 
outer frame in one piece, similar to the Hollard type advertised by 
Eimer & Amend, New York. The current strength is 1 ampere, and 
the first solvent is pure nitric acid, to which is added 6 ce. of sul- 
phuric acid and 10° cc. of ammonia, after the nitrate has been 
evaporated to the crystallizing point. Here, as in the single-mixture 
method, ammonium salts are depended upon to assist in holding back 
the impurities. 

If the same quantity of sample can be plated out with half the 
current required by the solid cathode, or if 10 g. can be taken, the 
perforated cathode certainly offers advantages in the assay of refined 
metal as well as crude bullion. 

Removal of Selenium and Tellurium.—When these elements are the 
principal impurity, they have for years been successfully removed by 
a very simple scheme which takes care of Mr. Keller’s objection that 
the metals, under certain conditions, form compounds with silver, or 
copper, when reduced with sulphur dioxide. 

The nitrate solution is evaporated with excess of sulphuric acid 

until the dry residue is white. Dissolve in 60 ec. of water and wash 
into a lipped beaker, placing the tall beaker under a funnel fitted 
with a 8-cm. filter. Heat the solution to boiling, remove from plate, 
and charge with SO gas for 10 min. Gas, free from chlorine, is 
generated by slowly dropping a saturated solution of C. P. sodium 
sulphite from a separatory funnel into a large round-bottom flask 
half filled with concentrated C.P. sulphuric acid. After settling a 
few hours, at least, filter into the original electrolytic beaker, and 
wash free from acid with hot water. Boil gently to remove most of 
the sulphur dioxide gas. Ignite the filter in a porcelain crucible at a 
red heat until the residue is oxidized, to volatilize the harmful ele- 
ments. 
_ Re-dissolve the residue in 1.5 ce. of nitric acid and add to the main 
solution, and electrolyze in the usual manner. A little more nitric 
acid and 10 cc. of ammonia may be added, if necessary, to hold back 
antimony and bismuth. 
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Hydro-Electric Development in Montana. 
BY MAX HEBGEN, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 
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It is estimated that the total stationary power now used in the United 
States, steam, water and gas, is probably over 30,000,000 h. p. The total 
developed water power is about 6,000,000 h. p. The water power in 
the United States now economically capable of development probably 
exceeds 25,000,000 h. p. The total developed and undeveloped power is 
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mainly in the far Western States, Lake States and certain Atlantic Sea- 
board States. 

Within the State of Montana the streams rise in the high mountains 
at an elevation of from 5,000 to 8,000 ft. These streams leave the State 
line both east and west at elevations from 3,500 to 2,400 ft. It is, there- 
fore, apparent that all these streams have an average fall of 3,000 ft. 
within the confines of the State, and many opportunities are presented 
on all streams for the development of power, by taking advantage of the 
natural fall. 

It is probable that 1,000,000 h. p. can be developed in the State of 
Montana. 


J. NaruraL Features or Strate AFFECTING PowER DEVELOPMENT. 


The main range of the Rocky mountains, forming the Continental 
Divide, cuts the State of Montana into two parts. The eastern part is 
drained by the Missouri river and its tributaries, the Madison, Jefferson, 
Gallatin and Yellowstone rivers. The western part is drained by tribu- 
taries to the Columbia river, the Clarks fork and the Kootenai river. 
The Clarks fork in turn is formed by the junction of Missoula and Flathead 
rivers, the latter draining Flathead lake. 

The western part of the State is mountainous and the eastern part is 
comparatively level. As a natural result the rivers in the western part 
are capable of generating large amounts of power, while in the eastern 
part of the State natural power sites are much fewer and farther apart. 
It also follows that in the mountainous districts large amounts of power 
are required for the mining industry, while in the eastern part of the 
State, which is principally devoted to agriculture, power is required in 
smaller quantities. 


II. Earty DEVELOPMENTS. 
1. Big Hole Plant. 


One of the first power developments in the State was made on the 
Big Hole river about 22 miles south of Butte. This plant was built in 
1899, and has a capacity of 3,000 kw. The development was made by 
building a rock-filled crib dam across the narrow canyon through which 
the river flows and developing a head of 65 ft. This plant has been in 
operation for 14 years and is apparently in as good condition to-day as 
the day it was built. 

It supplies power to the city of Butte over a wooden-pole line operating 
at 15,000 volts. Power is used for lighting and for the operation of the 
street railway. Power is also supplied to the pumping plant of the 
Butte Water Co. situated on the Big Hole river about one mile below 
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Fic. 3.—Bia Hore Dam. 
This dam is 65 ft. high and the plant has a capacity of 3,000 kw. 


the power plant. A large part of the Butte city water supply is furnished 
by this plant through a wood-stave pipe line. 


2. Canyon Ferry Plant. 


This plant, situated on the Missouri river 17 miles from Helena, was 
built in 1898. A rock-filled timber crib dam, 39 ft. high, was built across 
the river and apparatus installed for 7,500 kw. Power was first trans- 
mitted to Helena at 11,000 volts, and a little later to Butte at 66,000 
volts. Power from this plant is used principally to supply the require- 
ments of the mining industry. 


3. Madison Plant No. 1. 


This plant was built in 1901. It is situated in the Madison River 
canyon, 61 miles east of Butte. This development originally consisted 
of a low crib dam and wooden flume about 1,000 ft. long supplying power 
to two 1,000-kw. units. The power was transmitted to Butte at 40,000 


volts. 
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Fig. 4.—Canyon Ferry Puant, 7,500 Kw. Capacity. 
Operates at 60,000 volts. 


Fia.. 5.—GmrNERATOR Room in Canyon Ferry Puant. 
Ten 750-kw. generating units operating at 45 ft. head. 
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4. Black Eagle Plant. 


In 1890 a dam was built across the Missouri river just above the Black 
Eagle falls, near the city of Great Falls, and power developed at this 
point to the extent of 8,300 h. p.; 7,500 of this was used directly by the 
Boston & Montana smelter and the rest was transmitted electrically and 
used for lighting and street-railway purposes in the city of Great Falls. 


Fic. 6.—Buiack Eacite Dam AnD FALLs. 


Black Eagle Plant in foreground. Boston & Montana Smelter across river, and 
highest stack in the world on top of hill. 


These four plants supplying power to the cities of Butte, Helena and 
Great Falls, and being built at the time when the transmission of power 
by electricity was in its infancy, formed the nucleus of what has become 
one of the great power systems of the country. 


Il]. Latrer DEVELOPMENTS. 
- 1, Madison River System. 


In 1906 and in the succeeding years great strides were made in power 
development. The Madison river dam was rebuilt and enlarged, and the 
Madison No. 2 plant installed with a capacity of 9,000 kw. This plant 
is notable in that it employs a 10-ft. and a 12-ft. wood-stave pipe 7,400 
ft. long. These pipes at the time they were built were the largest pipes 
of this type ever constructed. The Madison No. 1 plant was rebuilt 
and used as an auxiliary. The voltage of the system was raised to 46,200 


Fig. 7.—Mapison River Dam AnD Prre LINES. 


These pipes at the time of their construction were the largest in the country, one 
being 10 ft. and the other 12 ft. in diameter; length, 7,400 ft. 


Fia. 8.—Mapison No. 2 PLant. 
9,000 kw. capacity, 110 ft. hea 
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and additional transmission lines built to Butte, to the Conrey Placer 
Mining Co. in Alder Gulch, to the Three Forks cement plant and to 
the towns of Bozeman, Livingston, and later to Billings. 


2. Missouri River System. 

On the Missouri river below Canyon Ferry was constructed the Hauser 
Lake plant with a 60-ft. dam and a capacity of 14,000 kw. This plant 
was connected with the transmission lines to Butte, and the lines were 
extended to supply power to the Washoe smelter at Anaconda. Numerous 
branches and extensions were also made between Butte and Helena to 
supply power to various small mines situated in the intervening district. 


8. Great Falls System. 


The greatest natural power site in the State, and one of the greatest 
in the country, is on the Missouri river near the city of Great Falls. In 
a distance of 8 miles the river falls approximately 400 ft., half of this 
drop being in abrupt falls, making power development particularly easy 
and making feasible a total development of about 125,000 kw. 

In 1910 the first large development was made at this point. This 
development was called the Rainbow plant after the falls of the same 
name. A low diversion dam was built above the falls and the water 
conducted through two 15 ft. 6 in. steel pipes to a point below the falls 
where it was utilized at a head of 105 ft. Generating apparatus having 
a capacity of 21,000 kw. was installed, but upon test it was found that 
both the water wheels and generators greatly exceeded their original 
rating, and this plant is now conservatively rated at 25,000 kw. 

Power from this plant is transmitted at 6,600 volts to the smelter at 
Great Falls, and to Butte over duplicate steel-tower transmission lines 
operating at 100,000 volts. From Butte an additional line is extended 
to Anaconda so that at present almost the entire capacity of both the 
Rainbow plant and the Missouri River plants are utilized in the mines 
of Butte and the smelters at Anaconda and Great Falls. In addition 
to these main transmission lines additional feeders of smaller capacity 
have been built from the Rainbow plant to Lewistown, Havre and Cascade. . 


4. Missoula River Development. 


In 1906 and 1907 a timber-crib dam was built on the Missoula river, 
six miles above Missoula just below the mouth of the Blackfoot river. 
A 4,000-h. p. installation was made, and power from this development serves 
the city of Missoula. A high-tension line from this development is also 
constructed up the Bitter Root valley and serves the cities of Hamilton, 
Stevensville and Victor. 
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Fia. 9.—Hauser Lake PLAnt AND Dam. 
This is a solid concrete dam 60 ft. high with an adjustable flashboard system for taking 
sare of extreme floods. 


Fig. 10.—Grnrrator. Room tn Hauser Lax Piant, 
Five 2,800-kw. units operating at 65 ft. head. 
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Fie. 11.—Ratyspow Dam SHortTLyY AFTER COMPLETION. 


Fic. 12.—Ratnpow Fatis anp Dam Dorina HicH WATER. 
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Fig. 13.—Cross-SecTion oF Dam at RatnBpow PLANT. 


. Fie. 14.—Ratnsow Puant. 
21,000 kw. capacity, 105 ft. head, operates at 100,000 volts. 
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Fig. 16.—GENERATOR Room In Rainpow Puant. 
Six 4,000-kw. generating units operating at 105 ft. head. 
VOL. XLVI.—31 
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5. Big Fork Development. 


A 2,500-h. p. development has for some time been in operation on the 
Big Fork river in the northwestern part of Montana. Power from this 
development serves the cities of Kalispell, White Fish, Columbia Falls 
and intermediate points. 

In addition to the developments mentioned above there are a number 
of small powers scattered throughout the State. 


TV. Present Capaciry oF PowER DEVELOPMENTS. 


In addition to the plants previously mentioned there are in operation 
several smaller plants which are not of sufficient capacity to require 


Fig. 17—Power Piant at BILiines. 
Three water-wheel driven generators, 360 kw. each. 


description. They will, however, be included in the list on the following 
page, which shows the total normal capacity of all the plants which are 
now operating on the combined systems of the Montana Power Co. and 
the Great Falls Power Co. 


V. TRANSMISSION SYSTEM. 


. The principal transmission lines of the combined system operate at 
46,200, 66,000 and 100,000 volts. The various lines are tied together 
through transformers and operate as one large distributing network into 
which power is fed from each of the 11 plants and from which power 
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Fig. 18.—SEcTIONALIZING SwitcHES ON GREAT Fautis-BuTre 100,000-votr Trans- 
weet MISSION LINE. 
These switches are used to cut the line into short sections to facilitate the location 
of trouble. 
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is taken by about 46 substations, varying in size from the Great Falls 
Power Co.’s substation at Butte having a capacity of 21,000 kw. down 
to the lowest standard high-voltage substation of 250 kw. : 

There is at present in operation a total of 1,300 miles of transmission 
line of which 340 miles is steel-tower line and the rest is wood-pole line. 
This transmission system covers a territory approximately 200 miles 
square, 


VI. CHARACTER OF LOAD. 
' 1. Lighting and Small Power Uses. 


From this one system, power is supplied for lighting 40 cities and 
towns in Montana. In addition to lighting, power enters into almost 
every phase of the industrial life of all these cities and towns. The do- 
mestic water supply in all the larger cities of the State is pumped by 
‘electric power. Something over 10,000 flat-irons are in use in the homes 
of the people. Cooking by electricity is becoming popular. Over 500 
electric cooking stoves are in daily use. Electrically driven sewing ma- 
‘chines and washing machines are in every-day use, and many other 
devices which tend to lighten the duties of the housewife are operated 
by electric power. 


2. Street Railways. 


The street-railway systems of the cities of Butte, Great Falls, Mis- 
soula, Helena, Anaconda, Billings and the Gallatin Valley Railway sys- 
tem all receive power from the transmission lines within the State. 


3. Mining. 


It is admitted that the average cost of steam power for mining pur- 
poses in the State of Montana is $125 per horse power per year. In 
many isolated mining districts this figure rises as high as $150 and even 
$200 per horse power per year. Electric power is purchased at $50 per 
horse-power-year in comparatively small quantities, and in large installa- 
tions prices for power can be obtained as low as $35 per horse-power-year. 
The advent of electric power in mining districts of Montana has meant 
that many a property which formerly operated at a loss on a steam basis 
is now making a profit by the use of electric power. 

Although the lighting, street railway and other miscellaneous indus- 
tries form a very important and necessary part of the load of the power 
companies, yet by far the greatest amount of power which is used in 
Montana is devoted to mining and smelting; in fact, it may be said that 
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the mining industry and the power industry have developed together, 
each to a large extent making the other possible. 

The extensive use of power for mining makes commercially feasible 
the development of water power in large amounts and warrants the 
building of high-capacity, long-distance transmission lines. 

This development of power on a large scale is the principal factor in 


Fig. 19.—1,200-rr. LeveL UNDERGROUND PUMPING Sration AT Leonard MINE. 


making its cost low. The low cost of power and the low price at which 
it is sold stimulate its use for all the miscellaneous purposes to which it 
is adapted. Thus the immense power possibilities of the Missouri river 
at Great Falls lay dormant until the demand for power in the mines 
at Butte made it feasible to install a large development and transmission 
Leer having once been established, it proved feasible to 
continue the extension of lines in all directions from Great Falls, and over 
these lines power is now supplied for lighting the towns of Havre, Lewis- 
town, Cascade, and a large number of smaller points for operating fiour 
mills, irrigating pumping plants and the coal mines in the Sand een 
and Stockett district. For this latter purpose alone about 1,200 kw. 
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are being used; thus it is seen that cheap power in the northern part ’ 
of the State is made possible by the mining industry in the southern part. 
On the other hand the Madison River plant was originally built to 
supply power in Butte, principally for lighting. The installation of this 
plant, however, made it possible to deliver power to the Conrey Placer 


Fic. 20.—Compressor PLANT at LeonarD Mine. 
Four 600-h.p. motors driving air-compressors. 


Mining Co. in Alder Gulch, and made economical the operation of its 
numerous dredges where the operation by steam was practically pro- 
hibitive on account of the high cost of coal and increased amount. of 
labor necessary. 

The total amount of power used for mining amounts to 24,000 kw. and 
for milling and smelting 20,000, a total of 44,000 kw. for the mining in- 
dustry as a whole. Most of this power is used in Butte, Anaconda and 
Great Falls. 

The mines in Butte use power principally for operating compressors, 
for hoisting and for pumping. The compressor and pumping load has 
naturally a high load factor, and therefore forms a desirable load for the 
power company. The hoisting load has such an extremely low factor 
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that until very recently it was not considered worth while to operate 
this load with electric power. To overcome this objection, however a 
comprehensive compressed-air system of hoisting has been installed efi: 
bracing most of the principal mines. Compressed air is supplied to all 
these mines from a central compressor station which operates in connec- 


a 


Fic. 21.—Hrap Frame at Mountain View Mine. 


Hoisting at this mine is now being done by compressed air from the electrically 
operated central compressor plant. 


tion with a large storage system. The storage system consists of a number 
of air receivers situated about 200 ft. below the top of the hill upon 
which stands the compressor plant. At the top of the hill is a water 
reservoir which is connected to the bottom of the air receivers so that a 
uniform hydrostatic head equivalent to 90 lb. pressure is maintained 
on the receivers, and the entire capacity of the receivers can thus be used 
at full normal pressure, the air being displaced by the water as it is re- 
quired. When the combined demand of all the hoisting engines exceeds 
the supply from the compressor plant the excess air is drawn from the 
storage tanks and water runs down the hill into the tanks to take its place. 
When the demand is less than the supply from the compressor plant the 
excess air is forced into the storage tanks, and in turn forces the water 
back up the hill. In case of a temporary failure of power sufficient storage 
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is provided to allow the continued operation of the hoists for a sufficient 
period of time to cover all emergencies. 

This compressed-air hoisting system was installed after various electric 
systems had been considered, and has the following advantages: 


First. The total cost of installation was lower than the estimated cost of any other 
system. This was partly due to the fact that the steam hoists which were already 
installed were used in connection with the air system, it being necessary to install new 
cylinders and valve mechanism only. 


Second. A larger power-storage capacity is provided than could be economically 
provided with a straight electric system. 

Third. The central compressor plant is operated by synchronous motors, and both 
the power factor and load factor can be maintained at practically 100 per cent. 


Fourth. Excess air from the compressor plant is used to great advantage for supply- 
ing the drill system in the mines. 


This central compressor plant has a capacity of 7,200 h. p., and it is 
planned to operate hoisting engines for an aggregate capacity of about 
40,000 h. p. .That this can be accomplished is due to the fact that 
each hoisting engine has a load factor of about 5 per cent. and the 
diversity factor of all the engines taken together is correspondingly low; 
in other words, when one engine is operating at full load, another may be 
operating at. part load, and several others will be standing idle. To 
make the combined load as uniform as possible the hoisting schedules 
are arranged so that ore is hoisted from the different mines at different 
times of day. 


4. Railroads. 


The electrification of the Butte, Anaconda & Pacific Ry. is nearing 
completion. The substation at Anaconda is in operation and locomotives 
are working successfully at the Anaconda end of the line. 

This road has a 26-mile main-line track from Butte to Anaconda and 
a total of 90.36 miles, the excess being made up in yards and sidings. 

For this electrification, 2,400-volt direct current has been adopted, 
this being the highest direct current voltage thus far used for this class 
of work. The use of this high-voltage direct current allows advantage 
to be taken of the light weight and superior operating characteristics of 
the direct-current motor and at the same time reduces the amount of 
current to be collected to a point where it can easily be handled by a single 
pantograph trolley, it also allows placing of substations long distances 
apart. 

This installation will have only two substations, one at Butte and one 
at Anaconda. Each substation will be equipped with two synchronous- 
motor generator sets of 1,000-kw. capacity each, giving a total capacity 
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Fig. 22.—60,000-voLtt SussTaTIoN AND AUXILIARY STEAM PLANT aT Burts. 


The substation has a capacity of 10,000 kw. and the steam plant 5,000 kw. Power is © 
delivered to this station from the Canyon Ferry and Hauser Lake Plants. 


of 4,000 kw. to the entire direct-current generating equipment for the 
road. The generators have, however, a short time overload capacity 
of 200 per cent., so that 12,000 kw. may be supplied as a maximum. 

The locomotive equipment will consist of 17 75-ton units. Two of 
these units will be operated together for heavy freight service and one 
unit alone used for lighter freight and passenger service. 

The Chicago, Milwaukee & St. Paul Railway Co. has entered into 
contracts with the power companies in Montana to supply power for the 
electrification of its line from Harlowtown, Mont., to Avery, Idaho, a 
distance of 439 miles of main line with considerable excess in sidings. 
Work on this electrification will probably start within the next year or 
two, and about 25,000 kw. will probably be required. 

It appears to be only a matter of time until all the transcontinental 
railways, in their mountain divisions especially, will find it necessary 
to turn to electrical operation. This method of operation not only has 
the advantage of making large savings in operating expenses on account 
of the elimination of coal and the greatly reduced maintenance expense 
of electric locomotives as compared with steam locomotives, but also on 
account of the fact that with the increase in traffic the capacity of the 
whole line is limited by the tonnage which can be hauled over the steep 
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mountain grades. Inasmuch as electric locomotives can be made with 
a much greater continuous power capacity than any steam locomotives 
yet built, it follows that trains can be hauled over the heavy grades at 
greatly increased speeds and the tonnage hauled over the division increased 
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Fig. 23.—Cross-Section oF 100,000-votr SussTaTIon at Burts. 
Present capacity 21,000 kw. 


accordingly, while to get a corresponding increase with steam operation 
would require double tracking the road. 


5. Irrigation. 


The average value of the agricultural land in Montana is increased 
tenfold by irrigation. Up to the present time irrigation has been practiced 
for the most part only where the natural conditions were such that it 
was easy to get water on the land by gravity ditches. Some of the best 
land in the State, however, is so situated that it is impossible to supply it 
with water by gravity and pumping must be resorted to, in fact in a great 
many instances it is cheaper to pump the water than to pay fixed charges 
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on the necessary canals, ditches and pipe lines required to supply the water 
by gravity. 

During the past year the first large pumping plant for irrigation was 
installed in the Prickly Pear valley near Helena by the Montana Reser- 


Fic. 24.—Buspars AND SwiTcHES IN 100,000-vo_LT SuBSTATION aT BuTTE. 
The high tension connections in this station are made of ordinary iron pipe. 


voir & Irrigation Co. This plant during the present season will supply 
water to 5,000 acres, and will require 1,800 h. p. for its operation. This 
plant forms the first unit of the Prickly Pear irrigation project, and as 
fast as the land becomes settled two additional units of about the same 
size as the first will be installed, making a total of 5,400 h. p. for this one 
project CAA ak 

Near the city of Billings the Lockwood irrigation project is being es- 
tablished with a pumping plant of 500 h. p. 

In the Sun River valley, west of Great Falls, the Sb eaugan has 
started work on what will be the largest irrigation project in the State. 
A gravity system for supplying water will be used, but for building the 
dams and canals the United States has contracted with the Great Falls 


Power Co. for a maximum of 3,484 h.p. for five years. 
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To supply water during the irrigation season the Montana Reservoir 
& Irrigation Co. is building a dam to form a storage reservoir near the 
head waters of the Madison River close to Yellowstone Park. This reser- 
voir will have a capacity of 15,000,000,000 cu. ft., which will be sufficient 
to store the entire spring and summer flood of the Madison river. This 

water will be available for use throughout the entire length of the Madison 
river and in the Missouri river down to Great falls, or even farther. 
The stored water will be used in two ways: First, for pumping on to land 
for irrigation, and second, for the generation of additional power in the 
present power plants, this power to be used for operating pumps. In 
this way the water is made to pump itself into the land. 


VII. OPERATION OF SYSTEM. 


The operation of the power system composed of many plants operating 
in parallel is somewhat more complicated than the operation of a system 
having only one generating system. There are also many advantages 
in the operation of such a combined system which cannot be realized 

in the operation of a single plant. With a single plant the maximum 
‘amount of power which can be sold is ordinarily limited by the amount 
which can be generated at the time of minimum flow of the river upon 
which the plant is situated. This minimum flow can be increased by the 
building of storage reservoirs, but storage reservoirs are expensive and 
in many instances would not pay where the water is to be used by a single 
| plant. 

| In the case of the power system in Montana the Hebgen reservoir 
of the Montana. Reservoir & Irrigation Co., previously referred to, is so 
‘situated that its stored water will be utilized in turn by the two Madison 
River plants, by the Canyon Ferry and Hauser Lake plants and by the 
three Great Falls plants, being a total of seven plants, each of which will 
derive full benefit from the storage. 

It also occurs in the development of water power that some plants are 
well adapted to operate on a variable load while others can only operate 
to advantage on a uniform load. Thus a development in which the head 
is produced by means of a dam ordinarily has a large pond from which 
large quantities of excess water can be drawn for short periods of time 
to supply a temporary demand for power much in excess of the average 
plant output. This type of development ordinarily employs very short 
pipe lines so that the cost of water conduits for this excess use of water 
is not great. This type of development when connected to a large system 
is called a peak-load plant. 

Another type of development consists of a low diversion dam and a 
long flume or pipe line which conducts the water to a point further down 
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the river where the plant is situated. With this type of development 
the largest item of cost is the pipe line, and inasmuch as the low diversion 
dam creates very little storage, and as the cost of development would be 
greatly increased if the pipe lines were made large enough to carry more 
than the normal flow of the river, this type of development is best adapted 
to operate at a uniform and steady load. A development of this kind is 
called a base-load plant. 

A base-load plant operating alone to supply power for average require- 
ments must necessarily waste a large quantity of water on account of 
the fact that due to the variable demand for power it cannot operate 
at full load continuously, and during the periods when the demand for 
power is light, water is wasted over the dam. On the other hand, the 
average peak-load plant will have a greater storage capacity than can be: 
well utilized by the usual variations in load, which means that a certain 
development if it were to operate alone could be made for, say, 10,000 kw.,. 
while it might, if operated in connection with a base-load plant, be made 
for a development of 15,000 kw. merely by the addition of extra gen--. 
erators and water wheel. In this type of development, where the dam is’ 
usually the greatest item of cost, the additional power obtained only by 
the addition of generating units is. obtained at a very low cost for the ad- 
ditional horse power. 

Where one plant is the sole source of Rapply: for a system every pre- 
caution must be taken to maintain continuity of service. A large number 
of generating units must be installed so that if one unit is out of com- 
mission for repairs the station will be reduced only a small percentage. 
Where the system is supplied by many plants the shutting down of a 
unit in any one plant is of less consequence as it reduces the capacity 
of the system in a percentage corresponding to the ratio between the 
capacity of one unit and the capacity of the entire system. For this 
reason the generating units in such a plant can be made larger, which 
will result both in a lower first cost and a higher efficiency. 

When plants are situated on different rivers, which take their water 
from different water sheds, the minimum flow on one river will not corre- 
spond in time with that on another. For this reason when one plant has 
its output reduced by extremely low water another plant will have plenty 
of water and will be able to carry a part of the first plant’s load. Also, 
even with plants at different places on the same river, one plant may have 
its output temporarily reduced by ice troubles while another plant farther 
down the river will be free from such trouble, and can carry an extra 
share of load to make up for the deficiency at the first plant. 

The balancing of the variations in river flow among different plants 
will be carried on with great advantage between the plants on the Missouri 
river and on the Clarks fork. These rivers flow on opposite sides of the 
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Continental Divide, in parts of the State, which, although only 200 
miles apart, have very different climates. The variations in the flow of 
the two rivers are, therefore, such that with the two developments tied 
together by long-distance lines power can be continually shifted back 
and forth from one system to the other, allowing each development to 
utilize the total flow of its river to the best advantage. 

It is estimated that the advantage to be derived from the combined 
operation of many plants due to the causes above enumerated amounts 
to at least 50 per cent. in the economical utilization of the total available 
power. 

To give an idea of the value of the power which is being generated 
by the plants of the system under consideration, which are now producing 
49,500 kw., it may be stated that to produce this amount of power from 
coal would require the yearly consumption of 750,000 tons; at the average 
price of $4, which would apply at the pomts where the power is used, 
this would amount to $3,000,000 per year. 

When it is remembered that this value in coal is, by means of water 
power, being saved for future generations, and that during the next 10 
years this saving will in all probability be increased about six or seven 
‘times, it is not difficult to appreciate that true conservation consists in 
encouraging rather than restricting the free development of water power. 


VIII. Increase In UsE or Power. 


The use of electric power is increasing by leaps and bounds. The 
power companies must maintain a sufficient reserve capacity in power 
plants to accommodate increases in the demand for power as they occur. 
It becomes a difficult matter to predict far enough in advance the increase 
in load which will have to be taken care of. Such a prediction can be 
based on little else than past experience. 


IX. New Power DEVELOPMENTS. 


To take care of the general increase in load, especially the Chicago, 
Milwaukee & St. Paul railway electrification, work has been commenced 
on two new, large developments, one at the Great falls of the Missouri 
and one at Thompson falls on Clarks fork. The Great Falls develop- 
ment will have a capacity of 60,000 kw. and the Thompson Falls develop- 
ment a capacity of 30,000 kw. 

The Great Falls development is situated about 8 miles down the river 
from the city of Great Falls, and utilizes a natural fall in the river of 
about 85 ft., which fall will be increased to a total of 150 ft., by the erec- 
tion of a solid masonry dam immediately above the falls. The dam will 
have a crest line 1,000 ft. long and will have an overflow section designed 
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to take care of the maximum flood of the river, estimated at 100,000 
sec.-ft. Generating equipment will be installed to utilize the normal 
flow of 6,000 sec.-ft. in six vertical single-runner water-wheel units of 
10,000-kw. capacity each. To illustrate the high efficiency which can be 
obtained in a modern water wheel of this type, it may be stated that 
manufacturers have promised an efficiency of 9) per cent. for these wheels, 
and this efficiency has even been exceeded by similar wheels which have 
already been built. The power plant will be built on a rock ledge just 
below the falls and will take its water through six short steel pipes leading 
directly to the dam. 

The Great Falls development will supply power to the territory covered 
by the present system and to the Chicago, Milwaukee & St. Paul railway 
from Harlowtown to Deer Lodge. 

The Thompson Falls development will be similar to the Great Falls 
development in that approximately one-half the head exists in the form 
of a natural fall and the other half will be developed by a dam immediately 
above this fall. In the case of Thompson falls, however, the plant will. 
be situated some little distance below the falls and the water conducted 
thereto through an old dry channel which will be flooded when the dam 
is built. The design of generating units and the general plan of the power 
house will be similar to that at Great Falls. A total head of about 50 
ft. will be utilized. 

The Thompson Falls development will supply power to the territory 
west of that which is covered at present and to the Chicago, Milwaukee 
& St. Paul railway from Deer Lodge to Avery, Idaho. 

The addition of these two plants will more than double the present 
capacity of the system, but it is estimated that this increase will be 
absorbed within a very short time after the completion of the plants, 
which will require two or three years. 


X. UNDEVELOPED POWERS. 


In addition to the plants already built and under construction there 
are a large number of power’sites standing ready to be developed as 
demands for power continue to increase. Although these developments 
are situated in all parts of the State, the larger possibilities exist in the — 
northwestern part of the State where developments like the Flathead 
lake, Kootenai falls and other large streams present possibilities for the 
development of at least 250,000 h. p. 
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DIscussIon, 


A Memper:—Have there been any definite studies made in the 
hydrology of this system? That is to say, what is the total extent 
and area of the drainage or catchment basin above these plants ? 
What is the total annual precipitation, and what is the percentage of 
run off? That is a very interesting question to engineers and a ques- 
tion engaging a great many, because, unfortunately, there is not the 
amount of information on that subject which there ought to be. 


Frank Scorren, Great Falls, Mont.:—There are a great many 
figures on the subject, but I am not familiar enough with them to 
quote from memory. The entire drainage area has been figured in 
unit feet, and the precipitation is well known, but I am not familiar 
enough with it to quote. 


Pror. JosepH W. Ricuarps, South Bethlehem, Pa. :—I think this 
paper is a very fundamental one, because it goes right to the root of. 
the future development of Montana as a State, and of its industries. 
It is exactly in line with what is being done in other parts of the 
world where coal is scarce and where water powers are plentiful, and 
I see in it the promise and the prospect of great development which 
can put Montana ahead of perhaps many other States which have 
good supplies of coal. I would like to call further attention to one 
detail of the use of this power, which is, that when a large amount 
of it is in use for traction and lighting, there are necessarily peaks 
(speaking in the electrical sense) where the power is used heavily, 
and deep valleys where the power is used only lightly. You should 
therefore get from the electric power companies power at certain 
parts of the day and in certain parts of the year very much cheaper 
than if you use it continuously. In the East we are finding consid- 
erable uses for cheap power used in this way during limited periods. 

I take it for granted that in these mining States you have a large 
use, for instance, for steel castings. Iam told that you make very 
few in Montana. In the East we have electric furnace plants which 
are using power in the “valleys” of the power supply companies 
and are making steel castings at a considerable profit, although they 
are paying as much as $60 a horse power-year for their power. This 
is just one example of how you can build up your own industries, . 
help yourselves by having your own supply of necessary materials 
for the mining industry, and save money from going out of the State. 
This is only one of a dozen or more electro-metallurgical or electro- 
chemical industries which might be of direct use to your people and - 
which certainly could be established here within a short time. 
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Use of Electricity in Mining in the Butte District. 
BY JOHN GILLIE, BUTTE, MONT. 


(Butte Meeting, August, 1913.) 


Prior to the year 1902 electricity was used in the Butte district only 
for lighting, for the tramming of ores on the surface, and for the electro- 
lytic refining of copper. In that year the Canyon Ferry hydro-electric 
plant on the Missouri river, with a transmission line to Butte and Ana- 
conda, was completed, and enabled the mining operators to purchase 
electric current in large quantities at reasonable rates, and its application 
and use in the various mining operations and reduction works proceeded 
rapidly. 

The principal applications of electric current in metal mining may be 
listed as follows: 


Compressing air for hoisting. 

Compressing air for rock drills and pneumatic tools. 
Pumping. 

Ventilating. 

Lighting. 

Tramming. 

Compressing air for blast furnaces and converters 
Running shop and miscellaneous motors. 


Compressed Air for Hoisting. 


The Anaconda Copper Mining Co. operates 22 mine shafts and plants 
at Butte. Of these, 15 are large plants and hoists, through which most 
of its ores are hoisted. 

In 1912 this company commenced using compressed air in place of 
steam, in operating a number of its large hoists, and at this date has 10 
main hoisting engines and 10 auxiliary hoists driven by compressed air. 

The compressed air is furnished from a central plant containing six 
compressors, each having a capacity of 7,500 cu. ft. of free air per minute 
compressed to 90 Ib. pressure in large receivers, and conducted by suitable 
pipe lines to the various hoists, the air being reheated before passing to 
the engines. Each of these compressors is driven by a 1,200-h.p. syn- 
chronous motor, directly attached to the drive shaft, and takes electric 
current at 2,200 volts. Two additional compressors are being installed, 
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making eight in all, which will complete the compressing plant. Seven 
of these machines will run continuously, and they will use 8,000 e.h.p. 
The excess air, or blow-off, goes into the rock-drill air system. 

The hoisting engines, as formerly used with steam, had cylinders 30 or 
32 in. in diameter and 72 in. stroke. To adapt them to the use of com- 
pressed air, the old cylinders were replaced with new ones, 34 in. in diam- 
eter, having valve mechanism of the most approved type. 


Compressed Air for Rock Drills. 


The air in rock-drilling operations is used at 85 lb. pressure, and for 
the large operations is usually furnished from three or four central plants, 
the smaller mines using individual machines. A total of 13,455 e.h.p. is 
used for this purpose, and the voltage used.is from 440 to 2,200. 


Pumping. 


In draining the mines electrically driven pumps are very generally used, 
and a total of 4,780 e.h.p. is necessary. "The large pumps are quintuplex 
vertical plunger type, with a capacity of 600 gal. against a head of 1,200 
ft. The smaller units are of various types. Centrifugal pumps are not 
used on account of the acid nature of the mine waters. 


Ventilating. 


The mines of the Butte district are warm, due to the oxidizing of the 
sulphide minerals, and forced ventilation is largely resorted to. Twenty- 
five hundred electric horse power is used for driving ventilating fans. In 
addition to fans and blowers, compressed air is used after blasting to clear 
the mines of powder gases and foul air. 


Tramming. 


Electric locomotives are being introduced in all tramming, both under- 
ground and surface, and this work requires 1,860 e.h.p. Direct current 
500 volts is used for surface tramming; D.C. 250 volts is used for all 
underground tramming. There are a few storage-battery locomotives in 
use at Butte, but the general system is trolley, using D.C. 250 volts. The 
mine locomotives are 18-in. gauge, weight 3 tons, have two 10-h.p. motors, 
and a draw-bar pull rated at 1,200 lb. The average load hauled per trip 
is 12 tons, including weight of cars and ore, on the usual mine track with 
grade of 0.5 per cent. 

Lighting. 

Underground, the stations, main cross-cuts and drifts are electrically 
lighted, as well as the surface plants and property. A total of about 1,300 
h.p. is used for this purpose. 
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Ore-Reducing Works. 


At Butte, Anaconda, and Great Falls, all the Butte ores are treated. 
In the case of zine ores, concentrates containing about 50 per cent. of zine 
are produced, and these are shipped to the natural-gas districts for smelt- 
ing and recovery of the metals. ; 

For copper ores about 80 per cent. is reduced to the extent of making 
converter or blister copper, containing the gold and silver, which for 
further refining and separation is shipped to the large electrolytic refineries 
on the Atlantic coast. The remaining 20 per cent. is fully treated or 
reduced, and merchantable wire bars and other forms of finished copper 
are produced, and the gold and silver is also separately obtained. This 
is done at an electrolytic refinery at Great Falls. In these ore-reducing 
plants 24,177 h.p. are used, in driving concentrators and blowing engines, 
and in operating cranes, shops, and the different power machinery in 
connection therewith. 


Other Applications of Electricity. 


In connection with the use of electricity in mining, it might not be out 
of place to briefly mention the electrification of the Butte, Anaconda & 
Pacific railway, which is now nearly completed. This railroad connects 
the mines at Butte with the reduction works at Anaconda, and handles 
about 5,000,000 tons of freight yearly, consisting of ores from the mines 
and supplies of all kinds to both mines and smelters. In addition to the 
freight hauled, the passenger business between the two cities is taken care 
of by this road. The conditions, including grades, curvature and climate, 


are sufficiently severe to thoroughly prove this method of railway trans- 


portation. 

The constructing engineers have adopted for this work a 2,400-volt 
D. C. system, with overhead trolley. Freight locomotives will consist of 
two units, each weighing 80 tons. Passenger locomotive will be one 80- 
ton unit geared higher to permit of a speed of 45 miles per hour. A part 
of the road has been electrically operated for several weeks, and is work- 
ing very satisfactorily. 

Near the famous old placer camp of Virginia City, Mont., about 90 
miles southeasterly from Butte, four large placer dredges are operated 
by electrically driven motors, and are proving an entire success. 

Not all of the applications of electric energy to mining have been given 
here, but enough to show that where electricity can be procured at proper 
prices and conditions it is a most valuable aid to both miner and metal- 
lurgist in effecting economies in their business. 


820 ELECTRIFICATION OF BUTTE, ANACONDA & PACIFIC RAILWAY. 


The Electrification of the Butte, Anaconda & Pacific Railway. 


BY R. E. WADE,* ANACONDA, MONT. 


(Butte Meeting, August, 1913.) 


Tur Butte, Anaconda & Pacific electrification is of peculiar interest, 
in an incidental way, to the entire mining fraternity, and especially 
the engineering branch, not only in this great Northwest country but 
throughout the entire Western mining country, which is rich in 
minerals and water power. It is probably fair to say that the prime 
object of mining and smelting engineering is to reduce the cost of 
production, and in the case in hand the relative location of mines and 
smelter brings the cost of transportation of ore to the front. While 
some might assign this item to the railway people, it is inseparably a 
part and parcel of the general scheme of the production of metal from 
the ore. In considering the electrification of the B., A. & P. railway 
the mining and smelting engineer, above all, wants to know what 
saving will be effected by the change in motive power. Unfortu- 
nately the new power has been in use during a very limited period 
and on the Smelter Hill section of the road only, and no reliable data, 
from actual service conditions, can be obtained until the entire elec- 
trified section has been in service for a reasonable length of time. 
Any remarks on this subject at the present time, therefore, must of 
necessity be general in nature and more or less descriptive. 

The railway, electrical and mining worlds and the country in 
general are indebted to the B., A. & P. railway for the pioneer work 
it is now doing, as it undoubtedly marks the beginning of the electri- 
fication, within the comparatively near future, of all transcontinental 
roads between the Missouri river and the Pacific coast. Together 
with this goes the development of an untold wealth in water power 
and all natural resources within the same territory. 

For the first time in the history of electric railway work, in an 
country, direct current at a potential of 2,400 volts is being used. 
With this potential there is a great saving in transmission of energy 
to the locomotives and there are only two substations, one at either 
end and 26 miles apart, for supplying the power for the movement 
of trains of heavy tonnage over the main line and for switching 
movements at terminal and intermediate yards, and comparatively 
aattle reeder COPE? is required. 


* Non-member. 
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The section of line that is being electrified lies between the receiv- 
ing and distributing yard on Butte Hill and the concentrator bins at 
the Washoe smelter, Anaconda, together with the yards and tracks 
in the vicinity of the Butte passenger station, the Anaconda station 
and shops, the various departments of the smelter and the inter- 
mediate yards and sidings. It comprises about 30 miles of main-line 
single track, which, together with the various yards and sidings, - 
makes up a total of about 90 miles on a single-track basis. The 
haulage of copper ore from the Butte mines to the smelter at Ana- 
conda, which is the principal traffic, together with mine supplies, 
lumber, etc., moving in both directions, amounts to practically 
5,000,000 tons of freight per year, or an average of 13,700 tons daily. 
The freight trains on the main line, weighing 8,400 tons and made 
up of 50 loaded ore cars, will be handled against a ruling grade of 
0.3 per cent. Those on the Smelter Hill line, weighing from 1,350 
to 1,400 tons and made up of 20 or more loaded ore cars, against a 
grade of 1.1 per cent., and those on the Butte Hill line, weighing 
from 750 to 800 tons and made up of empty ore cars and loaded 
supply cars, against a grade of 2.5 per cent., will be handled by loco- 
motives consisting of two units. Single units will be used for making 
up trains in the yards and for spotting cars. Two of the units coupled 
to a loaded ore train are shown in Fig. 1, which also shows the over- 
head construction. 

It may be interesting to note, as a matter of comparison between 
steam and electric motive power, that whereas in transporting ore 
between the East Anaconda yard and the concentrator bins, a dis- 
tance of 7.25 miles against a grade of 1.1 per cent., the heavy steam 
locomotives require from 50 to 55 min. to make the trip with 16 cars 
of ore, a pair of electric locomotive units is making this same trip in, 
24 min. with 20 car loads of ore. In other words, the electric loco- 
motive handles 25 per cent. more tonnage and consumes about one- 
half the time required by the steam locomotive. 

The initial equipment consists of 17 locomotive units, 15 for freight 
and two for passenger service. Hach weighs approximately 80 tons. 
When two units are coupled together they are operated in multiple 
from one master controller and they will haul the 3,400-ton train at 
a maximum speed of 15 miles per hour against the 0.3 per cent. 
grade and at 21 miles per hour on tangent level track. The same 

two units will haul the 1,400-ton train against the 1.1 per cent. grade 
at 17.5 miles per hour. The passenger locomotives are the same 
design as the freight locomotives except that they are geared for a 
maximum speed of 45 miles per hour on tangent level track. The 
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average passenger train is composed of one locomotive unit and three 
standard passenger coaches. The general design of the locomotives 
is of the articulated double-truck type, all weight being on the drivers. 
The cab is of the box type, extending the entire length of the loco- 


Ete ese 
PVALELLARE 


motive, and is of steel construction throughout. It is divided into 
three compartments, the center compartment containing the control 
apparatus, air compressor, and dynamotor, the latter a furnishing 
600 volts for lights, air compressor, and operation of control circuit. 


Fya. 1.—Execrric Locomotive 1x UsE on tHE Burrr, ANAconDA & Pactric Rariway, 
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The two end compartments are for the accommodation of the engineer 
and contain the usual master controller, brake valves, and sand boxes. 
In addition, there is apparatus for ringing the bell and sanding by 
compressed air, and raising and lowering the pantograph trolley. 

The principal data and dimensions applying to the locomotives are 
as follows: 


Bpeaeeey, DOANE le RENIGRIORIN,, fencceue ois asks ss yuetewie save’ ce ieFouvivees 37 ft. 4 In. 
Bea MESA RE RROO ALG VCO WNT «ee narra s cece ea Ys Cele cocecust ocScvan dace: eos 15 ft. 6 in. 
edema Were Werery cn isicadu ce eee cis served bic Loes vecgacwiviecsveveue 10 ft. 0 in. 
arene WHE DARCY ete Wd ante AE Ne doce dca des naccavT¥agversecaee 26 ft. 0 in 
CECT, SLATER PC as cS 8 ft. 8 in. 
Rte OCA NG alee 20-2 ech Oe eee, avy See ea Gases css one vasdncdesses 160,000 Ib. 
\WHLEGYELSS GTEC cota aos ooo CSS Ree 46 in. 
Tractive effort at 30 per cent. co-efficient.............::ccseseeeeeeeeeees 48,000 Ib. 
‘Lraeitve etlort. at ONe-HOUP TANG acc... .coccecses.cccws oesieusssiccasssss 30,000 lb. 
Practive effort at continuous rating’ ............c.ce.cccossessecceseescsaee 25,000 Ib. 


The motors are of the GE-229-A commutating-pole type, wound 
for 1,200 volts and insulated for 2,400 volts. A forged pinion is 
mounted on each end of the armature shaft and meshes into a corre- 
sponding gear mounted on the wheel hub, providing a gear reduction 
of 4.84 on the freight locomotives and 3.2 on the passenger locomo- 
tives. ‘The motor is designed especially for locomotive service, is 
inclosed, and provided with forced ventilation. Air is circulated over 
the armature and field coils and over and through the commutator, 
through longitudinal holes in the armature core, and thence exhausted 
through openings in the bearing head. The continuous capacity of 
each motor is 190 amperes on 1,200 volts under forced ventilation, 
and the input is 225 amperes on 1,200 volts for the one-hour rating. 
For the double unit the continuous rating is equivalent to an output 
of 2,100 h.p. 

Current is collected by overhead trolleys of the pantograph type. 
They are pneumatically operated, and can be put into service from 
either engineer’s compartment by hand-operated valve. The current 
collector proper consists of a roller made of steel tubing 5 in. outside 
diameter by 24 in. long, instead of the fixed or sliding pan usually 
employed for this purpose with the pantograph trolley. When two 
units are coupled together the trolleys are connected by couplers 
between the two units so that current may be obtained from both 
trolleys or from a single trolley, as may be desired. 

The passenger coaches are to be heated by hot air, the air being 
forced through electrically heated coils by a motor-driven blower, 
2.400-volt current being used for both heating coils and blower 
motor. The current for lighting passenger coaches will be taken 


824 ELECTRIFICATION OF BUTTE, ANACONDA & PACIFIC RAILWAY. 


from the dynamotor in the passenger locomotive at a pressure of 600 
volts. 

The apparatus in each of the two substations consists of two motor- 
generator sets, each consisting of a synchronous motor directly con- 
nected to two 1,200-volt D. C. generators, the latter being connected 
in series to give the 2,400-volt line potential, together with two motor- 
driven exciter sets and the necessary switch board panels and contro] 
apparatus, most of which has been specially designed for this work. 

Within the last few years electric railway engineers and operating 
people have been made to realize that the overhead-contact system is 
as important as, if not more important than, any detail of the system. 
This is on account of the fact that with locomotives and substations 
it is possible to hold units in reserve for emergency use, whereas 
with the overhead-contact system there is no such thing as reserve 
capacity. Furthermore, the contact system, if properly designed and 
built, is a permanent way equal in importance to the track and road 
bed. With the exception of ‘using wood poles for supports, on 
account of the plentiful local supply, it is believed that the B., A. & 
P. railway is about as near permanency in its overhead construction 
as can be expected at the present stage of the art. The authorities 
differ as to the use of a rigid type of construction as compared with 
one which is flexible, though the majority agree that until we can 
construct a perfect track and road bed the flexible overhead-contact 
system is far superior to the rigid type. The engineers of the B., A. 
& P. railway adopted the flexible construction, which is of the catenary 
type, with 0.5-in. Seimens-Martin galvanized strand for messenger 
and 4/0 grooved copper trolley wire for contact member, the trolley 
wire being hung from the messenger by specially designed loop 
hangers which permit absolute freedom in vertical movement of 
trolley wire when subjected to pressure imposed by pantograph 
trolley. It is believed that on the main line, where operating condi- 
tions require relatively high speed, they have the only contact wire 
in this country which can be truly classified as flexible, and which is 
practically free from changes in flexibility, with consequent damage 
to contact wire from current-collecting devices. 

The various yards and sidings included in the electrified section 
contain 300 track switches, calling for a corresponding number of 
overhead special work devices. Heretofore it has been customary to 
make use of grids or other devices, known as deflectors, for insuring 
the safe transition of the current collector from main line to siding or 
the reverse, On this work these devices, which are expensive to 
install and maintain, have been dispensed with and such transition is 


ELECTRIFICATION OF BUTTE, ANACONDA & PACIFIC RAILWAY. 825 


nd 


taken care of by holding the contact wires parallel and in the same 
plane for a certain distance and raising the turn-out wire at the end 
so as to give a gradual approach to level of main line wire and cur- 
rent collector. 

One of the great problems in connection with the overhead-contact 
system has been to take care of the expansion and contraction of 
varidus members due to changes in temperature and the fact that 
copper and steel, with their different temperature coefficients, make 
up the main members of the structure. The B., A. & P. Co. are now 
experimenting with a system of counterweights for maintaining uni- 
form tension in contact wires regardless of temperature changes and 
they promise to prove entirely satisfactory. 

Though as yet only a portion of the entire equipment is in service, 
those concerned feel justified in believing that the performance in 
general of the electrical equipment, including locomotives, substa- 
tions, and overhead, is nothing less than remarkable, in view of the 
fact that practically every detail is all new special design and that the 
operation of the equipment has been in the hands of individuals who 
did not have the advantage of previous training to fit them for the 
work, and they feel assured that when the entire service is taken 
over the results will be equally as satisfactory. 


CO 
bo 
(or) 


COMPRESSED AIR SYSTEM. 


The Compressed Air System of the Anaconda Copper Mining Co., 
Butte, Mont. 
BY BRUNO V. NORDBERG, MILWAUKEE, WIS. 
(Butte Meeting, August, 1913.) 


Tue high cost of coal in Butte and the development of large amounts of 
cheap electric power from the Missouri river caused the Anaconda Copper 
Mining Co. in 1908 to make an investigation as to the possibility of adapt- 
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ing this cheap electric power for the operation of their many large hoist- 
ing plants. At this time electric power had already been adopted for 
practically all other power purposes around the mines, such as pumping, 
compressing air, etc. 

The map (Fig. 1) shows the location of the mines of the Butte mining 
district. These mines are located within a circle of approximately a 1-mile 
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radius. The shafts are all vertical, the maximum depth being 2,000 to 
2,800 ft. at present, but sinking to greater depth is in progress in several 
shafts which are expected, in the future, to reach an ultimate depth of at 
least 3,500 ft. The hoisting is done from a great many levels between 1,000 
ft. and bottom of the mine. 

Every mine has its own dry house, which requires a boiler plant. 

For the purpose of making this investigation it was determined to make 
extensive tests of four representative steam hoists of the district, namely, 
at the Speculator shaft of the North Butte Mining Co., and the Diamond, 
High Ore and Mountain View shafts of the Anaconda company. 

At the Speculator shaft the hoist is a Nordberg, having steam cylinders 
32 and 32 by 72 in. with Corliss valve gear. The drums are smooth, 12 ft. 
in diameter, carrying 1.5-in. round rope in two layers, operated by means 
of clutches. 

At the Diamond shaft the hoist was originally built by tie Risdon Iron 
Works but had been twice rebuilt by the Anaconda Copper Mining Co. 
It had steam cylinders 30 and 30 by 72 in. with Corliss valve gear and 
link motion reverse. It was equipped with reels carrying flat rope 0.5 by 
7 in. 

At the High Ore shaft, the hoist was built by the Union Iron Works. 
The cylinders were 30 and 30 by 72 in. with poppet valves operated by 
wrist plate motion with link reverse. This hoist was also equipped with 
reels carrying flat rope 0.5 by 7 in. 

The Mountain View hoist was a Webster, Camp & Lane with cylinders 
28 and 28 by 72 in., having Corliss valves with link motion reverse. It 
was equipped with reels carrying flat rope 0.5 by 7 in. 

In passing it should be noted that several of the hoisting engines at 
Butte have to be located very close to the shafts, which necessitates reels 
and flat ropes to eliminate an otherwise prohibitive fleeting angle. 

The tests were made by H. W. Dow and B. V. Nordberg, Jr., represent- 
atives of the Nordberg Manufacturing Co. ‘Those directing the tests 
deserve great credit for the persistency with which they worked to get a 
sufficient number of readings to give an accurate record of the hoistings, 
without which it would not have been possible to determine the 
different factors entering into the power problem of the hoisting 
system. ; 

The main object of these tests was to determine the power required 
and the nature of the load. In order to do this it was necessary to deter- 
mine the exact time and duration of every trip, the load hoisted and the 
depth from which it was hoisted in or out of balance, as well as the speed 
conditions during each trip. 

In order to get a record of the hoisting operations, a Karlik tachograph 
was used. This instrument draws a velocity diagram of every trip made 
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by the hoist with the velocity as ordinates and hoisting time as abscissa, 
and gives a 24-hr. record on a paper 8 by 42 in. 

The areas of the different diagrams represent the hoisting depth, but 
as these diagrams are very small and do not give the weight hoisted, it 
was necessary to obtain written logs of the hoisting for periods extending 
over 24 hours. Several such logs were obtained in which were noted the 
exact time of starting and stopping for each trip, the nature of the load 
hoisted or lowered (ore, waste, men, tools, etc.), the depth from which it 
was hoisted, or the distance lowered, and a statement showing if the hoist 
was in or out of balance. In order to prepare such a log the investigators 
had to stand watches of 24 hr. and carefully record every movement of 
the hoist during that time. This they did, so that the tachograph cards, 
which were a check on their vigilance, absolutely correspond with the 
written logs. 

In order to determine accurately the weight of the rock handled per 
skip load, the ore bins at the North Butte mine were thoroughly cleaned 
just before and just after writing a 24-hr. log. All of the ore hoisted dur- 
ing this period was loaded into marked cars and the gross tare and net 
weights obtained from the smelter when unloaded. To determine the 
weight of the men it was found, by repeated trials that eight men, or the 
load per cage, as they would ordinarily fall into line, would average 160 lb. 
each. ‘ 

All the odd material, such as timbers, supplies and poor rock handled 
up or down the shaft, was weighed at the surface. With all these weights, 
supplementing the written log, the shaft horsepower was calculated for 
each of the mines over a 24-hr. period. 

Continuous indicator cards were taken, hoisting from every level, and 
hoisting every different kind of a load in balance and out of balance, and 
note was made on the tachograph card of the trips during which the indi- 
cator cards were taken. 

Crosby continuous indicators were used and provided with electric 
pencil attachment, so that all four indicators worked simultaneously. 
By this means cards were obtained for every revolution made by the hoist 
for every given trip, thus giving a perfect record of the mean effective 
pressure and the resultant indicated horsepower. 

In order to determine accurately the instantaneous revolutions per 
minute of the engine or rope speed corresponding to each individual 
indicator card, a special instrument was constructed. This instru- 
ment carried a continuous sheet of paper 15 in. wide which traveled 
at a perfectly uniform rate of speed, thus measuring time accurately. 
Moving at right angles to the travel of the paper was a pen having a re- 
duced motion taken from the shaft driving the hoist miniature. Thus the 
curves drawn by this instrument had time as abscisse and revolutions 
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of the engine or rope travel as ordinates. In what follows these curves 
will be referred to as ‘‘time distance” curves, or diagrams. 

These curves were constructed on a sufficiently large scale so that veloc- 
ities at any point can be determined by finding the value of the tangent 
to the curve at that point, and after having constructed such a velocity 
diagram, acceleration at any point would be determined by finding the 
value of the tangent to the velocity curve at that point. 

In this paper, the term shaft horsepower means the actual net unbal- 
anced load in pounds multiplied by the distance hoisted or lowered in 
feet, reduced to horsepower and does not include friction of any sort. 

The following figures give a fair idea of the conditions under which the 
large hoisting plants in Butte have to operate: 


Balanced Hoisting. 


Ore hoisted per trip, 5 to 6 tons. 

Hoisting depth average, 1,800 ft. ; | 

Hoisting ore in balance, 31 loads in 35 min. from 1,800 ft. depth, equivalent to 582 
average shaft horsepower for full load of 6 tons. 

Duration of single trip, 51 sec. average. 

Work to be done per single trip, 770 shaft horsepower. , 

The following are the particulars of the loads carried on these hoists: 


Weight Total Normal Ratio 
Kind Rope for | Skip and Dead Load Dead 
of 1,800 ft. Cage, Load, Ore, Load to 
Hoist depth, Ib. lb. Ib. Ore 
lb. Hoisted 
e..)* Dram 4,800 11,000 15,800 10,000 LDS 
Sond vt ene Reel 10,700 11,000 22,700 10,000 PSOR 
High Ore..... Reel 10,700 11,000 22,700 8,000 2.84 
Mountain View Reel 10,700 11,000 22,700 10,000 PPA 


The ‘‘dead loads” are here given for the average hoisting depth which 
is 1,800 ft. It will be noticed that these dead loads are much greater than 
in average hoisting practice. This is largely due to the Butte practice of 
permanently attaching a cage to the skip, the combined weight of which 
is equal or greater than the weight of ore hoisted, while in average hoist- 
ing practice the skip weighs from 60 to 70 per cent. of the ore it contains. 
Then again, when flat ropes are used to go down to 3,000-3,500 ft. depths, 
these ropes become very heavy and increase the dead loads correspond- 
eee ta hoisting practice the dead loads for 10,000 Ib. of ore hoisted 
per trip would be 10,400 lb. if the hoist was carrying strong enough rope 
for an ultimate depth of 3,500 ft. 
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The magnitude of the dead loads in a hoist is an important factor in 
the mechanical efficiency of the hoisting operation, as it influences the 
friction and the dynamic energy that has to be supplied to the hoist in 
getting up to speed and released when retarding the hoist. Ordinarily 
this dynamic energy is lost in form of heat on the brake shoes. 

Occasionally it is required to lift unbalanced loads from various depths. 
In some mines such unbalanced loads come most frequently from the 
bottom of the mine. At North Butte considerable unbalanced hoisting 
was done from 2,200 ft. depth. Hoisting the skip and cages weighing 
11,000 Ib., one-half of the rope, 4,000 lb., and the load of 12,000 lb., or a. 
total of 27,000 lb. from 2,200 ft. gives us: 


27000 X 2200 


= 1800 shaft horsepower 
33000 


the work being performed in one minute. 

At the Mountain View some of these unbalanced loads represented. 
about 2,000 h. p. at the shaft. The ‘average work per day of these hoists. 
ranges from 25 to 110 shaft horsepower, based on the productive work. 

The chart (Fig. 2), in which the effective work performed at the shaft 
is plotted over the dial of a clock, gives a good idea of the continuity of 
hoisting at these mines. The charts show the work done at the Specu- 
lator Shaft Jan. 11 and 12, 1909, and is a good average of the operation 
at the mine. Only the productive work, that is, the work represented by 
the hoisting of ore, is plotted. F 

From the tachograph diagrams and the log, the weight hoisted and 
the depth were determined, also the time during which the work was done. 
Thus, for instance, there were hoisted from 12:00 to 12:45 a. m. 31 loads. 
from 1,800 ft. depth, or 155 tons, representing an average work of: 


155 X 180 
L55 < 1800 = 6200 foot tons per minute = 


376 shaft horsepower during that period. 


The variation in the load during the period under consideration as de- 
termined from continuous indicator diagrams (Fig. 3), time distance. 
curves (Fig. 4) and tachograph cards (Fig. 5) is shown in Fig. 6. 

Frequently unbalanced hoisting was done when one compartment was 
obstructed. Figs. 7, 8 and 9 show tachograph card, power curve and con- 
tinuous indicator diagrams taken March 8, 1909. Following a period of 
hoisting ore in balance from the 1,800 ft. level the station tenders were 
lowered to the 2,200 ft. level and ore hoisted from there out of balance. 

A glance at the diagrams showing the power when hoisting in balance 
from 1,800 ft. depth (Fig. 6) shows that the horsepower fluctuates from 
+2,300 to — 1,600 1. h. p., the average during this period being 630 i. h. p. 
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Fig. 4—Time Distance Curve. 
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Average indicated horsepower per trip = 880. 
Maximum indicated horsepower —2,380. 
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This represents very nearly the average balanced hoisting condition at 
these mines. 

From the diagrams of unbalanced hoisting from 2,200 ft. depth, Fig. 8 
shows that during 34.5 min. the horsepower fluctuates from + 2,700 to 
— 900 h. p., the average during this period being 160 h. p. It has already 
been pointed out that most of the unproductive work is done out of bal- 
ance. Occasionally a load averaging 2,000 i. h. p., with a peak 2,7001. h. p. 
follows right after one averaging 900 1. h. p. 

Much energy was also used in hoisting waste from lower to upper levels 
out of balance. In fact, it was found that although in all the large pro- 
ducers of the Butte mines an auxiliary hoist was installed to relieve the 
main hoist of non-productive work, still the non-productive and unbal- 
anced hoisting performed with the main hoists covered fully as much, or 
’ more energy, than the productive work. That is largely due to the fact 
that most of the unproductive hoisting is done out of balance and that 
the ‘‘dead loads,” i. e., ropes, skips and cages, are usually heavy. Thus, 
the skip and cage attached thereto at the Speculator shaft weighed about 
11,000 lb. while the load in the skip was 10,000 lb. 

The following table gives a good idea of the continuity of hoisting and 
the ratio of productive to non-productive work. The work done is ex- 
pressed in effective horsepower: For 24-hr. run, 


Total W’t hoisted (Ib.) x distance in ft. hoisted 
Total actual time (min.) hoist is in motion x 33,000 


Effective horsepower = 


Effective Horsepower. 


Produc- Non-Productive Ratio Percentage of 

tive or Prod. Work BS 
Hoisting to Non- | doin iti 
; ‘ = £ posit 

Ore Men | Material |Potal Non-lp og Work| “Sant” 


Productive 


Speculator..... 565 433 758 1,191 1:2.12 24.0 
Diamond,...... 706 449 630 1,079 1:31.52 19.6 
High Oren .ee- 456 713 813 1,526 1:3.34 12.5 
Mountain View.| 508 493 631 1,124 1;2.22 21.6 


The power diagrams Figs. 6 and 8 are derived from the continuous in- 
dicator cards by measuring up every individual stroke diagram with a 
planimeter, determining the mean effective pressure, and, by aid of the 
time-depth diagram, ascertaining the time necessary to perform each 
revolution of the engine. From these quantities the indicated work ex- 
pressed in horsepower was calculated for each revolution of the hoist and 
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plotted on time basis in the power diagrams. The diagram (Fig. 6) for 
balanced hoisting shows during the retardation periods a negative per- 
formance, i. e., the engine pistons during these periods did work upon the 
steam. This is the result of the practice in vogue of “plugging” the 
engines. To do this the valve motion is reversed at the commencement 
of the retardation period and the throttles kept partly open. The bypass 
is also kept partly open. The effect is then to retard the motion of the 
-~ pistons with steam from the boilers, which steam escapes to the opposite 
side of the pistons and from there to the atmosphere as the exhaust valve 
is open on that side. The quantity of steam thus escaping and its pressure 
is regulated with the bypass valve. The continuous indicator cards show 
the retarding effect due to this mode of control, which results in the de- 
velopment of a negative work of nearly 1,000 h. p. during part of the re- 
tardation period. It is plain that the steam used when ‘‘plugging”’ is 
absolutely wasted, but as will be shown later on, an improved method of 
“plugging” was devised when these hoists were remodeled, by which the 
greater part of the energy used in retarding the hoists is returned to the 
power system. 

It was found that the mechanical efficiency of these hoists varied greatly 
and that the friction was principally in the shaft guides and head sheaves. 
This was proved by the fact that in all cases the percentage of friction is 
much less when hoisting out of balance with one drum or reel held by the 
brake than when hoisting in balance. Thus we found that when hoisting 
from a depth of 2,200 ft., the friction of the hoisting engine, ropes, sheaves 
and cages, including the windage, was as follows: 


In Balance. Out of Balance. 


Per Cent. Per Cent. 
SPECUIACOL eee des com Sas cites yh ie | 13.0 
Eight rer sew oc wee eat eerce nie me cc 23.0 i753 
WE) eure IVC eee eg = be ie wees stants tue ok 29.0 10.0 


The friction was determined by hoisting a weighed load and taking 
continuous indicator diagrams while the load was hoisted. The friction 
is then the difference between the indicated work and that represented by 
the load hoisted 2,200 ft. The percentages given refer to the indicated 
work. There can be no doubt that the high values of friction found in 
some of the shafts are due to defects in the shafts and it is very probable 
that in some of the cases one compartment was more defective than the 
other. In the Diamond shaft, for instance, the compartment in which 
the unbalanced load was hoisted had free guides, while the cage did not 
run freely in the other one when the load was hoisted in balance. ; It is 
to be regretted that we did not in all cases test out the friction of both 
compartments of the shaft, in which case we would have been able to 
present more complete data on this subject. 
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In one of the shafts we found as high a friction as 40 per cent. of the 
indicated work. This shaft was, however, in bad shape at the time. All 
friction tests conducted on unbalanced hoisting gave consistent results, 
the lowest friction being obtained ‘when hoisting at a low speed. The 
friction seemed to increase very considerably with the speed, which in- 
dicates that the effect of windage is greater than has been generally as- 
sumed. There are very few data available on friction of a mine hoist. 
Had we suspected, at the time we made our tests, what the results were 
to be we would have investigated the subject more fully. It is plain, 
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from the results obtained when hoisting out of balance, that the friction 
of the engine proper is a very small quantity, probably less than 6 per 
cent. in any of the engines tested. 

Fig. 10 shows a rope speed curve when hoisting in balance from the 
1,800 ft. level with a drum hoist. The load is hoisted in 50 sec. at an aver- 
age rate of about 36 ft. per second, the maximum speed reaching about 
52 ft. per second. The initial acceleration is about 8 ft. per second and 
the retardation about 5.6 ft. per second. 

Fig. 11 shows the rope speed curve of the reel hoist at Diamond mine 
lifting the load in balance from the 1,800 ft. level. The load is here hoisted 
in 48 sec., so that the average speed is practically the same as in case of 
the drum hoist, but as the acceleration and retardation here average 
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only about 2.5 ft. per second, the maximum speed reaches as high a value 
as 72 ft. per second. The rope speed curve is here made up of the accel- 
eration and retardation curves, meeting at the point of maximum velocity. 
This seems to be the characteristic of most flat rope hoists. 

The foregoing shows that the hoisting is periodical in all these mines 
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Fic. 11.—Ve.ocity Curve. Batancep HOoIsTING FROM THE 1,800-rr. LEVEL OF THE 
Dramonp Minz; 30-30 By 72 Reev Horst. 


and done at a high rate of speed with high acceleration of the loads, the 
masses to be accelerated being excessively large. 

The average of the work performed by the auxiliary hoists was in most 
cases found to be negative, i. e., the work done in lowering materia! into 
the mine exceeded that done in hoisting out of the mine. Thus, the pos- 
itive work done in hoisting with the auxiliary at the Speculator mine was 
found to be 995,000,000 ft.-lb., while that done in lowering men, timber, 
tools, etc., was 1,073,000,000 ft.-lb. per twenty-four hours, making a total 
of minus 78,000,000 foot pounds per twenty-four hours. 

In several mines, where large quantities of waste rock are lowered from 
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the surface down into the mine, the negative work performed is of such 
magnitude that if it could be recovered and the energy stored, a consider- 
able saving would be the result. We shall show further on how this was 
accomplished. 

- Accurate records are available showing the work done and energy used 
by the steam hoists at the largest producing mines at Butte. It would 
take up too much space to exhibit these records in their complete form. 
The examples given above will, however, give a good idea of the magni- 
tude and nature of the load to be handled by the Butte hoists. 

When, in 1909, it was decided to operate these hoists by power, trans- 
mitted electrically to Butte, the question was discussed as to how much 
these existing hoisting conditions could be modified and improved. Any 
system of dispatching whereby the starting of two or more hoists simul- 
taneously could be prevented was objectionable from a mining point of 
view. The periods of heavy hoisting, with corresponding periods of light 
or no hoisting, as illustrated by Fig. 2, could not be materially changed 
without seriously interfering with the underground operations. 

It was then planned to regulate the hoisting so that these heavy periods 
would not coincide at all the mines as they did at that time. Up to the 
present time, however, this condition has not been changed materially. 

Furthermore, the mining company desired the hoists not only to operate 
under the conditions already outlined for the steam hoists, but to possess 
considerable flexibility to allow for greater hoisting depths in the future 
and also for greater rates of production. After consideration of all these 
facts the Anaconda Copper Mining Company decided not to attempt to 
employ any method of operating the hoist by the application of electricity 
directly to them but to adopt the compressed air system of hoisting de- 
signed by the writer. 

The power system for operating the hoists of the Anaconda Copper 
Mining Company mines comprises: 

(a) An electrically operated air compressing plant in which air is com- 
pressed to 90-lb. pressure. 

(b) The electric current is generated by water power located at a dis- 
tance of 150 miles from Butte. In order that a maximum amount of 
energy can be transmitted through such long transmission line it is im- 
portant that the work is perfectly equalized and all peaks in the load 
eliminated. This requires an air storage of great capacity and one in 
which the stored energy can be held without loss for extended periods.. 

(c) Air reheating plants at the different shafts. 

(d) The hoisting engines were provided with new cylinders designed 
for economical use of the compressed air. The old and wasteful auxiliary 
hoists were replaced with new ones, specially designed for compressed air. 

The air storage plant was connected with the rock drill system so that 
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during the idle periods when little or no air was used by the hoists, the 
air could be turned into the rock drill system. 

At present upward of 25 per cent. of the total capacity of the com- 
pressor station is sent into the mine. This not only helps out the mine 
system but provides a high load factor for the compressor station. 


Description of the Plant. 


*The 100,000-volt substation at Butte is located near the center of 
the district in which the power is distributed. The substation building 
is 150 ft. by 50 ft. in plan and 50 ft. high. It is a brick-walled, steel-framed 
structure with concrete floors and roof. 

There are installed at present two banks of single-phase transformers, 
rated at 3,600 kw. per bank and two banks rated at 7 ,200 kw. per bank, con- 
nected in delta on both high and low tension sides. They step the voltage 
down from 102,000 to 2,500, at which voltage it is distributed to customers. 
The transformers are installed in fireproof compartments, entirely shut 
off from the rest of the building by brick walls and opening only out of 
doors. The transformers are mounted on wheels and can readily be run 
out on to a flatcar which stands on a track running parallel with the 
building in front of the row of transformer compartments. This arrange- 
ment furnished a convenient method of handling the transformers, both 
at the time of installation and afterwards, in case it is necessary to make 
repairs. 

On the gallery above the transformer compartments are located the 
electrolytic lightning arresters. On the gallery opposite are the 100,000- 
volt line switches. Possibly the most unique feature of the electrical lay- 
out is the 100,000-volt bus construction. For flexibility in switching, 
duplicate busses are provided. The busses themselves are made of 1.5-in. 
iron pipe suspended by standard line insulators from the roof trusses of 
the building. The three conductors of each three-phase bus are suspended 
one above another, each being supported by the next one above. ‘The 
connections to the lines are also of iron pipe, making the bus structure as 
a whole quite rigid and well adapted to the use of suspension insulators. 

The switchboard is in two sections, one section operating all line and 
transformer switches, which are remote controlled; the other section 
taking care of the 2,500-volt feeders, which are controlled by hand-oper- 
ated automatic switches. 

All electrical apparatus in the substation was supplied by the General 
Electric Co. 

The load supplied in Butte is confined entirely to the mines, the power 
being used chiefly for the operation of motor-driven air compressors and 


electrically driven pumps. 
*Substation—reprinted from an article by Max Hebgen in the “General Electric Review.” 
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The load is very nearly uniform for twenty-four hours each day through- 
out the year. The load factor is, in fact, close to 90 per cent. 


Description of Compressor Station. 


In the compressor house which is located close to the substation there’ 
are installed six Nordberg two-stage compressors, three of which are 
fitted with variable capacity valve gear for automatically varying the 
capacity, while the other three run at a fixed capacity. The compressors 
are directly connected to Westinghouse synchronous motors and each 
compressor runs at a speed of 76 rev. per min. Fig. 12 shows an interior 
view of the compressor house. The cylinder dimensions of all compres- 
sors are 30 and 50 by 48 in. Thepistons of these compressors are supported 
outside the cylinders, on crossheads running in oiled guides, the piston 
rods being very large in diameter so as to insure minimum deflection. 
Only the packing rings touch the cylinder walls. The variable capacity 
compressors have Corliss inlet valves and automatic discharge valves, 
the capacity being regulated by the closure of the inlet valves at differ- 
ent points of the stroke by means of a releasing mechanism under con- 
trol of a pressure regulator. The constant capacity compressors are fitted 
with positively operated Corliss valves for inlet and discharge. These 
compressors show a high efficiency. A set of indicator cards from these 
compressors is shown in Fig. 13. The capacity of the compressors is at 
76 rev. per min.—7,650 cu. ft. of free air per minute. The atmospheric 
pressure at the power plant is 12 lb. absolute and the normal air pressure 
90 lb. gauge, or the same as used on the rock drill system, but when cards 
(Fig. 13) were taken the discharge pressure was 98.2. The indicated work 
is 1,099 h. p., while the theoretical work of perfect two-stage compression 
with perfect intercooling and no pressure losses is 1,045 h. p. referred to 
the actual air compressed. 

As the starting of these compressors, if done by the electrie motor in 
the ordinary way, would throw peaks of considerable magnitude upon the 
electric system, a new method of starting was adopted whereby such 
peaks are entirely avoided. The valve motion of the compressors was 
fitted with a reversing gear whereby the valves, for the purpose of start- 
ing, are so adjusted as to turn the machine into an air motor. In the 
Butte power system there is always a large volume of air stored and main- 
tained under 90 lb. pressure. The compressors are thus started and brought 
up to speed by the energy in the stored air. When up to speed and in 
synchronism with the generators 150 miles away and with other compress- 
ors running, the electric current is switched on and valve motion reversed. 
The machine immediately starts to compress air. Thus, when starting 
no electricity is used and when the air compression begins with the com- 
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pressor up to speed and in synchronism, the power is only the normal 
power necessary for the compression. This starting gear works very sat- 
isfactorily. At the end of April and beginning of May, 1912, Butte was 
visited by several severe electric storms which caused interruption in 
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the operations of the compressors several times. At that time there were 
four compressors installed, three running and one in reserve. On 
May 2, 1912, during a particularly severe storm, all three compressors 
were stopped by lightning. The shutdown was not of long enough dura- | 
tion to interrupt the hoisting, and the time required to start the three 
compressors was less than four minutes from the moment when the first 
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compressor started until all three were in step, reversed and compressing 
air into the system. 

The compressors are connected to a number of large air receivers and 
these to the distributing main in a manner as shown in Fig. 17, from which 
can be seen that any of the receivers can be shut off from the system for 
inspection or repairs, there being a valve on each side of the receiver for 
that purpose. Figs. 14 and 15 show respectively the variable and the 
constant capacity compressors. 


Air Storage. 


In order to equalize the load on the compressor station, it was neces- 
sary to provide for two kinds of peak loads on the hoists, first—the peak 
due to the acceleration of any hoist. These peaks are very large but 
last for a few seconds only. To take care of this condition, storage re- 
ceivers of sufficient capacity to liberate sufficient air for the acceleration 
of the hoist without excessive pressure drop were installed at each hoist. 
The highest rate of air consumption at the large hoists is at the rateof about 
60 cu. ft. of compressed air per second for 5 sec. This condition deter- 
mines the air receiver capacity necessary, each requiring four receivers 
of 2,100 cu. ft. volume. It will be readily understood that as the pipe lines 
from the compressors to the different hoists on the system are of con- 
siderable length that the capacity of the pipe lines are of little value as 
storage reservoirs unless accompanied by a prohibitive pressure drop. 
The installation of the above receivers therefore allows the pipe lines 
to be designed for average flow. 

The amount of energy that can be stored in the receivers or expansion 
tanks is, however, limited. Calling the volume of compressed air supplied 
to each receiver during any given length of time v, the volume drawn from 
the receiver by the hoist during the same time 1, and the volume of the re- 
ceiver V gives us 


if r is the ratio of the final to the initial pressure in the receiver during the 
same time. 
During the acceleration period when the maximum rate of air con- 
sumption may reach 60 cu. ft. per second for 5 sec. 5X60 =300 cu. ft. 
for 5 sec., we get, if air is supplied to the receiver at the rate of 15 ft. per 
second, under which condition there is no appreciable drop of pressure in 


the pipe line: 
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V =42100 =8400 cu. ft. v=5X15=75 cu. ft. ; =300 cu. tte 
v3—v = 275. 


8400 
aes aided cai hy, 
r= 840070041275 8075 


so that, if the initial pressure in receiver is 90+12=102 Ib. absolute, 
the final pressure will be 1020.97 =99 Ib., or the pressure drop 3 lb. 
As the air in the pipe line is accelerated during the acceleration period 
of the hoist, and therefore attains a higher rate of speed than 15 ft. per 
second, the pressure drop during the period will actually be less than 
3 lb. The pipe lines are made of such diameter that they will allow a flow 
of 2,700 cu. ft. of compressed air per minute or 45 cu. ft. per second with 
a pressure drop of 5 lb. The heaviest unbalanced loads call for an air 
consumption of 40 cu. ft. per second and as they are hoisted in one minute 
of time, 2,400 cu. ft. of compressed air will during that time flow into 
the hoist cylinders. 

The pressure drop will, therefore, be less than 5 lb. as less air is taken 
out of the receiver than can be supplied to it from the pipe line with 
5 lb. drop. 

Each of the large hoists is fitted with four storage receivers aggre- 
gating 8,400 cu. ft. capacity and there are similar receivers installed at 
the compressor plant. As all these receivers are connected by the pipe 
lines they will act together in case of any heavy demand of air, no matter 
if this air is demanded at one hoist or at several hoists simultaneously. 
In order to show in how far remote these receivers can equalize the de- 
mand for power if heavy hoisting is going on simultaneously in several 
mines, we will assume that in three of the largest producers hoisting is in 
progress from 1,800 ft. depths and that in each 36 loads are raised in 36 
min. This is a condition that actually exists and must be met, and each 
trip requires 1,012 cu. ft. compressed air. Three compressors are running, 
each supplying 880 cu. ft. compressed air per minute, or 2,640 cu. ft. per 
minute for the three. 

There are at the different mines connected to the system 40 air re- 
ceivers and on the compressors 12 receivers, or a total of 52 receivers, 

each of 2,100 cu. ft., so that the aggregate receiver volume will be 52X 
2,100 =109,200 cu. ft. We have thus: 

v =2640X36 =95040 

v1 10123 X36 = 109296 


V =109200 
bets chutes 
V+(v—) 
Vv, U— = 14256 
_ 109200 _ 


"123456 — 
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At the end of the 36-min. period there is thus a pressure on the system 
of 102 X0.886 =90 lb. absolute. The air pressure has then dropped 12 Ib. 
during that time. From the above can be seen that air receivers placed 
in the pipe line are not very effective when it is required to store much 
energy. Such receivers can liberate only a limited volume of air = 


1 : 
v(- — 1) depending on the drop of pressure. ,In the foregoing example 


~ the receiver volume was 109,200 cu. ft., with a 12-Ib. drop and 90 Ib. initial 
gauge pressure the volume of air liberated is 


1 
=V (—_-1) =v .118—1) =V x0. 
Greer x (1.113—1) =V x0.113 


or only a little over 11 per cent. of the receiver volume. 

In this respect the action of such air receivers (expansion tanks) is 
identical with that of a flywheel in an Ilgner transformer. In both cases 
only part of the stored energy can be liberated. There is, however, no 
loss incurred when storing energy in the form of compressed air if the 
receiver is tight, while in case of a fast running flywheel considerable 
power has to be consumed to overcome friction and windage, which power 
is absolutely lost. The action of the flywheel in this respect is similar 
to that of a leaky air receiver from which there is a constant leakage 
of such magnitude that, if filled with air, the air would in a few minutes 
be lost. An illustrative example of this will be given further on. 

The foregoing shows how the instantaneous peaks, due to acceleration 
of hoists, were taken care of, but in addition to these instantaneous peaks 
there were longer peaks due to rapid periods of hoisting as illustrated 
by Fig. 2. 

In order to get an idea of what peaks would arise from such conditions 
the writer estimated that if all the mines of the Butte district were con- 
nected to the power system and operated with compressed air, and if the 
operation could be so regulated that the periods of high air consumption 
would not overlap each other at the different mines, the resultant air con- 
sumption would be as per diagram Fig 16. This diagram is based upon 
investigation at different mines in the year 1909 and includes 27 hoisting 
engines of various sizes and capacities. According to this chart the highest 
rate of air consumption would be 37,200 cu. ft. free air per minute, and 
the average, 27,660 cu. ft. 

1 It can be seen from this chart that there are 10 peaks in the air consumption curve. 
above the average and 10depressions. The different peaks and depressions are in reality; 
the average of a great number of peaks and depressions of very great magnitude, result- 
ing from the simultaneous acceleration of several hoists and simultaneous periods of 
short duration during which the air consumption 1s very low. Some of these peaks 


fi as high as 100,000 cu. ft. of free air per minute during a few seconds of time. 
Bech inte pousenmphind, as have been stated before, are taken care of by the expansion 


tanks. 
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This chart can be considered to represent the most favorable distri- 
bution of the work with minimum peaks in the air consumption. The 
largest peak (X) in the diagram represents a volume of 44,000 cu. ft. of air 


Fic. 18.—Hyprostatic TANK. 


Fic, 19.—Hyprosratic Arr Recervers. 


at 90 Ib. pressure and gives the measure of the minimum storage capacity 


required in order to equalize the load on the system. The energy repre- 
sented by this peak is about 1,060,000,000 foot pounds, 
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To provide for this peak of 44,000 cu. ft. capacity with expansion tanks 
would mean that with a ae drop of 10 per cent. (vy =0.9) we would 


then have (v;—v) =44,000 =V( + 1) =0.1V or V =440,000. Such a 


storage receiver would be prohibitively large. 

If, therefore, a uniform load on the electric motors operating the hoist- 
ing engines is aimed at, most of the energy used must necessarily be stored _. 
energy; hence, the storage device must not only have great capacity, but. 
must also retain the stored energy without loss. A body of water located 
at a certain elevation above a suitable motor would be an ideal device for 
storing power. The whole potential energy of it would be available for 
generating power, and as long as the reservoir and its connections are 
tight, the energy can be kept in storage for an indefinite period of time. 

The hydrostatic storage plant forming part of the Butte power system 
consists of a number of air receivers connected so the whole forms a re- 
ceiver of about 66,000 cu. ft. capacity. Some 210 feet above these re- 
ceivers there is an open water tank 100 ft. in diameter. A pipe leads 
from the bottom of this tank to the bottom of the air receivers. Air from 
the compressor plant is piped to the top of these air receivers. Fig. 20 is 
a general drawing of this plant. Water is run into the elevated tank until 
the lower tanks and the rising main are filled up to the bottom of the 
elevated tank. When air is compressed into the lower tanks it drives. 
the water out, and when 66,000 cu. ft. of compressed air have been pumped 
into these tanks the water is out and nearly fills the upper tank. A long 
return bend is formed in the water pipe, which bend runs down hill for 
a considerable distance, so that, if the water is driven out of the air re- 
ceivers, the air pressure will have to rise very materially before it can 
force the water out around the bend and before air could enter the water 
pipe and blow out into the upper tank. 

Fig. 18 shows the open tank on top of hill with the substation and com- 
pressor house in the background, and Fig. 19 vou the hydrostatic re- 
ceivers at foot of the hill. 

The diagram in Fig. 21 illustrates the Soe of this storage system. 
When the air receivers are full of air and all the water is in the upper tank 
we have stored up 66,000 cu. ft. of water under a head of 210 ft. The 
potential energy of this water is 865,141,200 foot pounds and is represented 
in the diagram by the shaded area A. In addition to this there is available 
for power the expansion force of air at 90 lb. pressure represented by the 
shaded area B in the diagram, the potential energy of which is 730,179,000 
foot pounds. We have thus in this plant a total capacity of storage of 
1,595,320,200 foot pounds. 

It may be of interest to compare the capacity of this storage plant with 
other devices used for the same purpose. Thus we have shown that air 
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receivers placed on the compressed air pipe line system and liberating 
energy by drop of pressure, will with 12 per cent. drop in pressure liber- 
ate about 11 per cent. of the volume of air contained in such receivers. 
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Fic. 21.—D1acram SHowina Hyprostatic System. 


In order, therefore, to liberate 66,000 cu. ft. of air, the receivers should 


have a volume of 


Salat or 600,000 cu. ft. 
0.11 


The flywheel transformers used at the Matthias Stinnes Mines at 
Essen, in Germany, and which are among the largest built so far, have 
‘two flywheeels weighing 44 tons each and running at a rim velocity of 
about 17,000 ft. per minute maximum. In delivering power the speed is 
allowed to drop about 18 per cent. The maximum speed is about 284 ft. 
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per second. The radius of gyration of these wheels is about 0.8 of the 
radius of outside of rim, so that the masses of the wheels act with a max- 
imum velocity of 0.8284 = 227 ft. The energy of the revolving wheel 
at full speed is thus: : 
2 < 88000 
2 X 32.17 


A drop of speed of 18 per cent. brings the minimum velocity at radius 
of gyration down to 0.82 X 227 = about 186 ft. per second. The poten- 
tial energy in the wheel at that speed is thus: 


288000 5 : 
aX 32.17 x 186° = 94,000,000 ft. lb. approximately. 
The available energy stored is thus 140,000,000 — 94,000,000 = 46,000,000 
foot pounds. The statement was made to the writer at the mines that it 
required over 300 h. p. to keep up the full speed on this apparatus when 
running idle, 240 h. p. would then be a safe estimate of the average power 
if the speed drops 18 per cent. 

240 h. p. is 240 33,000 =7,920,000 foot pounds per min., dissipated 
energy, so that the whole amount of stored energy would be lost in 


46000000 
7920000 


George McCulloch, in his book on winding engines, states that the 
Ilgner transformer at the Deutscher Kaiser Mine requires 95 kw. to run 
idle. This transformer is said to have a 46-ton wheel running 370 rev. per 
min. The rim speed is not given but it is stated that the maximum kinetie 
energy of the wheel is 81,600,000 foot pounds. The power required and the 
energy of the wheel are nearly in proportion to that given above for the 
larger transformer at the Matthias Stinnes Mines. In that case it was 
found that about one-third of the total maximum energy could be liberated. 
Let us assume that in case of the transformer wheel at the Deutscher Kaiser 
we also can liberate one-third of the maximum energy or about 28,000,000 
foot pounds of work. The power to keep up the full speed was in this case 
95 kw. or an average of 77 kw. if this speed drops 18 per cent. 


= 77 X 44,240 = 3,400,000 foot pounds per min. 
: : 28000000 

The stored energy is thus dissipated in —————— = ga 5 mi 
¢ p 3400000 about 8.25 min. 
A compressed air storage of any type is not subject to leaks of such 
magnitude and is therefore better adapted to the conditions of hoisting 
as they exist in most ore mines where the work is irregular and the load | 
factor very low. The storage system used in Butte is no doubt the best 
as the whole energy stored can be drawn upon. At Butte the air receivers 


< 227? = 140,000,000 ft. Ib. approximately. 


= 5.8 minutes. 
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forming part of this storage had to be made of steel. In many localities 
the air receiver can be built into the country rock and in that case even 
a much larger volume of air can be stored than in the plant described 
above. Mr. MacNaughton is now constructing an underground air 
storage receiver at the Calumet & Hecla Mine which will have a volume 
of 252,000 cu. ft. It will be nearly four times as large as the Butte air 
storage plant. With a 10 per cent. drop of préssure (r. = 0.9) , Such re- 
_-ceiver will liberate 252,000 X 0.1 = 25,200 cu. ft. of compressed air. 
It will be the largest air storage receiver thus far built in the world. 

A test was made two years ago to determine the efficiency of the Butte 
air storage system. The storage system was filled with air and the com- 
pressor stopped. The Mountain View hoist was then run for an hour 
with stored energy, hoisting regular loads of 5 tons in balance. 21 skips 
were hoisted from a depth of 1,870 ft. and 16 skips from 1,570 ft. depths. 
The drop of the water level in the 100 ft. tank was then measured. Then 
the compressor was started and the air drawn from the system during 
the run, which was of one hour’s duration, was restored. 

The electrical input to compressor for restoring the air was ascertained. 
Indicator cards were taken during the run, which showed a very low 
mechanical efficiency of the combined engine and hoisting gear, due to 
the fact that the Mountain View shaft was crooked, causing binding of 
the skips. The mechanical efficiency was here only 69 per cent. when 
hoisting from 1,870 ft. and 57 per cent. hoisting from 1,570 ft. depths. 

The result of the test was that 327 h. p. at this shaft required an elec- 
trical input to the motor of compressor of 836 kw. or 2.56 kw. per shaft 
h. p. Correcting this for the excess friction of the Mountain View shaft 
over that found by test at the High Ore and Speculator shafts, in both 
of which the mechanical efficiency of the hoisting engines and skips was 
about 80 per cent., we get an input of 2.04 kw. per shaft h. p. = 36.5 per cent. 

This test was made with very moderate heating of the air (air tem- 
perature 258°) and the retardation at the end of each run was done by 
“lugging” the engine in the old way and not by compressing air back 
to the system. Had air temperature been 370° the efficiency would have 
been 42.2 per cent. 


The Air Heaters. 


The air reheaters on this power system are of an indirect type, in which 
steam of 200 Ib. pressure is used as the heating medium. In nearly all 
of the mines there is a steam heating plant for the dry house. The small 
boiler that furnishes steam for the air heater is placed in the boiler house 
with the boiler for the dry house and one fireman can take care of both. 
In most cases the air heater is located at a higher elevation than the boiler 
house so that the water of condensation from the air heater runs by 
gravity back to the boiler as soon as it is formed. 
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Fie. 22.—Derarm, or Arr Heater, 
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Fig. 22 shows a section of the air reheater, and Fig. 23 the manner 
in which it is connected to the boiler. The heater consists of an outer 
vertical cylinder in which are placed three cylindrical shells closed at the 
ends by tube heads. A number of tubes are expanded into these tube 
heads, which tubes run through the shells. The three (3) inner shells 
are mounted one above the other, the lowest one resting on a ledge formed 
in the outer cylinder. The air enters at the bottom, passes through the 

-tubes of the inner shells and sweeps over the outer surface of the upper 


Fic. 23.—System For ResEaTiInG AIR. 


one of these inner shells before it passes out of the heater. The inner 
shell is filled with steam of 200 lb. pressure which surrounds the tubes. 
The steam enters the upper one of the inner shells near its top. Balancing 
pipes are fitted between the bottom of the upper and top of the middle 
shell, and between bottom of this and top of lower shell. The water 
formed by condensation leaves the lower shell at the bottom. It has 
been found that the water of condensation is a very efficient medium 
for transmitting heat to air, in fact, more efficient than the steam. It 
is, therefore, important to regulate the water level so that the temperature 
of the outgoing water is a minimum. For this purpose the heaters are 
provided with a water column inside of which is a vertical pipe con- 
nected to the water discharge on the lower inner shell of the heater. There 
are several openings at different heights in the vertical pipe, perforating 
its walls and provided with stop valves so that any of these openings 
ean be closed. At the lowest point of the outer pipe, or water column, 
is the discharge nozzle which is piped to the boiler. By closing the dis- 
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charge holes in the inner pipe in succession, beginning with the lowest 
one, the water level in the inner heater shells can be elevated to the de- 
sired point. 


The Hoisting Engines. 


ix 


The largest. producing mines in the Butte district are the following: 


Mountain View West Stuart 
High Ore Pennsylvania 
Diamond Tramway 
Original Leonard 


Of these the Mountain View, High Ore and Diamond use flat ropes 
and reels; the others use 12 ft. drums with 114-in. round ropes. The power — 
requirements of the different mines of this group are very nearly iden- . 
tical. As these engines were in good condition, and of ample strength 
in all parts, the only change necessary for adapting them to the econom- 
icel use of compressed air was in the cylinder construction and the oper- 
ating gear. 

At each of these mines and also in other mines operated by the Ana- 
conda Copper Mining Co. there were auxiliary hoists, several of which 
did more lowering than hoisting. These smaller hoists were discarded 
and replaced with new ones so designed that the downgoing load com- 
presses air and returns it to the storage plant. 12 new hoists with cylin- 
ders 28 in. by 48 in. and 6 ft. drums were built, four of which were 
provided with double clutched drums. All these hoists have a winding 
capacity of 3,500 ft. 

Figs. 24 and 25 show one of the new air cylinders fitted to the main 
hoists. Nine sets of such cylinders were made, all being 34 in. diam. 
by 72 in. stroke. Fig. 26 gives a view of the single drum auxiliary hoists, 
and Fig. 27 gives a view of the double drum auxiliary hoist. .These views 
were taken at the works of the Nordberg Mfg. Co., where the machinery 
was built. 

I think that this machinery is the first attempt to build large air motors 
designed to use compressed air, so as to approach the efficiencies that. 
theoretically should result when air is compressed, heated and expanded. 
Theoretically one cubic foot of free air at the atmospheric pressure at 
Butte requires 4,356 foot pounds of energy for compression to 102 lb. 
absolute, or 90 lb. gauge pressure if the work was done in a perfect 2-stage 
compressor. The total mean effective pressure of this process is 30,248 
lb. per sq. in. The temperature of air discharged from this compressor 
is 250° F. if the initial temperature is 60° F. 

A perfect two-stage compressor is one without clearance and without 
pressure losses. The air is cooled to the initial temperature (say 60° F.) 
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before entering high-pressure cylinder. The cylinders are so propor- 
tioned that one-half of the work is done in each. 

If the heat of compression is lost so that the temperature of the com- 
pressed air drops back to the initial temperature of 60° and the air be 
expanded without taking up heat in a cylinder to atmospheric pressure, a 
work of 2768.5 foot pounds is performed. The efficiency of the process 
is, therefore, 63.5 per cent. 

By heating the air before expansion and thereby increasing its volume, 


the air can be made to perform more work and the efficiency will be in- 


Fre. 24.—CytinperR For Arr Hoist. 


creased. If the air was heated to 355° F. it would perform 4,356 foot 
pounds of work or just as much as was required for its compression. 
The efficiency would then be 100 per cent. 8 

To obtain 100 per cent. efficiency under above conditions would cost 
0.053 c. per h. p. per hour if the fuel (coal) was worth $4 per ton, contain- 
ing 12,500 B.t.u. per pound and the efficiency of the air heater was 60 
per cent. 

If the assumed quantity of air (1 cu. ft. at atmospheric pressure and 
60° F.) after compression was expanded in a two-stage motor with cylin- 
ders displacing the same volume of air per unit of time, as the compressor, 
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the work done in such a motor would be exactly the same as that required 
to compress the air, if the air entered both cylinders of the motor with a 
temperature of 250° F. The motor would therefore require an interheater 
between high and low pressure cylinders and a preheater if the heat of 
compression was lost. By such a process 100 per cent. efficiency is obtained 
with only 250° air temperature and at an expense of 0.068 c. per h. p. 
per hour. 

In the above it is assumed that there is no loss of pressure between the 
compressor and the motor. Should there be a drop of 15 Ib. between the 
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discharge pressure of the compressor and the initial pressure on the motor, 
we would, in case of a two-stage motor, have to heat the air before enter- 
ing the high pressure cylinder to a temperature of 263.4° F. and to 289° F. 
before entering the low-pressure cylinder. The air will then be exhausted at 
a temperature of 94.9° from the low-pressure cylinder, which is 34.9° higher 
than the initial temperature of compression. The cost of reheating in 
this case will be 0.077 c. per h. p. per hour if the efficiencies and fuel 
cost and quality are as assumed above. 

The air pressure in a power system at a mine is for practical reasons 
determined by that used on the rock drills. At Butte this pressure is 
90 lb. From the above it follows that by reheating the air, the largest 
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possible gain in efficiency is 36.5 per cent. and it will be noticed that the 
expense in fuel for gaining this efficiency is quite a small item. 

In order to obtain maximum efficiency on the air-operated engines 
there must be no drop of pressure between the compressor and the engine, 
the engine must have no clearance, the air must always be expanded to 
the atmospheric pressure and the cut-off should, be abrupt so there is no 
wire drawing. 

The pressure drop can, with proper pipe lines, and receivers such as are 
used in the Butte plant, be kept inside of 10 per cent. of the initial pres- 
sure. 

The clearance in an air motor, the piston speed of which runs up to 
nearly 1,000 ft. per minute, as is the case with the long stroke hoists at 
Butte, will of necessity be large, as such engines require large valve ports, 
much larger than a steam engine at the same speed, for the reason that 
the compressed air has a greater density than steam of the same pressure. 
If, however, the exhaust valves are made to close early enough during the 
return stroke of the piston to compress air to a pressure equal to that at 
the admission, then the effect on the efficiency of the clearance space, no 
matter how large it may be, is entirely eliminated. In a hoisting engine the 
compression would make it impossible to maneuver at slow speed. To 
overcome this the Butte hoists have a valve gear so designed as to auto- 
matically adjust the closure of the exhaust valves to compress to initial 
pressure as soon as the engine has attained a high enough speed to safely 
carry such compression, and to automatically remove the compression 
when the engine drops below this speed. We have, therefore, in the Butte 
hoists no clearance loss except when running at slow speed. The clearance 
loss, if present, would result in a reduction of efficiency of about 25 per 
cent. 

If the load on an air motor and the air pressure was absolutely constant, 
then the cylinder dimensions could be so proportioned that the cut-off 
takes place at the exact point expanding from which the terminal pressure 
coincides with that of the atmosphere. In a cylinder without clearance 
this point of cut-off would be about 22 per cent. of the stroke if the abso- 
lute pressure of the atmosphere is 12 Ib. and the air pressure 90 lb. above 
the atmosphere. In a cylinder with clearance the cut-off takes place 
earlier in the stroke to fulfill this condition. At any other point of cut- 
off there is a loss of efficiency. A later cut-off than 22 per cent. produces 
incomplete expansion. In this case the air is exhausted from the cylinder 
at a pressure higher than that of the atmosphere, causing a waste of energy 
which, if the cylinder were allowed to take air at full stroke, reaches a 
maximum of about 50 per cent. of the total energy in the compressed air. 
If the cut-off is earlier than 22 per cent., the air will expand below the 
atmosphere, producing ‘‘loops” in the indicator cards. Such “loops” 
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are areas of negative work and as air expands adiabatically, the pressure 
during expansion dropping at a much greater rate than the volume swept 
by the piston increases, these areas of negative work become very much 
larger than in case of a steam engine. 

In the air hoists at Butte the formation of such loops in the indicator 
cards is prevented by admitting atmospheric air into the cylinder as soon 
as the pressure of the expanded air reaches the atmospheric pressure. At 
all points of cut-off that are not so late as to produce incomplete expansion, 
the air is thus used at best efficiency. 

The loss due to incomplete expansion is one that in a hoisting engine 
can be minimized only by increasing the volumes of the cylinders. It can- 
not be entirely eliminated. 

In starting a hoisting engine from a state of rest, it is of great impor- 
tance that the admission valves close as late as practicable in order that 
the engine may start readily from any position. If these valves close at 
0.9 of the stroke, there is one position of the cranks in the ordinary quarter 
crank engine where only one of the two cylinders can take steam, and in 
that position the angle between the crank center and that of the connect- 
ing rod is such that only about 0.65 of the crank radius is active. The 
available starting torque is thus the pressure on one piston multiplied 
by 0.65 of the crank arm. The active crank arm decreases rapidly with 
shorter cut-off. 

This condition is much improved in the 4cylinder design of hoist such 
as built by the Nordberg Mfg. Co. for Tamarack, Calumet & Arizona 
and Tuolumne mines. In that type there are in the most disadvantageous 
erank position three cylinders out of four available for starting and a 
shorter initial cut-off can be used without affecting the ease of man- 
euvering. 

The acceleration of the hoist also requires late admission; in fact, in 
any type of hoist air at nearly full stroke will have to be used during sev- 
eral revolutions of the engine. The hoisting of men is preferably done 
with the engine throttled and without cut-off. The loss in efficiency due 
to incomplete expansion is the most serious loss in an air-operated hoist. 
If there was a way to eliminate it, the work performed per unit of weight 
of air used by the engine would be very nearly the same as required to 
compress the same quantity of air if the heat of compression is restored 
by reheating, which, as has been stated above, can be done at a very 
small expense. 

By the use of a two-stage motor the losses from incomplete expansion 
can be very much reduced. At a maximum filling of the cylinders of 
0.9 of the stroke the loss from incomplete expansion is about one-half of 
what it would be in a single-stage motor or about 25 per cent. of the energy 
in the air entering high-pressure cylinder if the initial air temperatures in 
high and low pressure cylinders are equal. 
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Such a two-stage motor with two high and two low pressure cylinders: 
should preferably be so designed that the time of the eight impulses pro- 
duced by the cylinders is equally divided in the revolution, so that at 
every one-eighth of the revolution one of the pistons passes the dead 
center. In a properly proportioned two-stage air motor the impulse 
waves in the torque diagram are exactly the same for the low-pressure as for 
the high-pressure cylinders, so that the torque diagram has the same 
_ appearance as that produced if all cylinders were of the same size and 
the air expanded in a single stage. In an engine of this type, whether 
single or two-stage, it is not necessary to extend the cut-off to nine-tenths 
of the stroke, but the engine will start and maneuver easily with the admis- 
sion valves set to close at a little less than 0.7 of the stroke. The loss from 
incomplete expansion in a two-stage motor of such design and proportions 
will be only 8 per cent. at 0.7 per cent. admission. The use of a two- 
stage motor thus gives a way to practically eliminate the loss in efficiency 
due to incomplete expansion. When the load conditions are such as 
exist in deep shafts of ore mines, such a motor will produce economical 
results with compressed air that could not be approached by any other . 
mode of transmitting power. 

It has already been stated that in several of the Butte mines the oper- 
ators habitually retard the hoists by ‘‘plugging”’ instead of by the brake. 
“Plugging” is a process where the hoist is reversed at the time when re- 
tardation commences. The throttle is closed and the pistons of the hoist 
compress the air or steam entrapped back of them. The intensity of the 
compression is regulated by manipulating a bypass valve through which 
the air or steam is allowed to escape to the atmosphere. The work per- 
formed by the pistons during this process is absolutely lost and the only 
advantage of using it is that it saves the brakes. Frequently when plug- 
ging an engine, very high pressures are brought upon its running gear and 
frames. 

In designing the new cylinders for these hoists, arrangements were made 
whereby the retardation is effected by compressing air back into the pipe 
line and receiver system. ‘This is also done when, as frequently is re- 
quired, loads are lowered into the mine. The compression can be regu- 
lated exactly as the expansion, i. e., the quantity of air compressed can 
be varied to suit the load. The manipulation of the compressor gear 
differs little from the manipulation of plugging to which the operators are 
accustomed. 

In rebuilding these hoisting engines for operation with compressed air 
the principal parts of the old engines had to be retained. This was some- 
what of a handicap as none of these engines was strong enough to 
admit of such cylinder diameters as we would like to have used. The 
High Ore and Diamond engines had cylinders 30 in. x 72 in. and the one 
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at Mountain View 28 x 72 in. The new cylinders were made 34 x 72 in. 
in all these cases. These sizes were about as large as the frames of the 
Diamond and High Ore-hoists could stand and in case of the hoist at 
Mountain View, new and stronger frames were made. 

The above-mentioned hoists are all fitted with reels for flat ropes and 
were the first ones converted. The drum hoists at Original, West Stuart, 
Pennsylvania, Tramway and Leonard had cylinders 32 x 72 in. when run 
with steam. These were provided with cylinders 34 x 72 in. All the large 
hoists thus have cylinders of that size. The main hoist at West Colusa 
originally had steam cylinders 20 x 60 in. The new air cylinders were made 
23 x 60 in. 

While, as has been intimated above, a somewhat higher efficiency could 
have been obtained with these hoists had it been practicable to use larger 
cylinders, still the efficiency is very satisfactory considering the here ex- 
isting conditions of extremely varying loads. There has been no complete 
test made to determine what the exact efficiency is and it would hardly be 
possible to make such tests, which, in order to give exact results, would 
_ have to be made with the system as a whole. A test run with stored air 
on the least economical of the large hoists showed that 1.62 kw. was con- 
sumed per indicated horse power. By comparing the indicator ecards of 
the more economical hoists with cards taken during this test we find 
that these hoists would consume from 1.5 to 1.4 kw. per indicated horse 
power. : 

A detailed description of the mechanism used in the Anaconda air 
hoist may be of interest. 

The cylinders and valve gear on these hoists must perform the follow- 
ing functions: 

In starting the hoist the throttle is opened wide and air is admitted 
during nine-tenths of the stroke and exhausted during the entire return 
stroke, producing an indicator card as shown by a, Fig. 28. 

The hoist is now accelerated and after having made from one to three 
revolutions, the governor takes control, cutting off the air supply at differ- 
ent points of the stroke as determined by the rise of the governor. Indi- 
cator cards as per 6 are then produced at this stage of the operation. 

When about six-tenths of the full speed is attained the point of closure 
of the exhaust valves is advanced to such a point as to cause the air con- 
tained in the clearance spaces to be compressed to the full initial pressure. 
As the speed increases the point of cut-off at the air inlet valves is also 
advanced by the governor and indicator cards as per c are produced. 

When the governor has risen to such a height as to produce the last card 
in the series c, the air is expanded to atmospheric pressure and theorétic- 
ally the engine works at best efficiency. 

In order to maintain this efficiency when the governor rises still higher 
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as the load decreases, and in order to eliminate loops in the indicator cards 
under this condition, atmospheric air is admitted to the cylinder at all 
points of cut-off shorter than the last one in series c. This stage in the oper- 
ation is shown in the diagram group d. 

e shows the last diagram of the group. The air is here cut off practically 
on the dead center of the engine, expanded to atmospheric pressure, which 
pressure is maintained in the cylinder from the point of the indicator card 
at which the expansion line touches the atmospheric line up to the end of 
the stroke, and on the back stroke, to the point where recompression be- 
gins. This is the indicator card corresponding to a work = = 0. 

While the above-described functions are performed by the valve gear of 
the engine, the hoist has attained its maximum speed and is now running 
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under the influence of the momentum of the revolving parts and the masses 
attached to the ropes. 

Under certain conditions of speed, friction and balanee, the air could now 
be shut off and the hoist allowed to ‘‘run out,” the masses being retarded 
by the friction and the increased static moment of the ascending load 
(if it is a reel hoist). These conditions are not frequently found so that 
generally the following additional functions have to be performed by the 

) valve gear: 

The hoist is to be retarded without applying the brake. The operator 
moves the regulating lever (which may be combined with the throttle 
lever) into retarding position. Thereby he causes the air-admission valve 
to remain closed throughout the forward and return stroke as they were 
when card e was produced. The only air present in the cylinder is that in 
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the clearance space which now expands as the piston progresses on its 
forward stroke from zx to y, card f, and a further progress of the piston is 
accompanied. with admission of atmospheric air into the cylinder from y 
to end of forward stroke z. The exhaust valve now opens and air is ejected 
during the return stroke. So far the process in producing cards e and f is 
identical. The regulating lever referred to above actuates the closing 
mechanism of the exhaust valves in such a manner as to vary the point of 
closure of the valves during the return or exhaust stroke of the engine. 
Thus, in the card f, produced when the regulating lever is barely moved 
from its neutral position, the point of closure of the exhaust valve has been 
advanced to point v in card f from point 2; in card e, The result is the 
shaded area of the diagram which represents a certain negative work. By 
further movement of the regulating lever away from its neutral position 
the compressor cards g, h, i are made in succession, 7 representing the com- 
pression of the full volume of the cylinder. The effect of this mechanism 
is to exhaust from the cylinder all air that is not to be compressed and 
then to compress the balance. The valve gear has such a range that any 
volume from the full piston displacement to zero can be compressed, and 
as said before 7 represents the indicator card produced in compressing the 
full contents of the cylinder. By moving the regulating lever into its ex- 
treme position, an auxiliary valve is actuated whereby communication is 
established between both ends of the cylinders at the time when the piston 
passes the dead center and while both exhaust valves are closed. This 
causes the compressed air filling the clearance space behind the piston to 
flow over to the other side, which during the previous suction stroke has 
been filled with air at atmospheric pressure. The result is an increase of 
the pressure in front of the piston of several pounds and the disappearance 
of the reéxpansion line w (card 7) and a much higher mean effective press- 
ure of compression which brings the hoist to a standstill. 

j is the indicator card produced at this the final stage of the operation. 
Fig. 28k shows the increase of mean effective pressure by applying the 
just described device. The shaded area in this diagram is that produced 
when compressing the full displacement of the air cylinders and reéx- 
panding the air in the clearance space in the regular way. It will be seen 
that by this device the mean effective pressure is increased from 25 to 
38.6 lb. to the square inch. 

The mechanism for performing the functions above described are illus- 
trated in Figs. 30, 31, and 32. The cylinders are fitted with Corliss valves 
for admission and exhaust, but in addition to these (the motor valves) there 
are air inlet and discharge valves of self-acting poppet type which come 
into action when the machine compresses air back into the air system. 

Fig. 29 is a diagrammatic section of these cylinders and shows the inter- 
relation of the different parts of said cylinders. The usual bypass valves 
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for establishing communication between the two ends of the cylinder are 
also provided on these cylinders and are indicated in the diagram. As has 
already been mentioned, special use is made of these valves to intensify the 
compression in stopping the hoist. Corliss releasing valve gear is used on 
all the engine valves on the admission as well as on the exhaust valves. 
From the description of the functions to be performed by this valve gear 
it follows that the valve gear must be able to close the admission as well 
as the exhaust valves at any point of the stroke and that the action must 
be the same whether the engine runs over or under. These conditions are 
fulfilled by the long range valve gear designed by the writer, the essential 
parts of which are illustrated in Fig. 33. This gear admits of any adjust- 
ment of lap and lead without in any way affecting the range of release. 

In order to render the working of the valve gear as clear as possible 
three diagrammatic views are drawn, showing separately the devices used 
for the different functions. 

Fig. 30 shows the mechanism for operating the throttle and for regulat- 
ing the expansion of air. In this A is the throttle hand lever which connects 
to the rocker B by means of a slotted head C. . 

The governor D is also connected to the rocker B in a similar manner 
through bell crank # and slotted head F. 

The rocker B connects by rod H to the admission releasing gear, the 
connections being such that the point of release is advanced when the 
parts move in the direction of the arrow. This movement is made in 
opposition to the weight G on bell crank B, which weight returns the parts 
of the releasing gear into non-releasing position when the governor drops 
or throttle hand lever is in ‘‘closed” position. = 

The throttle I is positively operated from hand lever A by means of the 
rod J. K indicates the eccentric operating the wrist plate L, and M the 
eccentric operating the releasing cams. 

By the described arrangement adjustments can be made so the throttle 
cannot be opened wide without applying the cut-off. 

Fig. 31 is a diagram of those parts of the mechanism that determine the 
direction of motion of the hoist. A is the reverse lever. (In practice this 
is combined with the throttle lever which has a side motion operating the 
reversing gear, while the forward-and-back motion performs the functions 
of operating the throttle and cut-off.) This lever connects through the 
rods and levers B, B:, Bz, Bs, Bs, to the floating lever C of the power re- 
versing cylinder D, which through lever H operates the four-gear revers- 
ing device. This receives its motion from crank shaft G by means of paral- 
lel rods H, Hy. Fs is the first motion shaft, from which the rotation is 
transmitted to the second motion shaft F by the intermediate gears Po, Fi. 
The parts are shown in the position of running ““under.’’ » The gears Fy 
and F2 are suspended on lever E by the link J and on the stationary shaft 
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bearings of F and F3; in such a manner that when lever # is lifted from 
position of running under to that of running over, the rolling of the per- 
ipheries of the gear F over that of F1, F; over that of F2, and F2 over the 
periphery of the stationary gear F3, will cause the center of eccentric, which 
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when running under is at X, to turn through the angle r and to assume the 
position Y, which is the position for running ‘‘over.””. Rod K connects the 
main eccentric to wrist plate L. 

The eccentric operating the cut-off cams is mounted on the shaft M. 
When reversing, this eccentric has also to be turned on the shaft but 
through a much smaller angle. This is accomplished through the gears 
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F,, Fs and the gear Fs mounted on the shaft M. This ‘‘secondary”’ re- 
versing gear is operated from lever EF through link N, the lever arm O 
being so proportioned as to turn the cut-off eccentric through the angle 
S, while the main eccentric describes the angle r. The cut-off reversing 
device actually used on the Butte hoists differs in details from the one 
described, being of a very compact design but the working principle is as 
described. 

The mechanism used for converting the hoist from a motor to a com- 
pressor and for automatically compressing the air contained in the clear- 
ance spaces when engine is running at full speed and relieving the 
compression when running slow, is shown by the diagram Fig. 32. A is 
the regulating hand lever, B the cylinder fitted with Corliss admission 
valves, C, C; and Corliss releasing gear as described above. D, D, are 
Corliss exhaust valves, also fitted with Corliss releasing gear. H and F 
are the pendulum and parallelogram movements for the cut-off cams of the 
admission and exhaust valves respectively which receive their motion from 
the secondary reversible lay shaft in a manner as described above through 
the connections G,G,,Gzand G3. H,H, are spring-loaded air-suction valves 
and J, J similar air discharge valves discharging back into the air system. 
J, J; are the bypass valves. 

As has been already described, the engine is converted into a compressor 
by keeping the engine admission valves C, C; closed with reversing gear in 
such a position that the exhaust valves will function as they should when 
engine runs as a motor. Changing from motor to compressor action, 
therefore, is done without reversing the engine. On the forward stroke, 
when the exhaust valve is closed air cannot enter the cylinder through the 
admission valve € as it would if the valve were permitted to open and the 
machines acted as a motor. The result is that the suction valve H opens 
and air is drawn in from the atmosphere. At the end of forward stroke 
the exhaust valve opens and through it the air is pushed out of the cylin- 
der up to the point at which this exhaust valve closes. The air remaining 
in the cylinder is then compressed and leaves cylinder through discharge 
valvesI,I. The point at which the exhaust valve closes can be varied so 
that any volume from that of the whole cylinder contents to zero may be 
entrapped and compressed. ; 

For this purpose the exhaust valves are fitted with a releasing gear iden- 
tical to that used on the admission valves. a 

The regulating lever A is shown on the diagram in its neutral position, 
i. e., when the machine is operated as a motor. This regulating lever is 
connected to the separate mechanism. By the rod K it connects to the 
four-way rocking valve L, which is under air pressure and the exhaust of 
which communicates with the atmosphere. By rod N and slotted head M 
it connects to the three-armed rocker O, which by rod P and bell crank Q 
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operates the exhaust releasing gear. By the rod R bell crank R,; and rod 
Ry the regulating lever is connected to the lever S. T and TJ, are small 
cylinders with pistons. These pistons are forced by springs upward in 
the case of 7 and downward in case of T;. The opposite sides of these 
pistons are connected by pipes to ports in the valve L whereby they can 
be exposed to the pressure in the air system and moved in opposition to 
the springs or to the atmosphere, when the springs will move them against 
the heads. 

In the neutral position of the regulating lever the valve L is held in such 
a position as to communicate the cylinder 7 with the atmosphere. The 
spring in the cylinder thus holds the piston in its highest position, allow- 
ing the pin H3 to move freely downward in the slotted head on end of 
piston 7. In the position shown of the pin £3 and weighted rocker Es, 
which actuates the admission releasing gear through rod £; the admission 
valves admit air to the cylinders during nine-tenths of the stroke. The 
rocker EH» is the same as B in Fig. 30 and is actuated by the governor so 
that pin E; may be in any position in the slot of the head on end of piston 
T, depending on position of governor or throttle lever. The different parts 
of the releasing gear on exhaust valves, rocker O, rod P, bell crank Q and 
pendulum F are in position to keep exhaust valves open during the entire 
return stroke. The rods and connections R, Ri, Rz hold lever S in such 
a position that the toe on same (S,) lifts the slotted block U; on end of rod 
U out of reach of the tooth Vi on rocker V. 

The cylinder and piston T) is subject to the air pressure and the piston 
consequently in its highest position. The extended piston rod forces the 
rocker V against the opposition of the spring connected therewith and 
keeps roller V2 off the cam W, thus rendering the rocker V inactive. W 
is a revolving cam on the first motion valve gear shaft. This cam has two 
projections, W1, We, which, when piston 7 is down, roller V2 held by the 
spring V3 against the cam W and lever S with S; is in such a position as to 
allow the slotted block U; to engage the tooth Vi, give a motion to the by- 
pass valves J, Ji, keeping them open while the piston passes the dead 
center. 

When the regulating lever is moved toward the left it moves the valve 
L so as to throw compressed air on top of cylinder 7’, the piston of which at 
once moves downward and shifts rocker E and the admission releasing 
gear in the direction shown by the arrow, thereby tripping the admission 
valves and preventing their opening during any part of the stroke. A 
further movement of the regulating lever in the direction of the arrow 
causes the inner end of slotted head M to engage the rocker O, moving it 
and parts connected with it in the direction of the arrows, bringing the 
exhaust releasing gear into action and advancing the point of release as 
the regulating lever is moved in the direction of the arrow. In the neutral 
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position no air is compressed while when the regulating lever is near its 
extreme position a volume of air equal to the piston displacement is com- 
pressed and discharged back into the air system. We have therefore 
here a means to regulate the retarding force with the same precision as 
we regulate the development of power when the machine runs as a motor. 
When the regulating lever is in its extreme left position the valve L is 
brought into the position as shown by the dotted lines. This puts the 
* cylinder T; into communication with the atmosphere while it leaves T 
under air pressure. The piston 7; is then forced down by the spring back 
of it and the roller V2 on rocker V brought into contact with the revolv- 
ing cam W. This causes the bypass valves J, Ji to open simultaneously 
on both dead centers of the engine and to close as soon as the air in the 
clearance space back of the pistons has passed over to the other side of said 
_ pistons and an equilibrium of pressure is established between the two sides. 
The initial air pressure will by this process increase from atmospheric 
pressure to about 3 Ib. above atmosphere. 
- When this air is compressed a considerably higher average pressure is 
obtained than that resulting from compressing the full piston displace- 
ment of free air, particularly as the work of expansion, which is positive, 
disappears. Fig. 28k shows the indicator card of this intensified compres- 
sion as compared with the regular full power compression card. 

With the intensified compression the heaviest downgoing loads can be 
quickly retarded and stopped and the device as described for this purpose 
is an important improvement in the operating mechanism of an air hoist. 

The bypass valves can be operated by a foot lever in the regular man- 
ner for landing the skips and maneuvering. These valves are at such times 
not actuated by the cam W. 

_ For the purpose of recompressing air to fill the clearance spaces with 
air of initial pressure when the engine is up to full speed, the following de- 
vice is used in connection with the exhaust releasing gear: ‘The governor 
actuates a cam X engaging a roller X; mounted on a lever X2 hung on a 
fixed pivot Xs. The pin y on end of this lever connects with rod y: and 
slotted head y2 to arm O; on rocker O. When now the hoist is up to speed 
and governor commences to rise, the projection 2 on cam « is brought in 
contact with roller X; and as the governor lifts will move the lever X», rod 
yi with slotted head ye downward, thereby moving rocker O and the parts 
of exhaust valve releasing gear connected therewith in the direction of the 
arrows, thereby advancing the point of closure of the exhaust valves an 
amount proportional to the radial dimensions of the projection z. This 
dimension is such that the advanced closure of the exhaust valves en- 
traps just enough air in the cylinders so that when it is compressed the 
final pressure is 90 lb. per sq. in. By means of the right and left hand 
screw adjustment 2 the point of release can be accurately set by the aid 
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of the indicator. As long as the governor stands a small distance over 
its collar and the engine is up to speed the compression as described takes 
place. This not only entirely eliminates the clearance loss but produces 
smooth running of the engine. 

When the speed is dropped and the governor returns to its collar the 
cam X and projection z of same are automatically moved out of reach of 
roller X;. The rocker O and parts connected to same are thereby caused 
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to return into the position of non-release of the exhaust valve gear. The 
compression which, if present under low speed, would seriously interfere 
with the maneuvering of the hoist, now disappears. 

The continuous indicator diagrams F igs. 34 to 38 were all taken from 
different air operated hoists in the Butte camp, fitted with the above de- 
scribed valve gear, and show how well it performs the different functions. 
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Fig. 34 is taken from the main hoist at Leonard mine when hoisting a 
balanced load of ore from the 1,800 ft. level. The first five strokes require 
full filling of the cylinders. Five more strokes are performed with reduced 
filling but at the 11th stroke the clearance compression gear comes into 
action. The filling is gradually reduced to zero and at the six strokes at. 
the end of the run air is compressed back into the system. 

This hoist has cylinders 34 x 72 in. and 12 ft. drums carrying 114 in. 
ropes. 

Fig. 35 is from the new 28 x 48 in. double drum hoist at the Modoc mine. 
The drums here are 6 ft. diameter and carry 1 in. ropes. This card shows 
how efficiently the described valve gear works with very light loads. As. 
there is no clearance loss during the greater part of the run the air con- 
sumption is very small. The card shows that for retarding the hoist air 
was compressed back into the system during fourteen strokes. 

Figs. 36 and 37 are indicator cards from the single drum auxiliary hoist. 
at the Tramway mine. This hoist has cylinders 28 x 48 in. and the drum 
is 6 ft. diameter. The work of this hoist is mostly negative as it is used 
for lowering waste rock into the mine to fill out empty stopes. It runs out. 
of balance. 

Card Fig. 36 is taken when the empty cages are hoisted while card Fig.’ 
37 is taken when the cages loaded with 3 cars of waste rock were lowered 
into the mine. The machine is run as a compressor when this work is 
done. 

Card Fig. 38 is from the main hoist at the High Ore mine. This hoist. 
is fitted with reels for flat ropes. The card is taken when hoisting from 
a depth of 2,800 ft. in balance. Here the air is shut off after a little over 
two-thirds of the run is completed. The balance of the run is made with 
the momentum of the moving masses as a driving force which, at the end 
of the run, just balances the friction and static moment of the load. 

The mean effective pressures of the individual cards of these contin- 
uous diagrams are plotted below the diagrams. The average values of 
all the mean effective pressures are also given. 

The installation of this plant was commenced in the latter part of 1910, 
when the hoists at Mountain View, High Ore and Diamond were recon- 
structed and three compressors installed. The Mountain View hoist was. 
started on air in the early spring of 1911 and the other two soon thereafter. 
The performance of these three hoists was regarded so successful that six 
more hoists were changed over and twelve new auxiliary hoists ordered 
all of which were designed on the same principles as the original three hoists. 

The compressor plant was also extended. It now contains six compres- 
sors. Two more compressors are being built. About three-fourths of 
the air from this plant is used for operating the hoists and the balance is 
used to help out the rock drill system. 
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It was originally contemplated to regulate the hoisting so that the active 
periods of the different mines would not occur at the same time. So far 
it has not been found practical to do this to any great extent, the result 
being that at times the storage system is overtaxed., 

The advantages of this adopted system over any in which electric mojurs 
are directly applied to the hoists are the following: 

(1) The existing hoisting engines could be retained and needed com- 
paratively few changes. 

(2) They could be operated by steam in case of a serious accident to 
the power system. 

(3) Enough energy is always available in the storage plant to operate 
the hoists for a short time in case of a short failure of the electric power 
due to thunder storms, ete. 

(4) The capacity of the hoists can be increased, by increasing the hoist- 
ing speeds of the loads or the hoisting depth can be increased without 
changing the motor on the hoist. The compressor capacity only needs to 
be increased. 

(5) A considerable part of the energy liberated in retarding the hoists 
at the end of a run or when loads are lowered into the mine is returned to 
the power system and is held in storage without loss for an extended 
period. 

(6) The system can be started with its stored energy without subject- 
ing the electric apparatus to excessive peak loads as is the case when a fly- 
wheel of an Ilgner transformer is started. 

(7) By this system of compressing, storing and using the air in the 
hoist cylinders, peak loads on the electric apparatus are absolutely avoided. 
No matter how the load on the hoist motors may fluctuate, the power to 
operate the electric motors in the compressor plant is absolutely constant. 

(8) Compared with electric hoists the air system has the following elec- 
trical advantage: With the air hoist, the electric prime movers are syn- 
chronous motors which can be operated with a leading power factor and 
therefore raise the power factor of the entire electrical system, while with 
an electric hoist, the prime mover is an induction motor which would have 
a very low power factor due to the intermittent loads it would have to carry 
to meet the Butte conditions of hoisting and hence would decrease the 
power factor of the entire electric system. en ; 

As compressed air is used for operating the rock drills it seems consis- 
tent and natural, when electric power is used for compressing this air, to 
enlarge the compressing plant so that the hoists also are operated by air. 
In most cases of ore mining it will be found that the increase in compressor 
capacity necessary for hoisting with air is not very large. If proper air 
storage is provided, the result will be a simpler, cheaper, safer and more 
economical plant than if the hoists were directly driven by electric motors 
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and motor generators with heavy and fast rotating flywheels were used. 
The high peak loads resulting from starting these flywheels and from the 
irregularity of hoisting will be avoided and the electric load will be per- 
fectly constant. 

The plant has been a success and the writer believes that it has fulfilied 
the expectations of the owners. The mechanism used for performing the 
different functions in both the compressors and the hoists were new, and 
applied in practice for the first time in the plant. Since the machinery 
was started there have been no interruptions in its work and very little 
trouble. 

In a new plant operated with compressed air many improvements could 
be made that were not possible in the Butte plant. Some of these im- 
provements would be of very radical nature and would result in obtain- 
ing very high efficiencies without in any way impairing the reliability of 
the machinery or ease of operation, which, after all, is the most important 
thing in a mine hoist. 
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INTRODUCTION. 

A LARGE number of papers and reports dealing with the coal fields 
of Montana have been published t during the last 30 years, but the 
information is much scattered, appearing in many technical and 
scientific journals and in government reports, in many cases inacces- 
sible to those most interested. In recent years, especially since 1905, 
our knowledge of the geology and coal contents of the important 
fields of the State has been much increased. Fairly specific and 
detailed information is at hand on all of the principal coal-bearing 
areas. The fields for which data are not at hand are small and in- 
accessible, and their omission will not materially affect an estimate of 
the coal resources of the State, viewed as a whole. 

The paper here presented is a summary of existing information, all 
sources having been freely utilized in its preparation. The view- 
point adopted is that of the geologist, rather than that of the engi- 
neer or colliery operator, because by far the greater portion of the 
coal areas present have had only the most meager development, 
making information that will aid in prospecting and opening the at 
present little used coal lands of paramount importance to those in- 
terested,in the coal fields of the State. 


Position oF MoNTANA IN THE WESTERN CoAL PROVINCES. 


Conditions favorable to the accumulation of coal existed during 
Cretaceous and early Tertiary times in the United States between the 
100th and 115th meridians, resulting in the accumulation of an 
extensive series of coal formations occupying a large part of the 
region between those meridians and extending from north to south 
entirely across the country and reaching into Canada and Mexico. 
The western half of this immense area of coal-bearing formations, 
soon after being deposited, was subject to the series of mountain- 
building movements which produced our present Rocky Mountain 
system. Because of these mountain-making disturbances and subse- 
- quent erosion, the coal formations originally more or less continuous 
in this area were isolated into a large number of detached basins. 
The area occupied by these basins has been called the Rocky Moun- 
tain coal province. 

On the other hand, the coal-bearing formations laid down in the 
eastern one-half of the area lying between the 100th and 115th 
meridians were not disturbed by the orogenic movements producing 
the Rocky mountains and, where not covered by later deposits, are 


{ See list of literature at end of paper. Reference numbers in the text refer to this list. 
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now found lying almost horizontal over large areas in the northern 
Great Plains region and make up an immense continuous coal-bear- 
ing area that has been called the Northern Great Plains coal province. 
Montana contains a portion of each of these large coal provinces, the 
western part of the State with numerous isolated coal basins making 
up a portion of the Rocky Mountain province, and the eastern part 

of the State making up a large unit area of the Northern Great 
Plains province. (See map, Pl. I.) 


Monrana’s Toran Coat Tonnage. 


Sufficient detailed geologie work has been done on the western 
coal fields during the last six or eight years to allow estimates to be 
made of the total coal tonnage in the important coal-bearing States. 
These results are shown graphically in Fig. 1, the fuels being classi- 
fied into three grades, bituminous coal, sub-bituminous coal, and lig- 
nite. Montana, with a total of 380 billion short tons of bituminous 
coal, sub-bituminous coal, and lignite, ranks third in total coal ton- 
nage, compared with the other States in the West. These results are 
especially interesting in view of the fact that earlier workers,?2 4! bas- 
ing their estimates on the probable areas underlain by coal-bearing 
formations in each of these States, place Montana first in a list of the 
coal-bearing States. North Dakota, with its immense tonnage of 
lignite, and Wyoming, with almost as great a tonnage of much higher 
grade fuel, each contain almost double the Montana tonnage, of 
which one-half is made up of lignite of the same grade as that found 
in North Dakota. If the grade of coal present be taken into consid- 
eration in the comparison of the coal resources of each of these States, 
Montana, with over one-half of its tonnage made up of lignite and 
only a very small proportion of the remainder consisting of true bitu- 
minous coal, should certainly rank below Colorado and Utah, both of 
which contain a very large tonnage of bituminous coal, and probably 
also below New Mexico, which contains twice Montana’s tonnage of 
bituminous coal and a slightly larger tonnage of sub-bituminous coal. 


(See Fig. 1.) 
Tuer CoaL-BEARING FORMATIONS. 


General Statement. 


The coal-bearing formations of Montana range in age from Lower 
Cretaceous to mid-Tertiary, the oldest coal-bearing rocks being those 
of the Kootenai formation, which contains the coal horizon being 
mined in the Lewistown and Great Falls fields, and the youngest 
being the Tertiary lake beds, at present mined in the Drummond 


and Missoula fields. 
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The complete sequence of the coal-bearing formations in this State 
is shown in the generalized columnar section of the Cretaceous and 
Lower Tertiary rocks presented in Fig. 2. All of these formations 
are not present within any one field in the State, but the superposi- 
tion of the various rock groups is definitely known because of the 


extensive geologic work that has been accomplished. Seven of the 
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Fic. 1.—Montana TonnaGE oF ALL GRADES OF CoAL AND LIGNITE COMPARED WITH 
THE TOTALS FOR OTHER WESTERN STATES. THE TOTALS ARE FOR WORKABLE 
COALS WITHIN 3,000 FT. OF THE SURFACE. 


(From estimates by the Fuel Section of the U. S. Geological Survey, under the direction 
of M. R. Campbell.) 


ten formations listed in this section, beginning with the Kootenai and 
ending with the Tertiary lake beds, are known to contain coal of 
commercial value in some parts of the State, but, on the other hand, 
not one of these seven contains workable coal in every locality in 
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Period Group Formation Section 
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Coal in the Drummond and Missoula fields, 
and in the other areas of Tertiary Lake 
beds in the mountains in the west half of 
the State occurs at this horizon. 


Coals of the Ked Lodge, Bull Mountain and 
Big Sandy fields and nearly all of the coals 
in the Eastern Plains region occur in — 
this formation. 


A few thin and usually dirty coal beds occur 
at this horizon in the Bull Mountain field 
and in the Eastern Plains region. 


Coal of the Blackfoot field. Teton county, 
occurs at this horizon. 


Horizon of the coals of the Milk River field. 


Horizon of the coal in the Bridger field, the 
Valier field and the approximate position 
of the coals mined in the Electric and 
Trail Creek fields. 


Coal horizon of the Great Falls and Lewis- 
town fields. 


Fig, 2.—GENERALIZED COLUMNAR SECTION OF THE CRETACEOUS AND TERTIARY FoRMA- 


TIONS IN MONTANA, SHOWING THE STRATIGRAPHIC PosITIONS OF THE CoAL 
Horizons IN THE VARtous CoAL FIELps. 
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which it is found. This uncertainty in the continuity of workable 
coal horizons is generally characteristic of a coal-bearing formation. 
The formations that are not coal-bearing are the Colorado shale, 
the Claggett formation, and the Bearpaw shale, each of which is a 
dark gray marine shale, very similar lithologically. They are mainly 
_of a marine character, this being proved by the abundance of ammon- 
ites, baculites, and other marine invertebrate fossils found in them. 
These marine shales mark three separate stages, separated by inter- 
vals in which the Eagle sandstone and Judith River formations, each 
containing a few coal beds, were deposited, during which all or a large 
part of the State was covered by the comparatively shallow marine 
waters of the ancient Cretaceous sea. 

The principal lithologic characteristics and other stratigraphic 
details of the various coal-bearing formations, beginning with the 
oldest and crossing upward through the geologic time scale, are 
given below. 

Kootenai Formation,*: 4: 4) 1, 22, 23. 

The Kootenai formation is exposed in many parts of western Mon- 
tana and is especially important in the Lewistown and Great Falls 
fields, because it contains the coal mined in those areas. Lying 
stratigraphically below a considerable thickness of Colorado shale, it 
is readily distinguished as a formation by the bright maroon-colored 
shales occurring throughout it and also by the prominent and fre- 
quently cross-bedded sandstones occurring in the lower part. The 
formation varies from 250 to 500 ft. in thickness in central Montana, 
while in the northwestern part of the State it is probably as much as 
2,000 ft. thick. The typical development of this formation in the 
region in which it is coal-bearing is illustrated by the following sec- 
tion : 


Generalized Section of the Kootenai Rocks in the Lewistown Coal Field. 
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The Lower Cretaceous age of the group of rocks making up this 
formation has been definitely determined by means of the abundant 
and well-preserved fossil-plants occurring throughout the strata, which 
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made it possible to correlate them with the Kootenai formation, as 
originally described by Dawson in Alberta. The rocks are all either 
of terrestrial or fresh-water origin, as is indicated both by the flora and 
by the few invertebrate fossils found. - 

Wherever the Kootenai formation contains workable coal in Mon- 
tana the coal is found in a single bed occurring at one horizon lying 
between 60 and 90 ft. above the base of the formation. Immediately 
above this coal horizon there is generally found a massive, coarse- 
grained to pebbly sandstone, which, where the formation dips to an 
appreciable degree, weathers out as a prominent strike ledge, thus 
affording an excellent horizon marker to one prospecting for the coal. 


Eagle Sandstone,® 7» * +: 

The coal in the Bridger field, in Carbon county, and that in the 
small area designated as the Valier field, in Teton county, occur in 
the Eagle sandstone. In the Electric and Trail Creek fields the 
various formations belonging to the Montana group of the Upper 
Cretaceous cannot be sharply differentiated, but the coal being mined 
there is found at a position approximating that of the horizon in the 
upper part of the Eagle sandstone. 

Where it is typically developed, as on the Missouri river near the 
mouth of Eagle creek, where it forms the prominent landmark known 
as the “Stone Walls of the Missouri,” the formation is characterized 
by a massive gray to whitish gray sandstone. Its position above the 
dark bluish gray Colorado shale and the prominence of its main 
sandstone member make the formation easily recognizable, although 
the fossils found are of little value for purposes of correlation. In 
the Valier field the coal in the Eagle lies at the top of the formation 
and is present in a single workable bed, while in the Bridger field it 
occurs in three beds, separated by massive sandstone members from 
35 to 75 ft. thick. 

The Eagle sandstone has been recognized at many other localities 
over a wide area in the western part of the State, notably (1) in the 
upper part of the Musselshell valley north of the Crazy mountains,” 
(2) in the lower Musselshell valley north of the Bull mountains, and 
(3) in Teton county over an area extending from Chouteau northward 
to the international boundary, and, although thin coals are occasion- 


ally found in these localities, the presence of coals of commercial 
value is very doubtful. 


Judith River Formation,» 2: 4. 


The Judith River formation is coal-bearing to a commercial extent 
in two localities in Montana, the first in the Milk River field in Chou- 
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teau county in the northern part of the State, and the second just to 
the south of the above area along the Missouri river in the vicinity 
of the Judith basin. In its typical development, the Judith river is 
almost entirely a fresh-water formation. It overlies the marine Clag- 
gett shales conformably and is composed of alternating light-colored 
beds of sandstone and shale, having an average thickness of 380 ft. 
A few brackish water beds occur near the top of the formation in a 
transition zone grading into the marine shales of the Bearpaw lying 
above. There is no persistent member in the entire formation which 
can be followed any great distance, the occasional beds of massive 
sandstone present grading rapidly along the outcrops into soft shale 
or friable sandstone. In the same manner a coal bed of workable 
thickness which may be present at one locality may pinch out alto- 
gether and be replaced by carbonaceous shale at the next exposure 
half a mile away. 

All of the workable coals found in the Judith River formation occur 
within the upper 150 ft. As many as four beds have been found at a 
single locality at intervals of from 10 to 30 ft. apart, but usually only 
one is found. The beds are very lenticular and show considerable 
variation in thickness when traced on the outcrop. The Judith 
River formation has been studied over nearly the entire length of the 
Musselshell valley in the central part of the State, but was not found 
to contain coals of importance in any of this area. 


Hrsethief or Lennep Sandstone," 


Overlying the Bearpaw shale wherever the beds are not eroded 
away, there is generally found a sandy formation more or less similar 
to the Eagle sandstone, and, like it, containing a few thin coals in its 
upper portion over widely scattered localities. The most important 
coal occurrence associated with this sandstone is in the Blackfoot 
field in Teton county in the northern part of the State, where coal is 
found outcropping at intervals, along a tract about 15 miles in extent. 
The formation is made up almost entirely of a massive gray sandstone, 
varying from 175 to 300 ft. in thickness and containing a single 
non-persistent coal horizon at the top. This sandstone formation 
also outcrops in the part of the Musselshell valley lying immediately 
north of the Crazy mountains, where it is known as the Lennep sand- 
stone. It is not coal-bearing in this latter area. 


‘vy By 8, 16, 21, 87, 54. 
Lance Formation, 


The Lance formation is of small importance as a coal-bearing 
1 
formation in Montana. It forms the western border of the large 
VOL. XLVI.—34 
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area making up the lignite and sub-bituminous coal region in the 
eastern part of the State. A large part of this border is mapped as 
being doubtfully coal-bearing because of the very uncertain nature of 
the Lance coals contained in it. The exact age of the Lance has been 
in dispute for many years. The fossil flora found in the rocks indi- 
cates a Tertiary age for this formation, while the invertebrate fauna 
is closely allied to similar forms found in the Cretaceous. The 
formation consists of a variable thickness of lenticular beds of soit 
clays, shales, and sandstones, and is generally distinguishable from 
the formations lying above and below it by its sombre-colored hues, 
in recognition of which the formation has often been termed ‘‘ Sombre 
Beds.” ® The few coals contained in it are found in the upper part of 
the formation and are thin, lenticular,and generally very dirty. 


Fort Union Formation, 2 5 §: 9 12, 16, 37, 39, 40, 53, 54. 


About 90 per cent. of the total tonnage of lignite and coal found in 
‘Montana occurs in the Fort Union formation, making it by far the 
most important of the rock groups under consideration. It contains 
practically all of the coal in the Bull Mountain field, the Red Lodge 
field, the Big Sandy field, Chouteau county, and in the immense 
coal area in the Eastern Plains region. The only known locality 
where rocks occupying this position in the stratigraphic column in 
Montana do not contain workable coals is in Teton county in the 
northwest part of the State, where only a few very thin and scattered 
coals occur. 

The Fort Union formation consists of a variable thickness of 
yellowish-grayish sands and sandstones, often in quite massive beds, 
interbedded with gray clays and coals. The sands and sandstones 
predominate. In the eastern part of the State it is not much over 
1,000 ft. in thickness, but in going westward toward the mountains it 
thickens until, in the Red Lodge field, it is 8,500 ft. thick. A very 
complete and well-preserved fossil flora is found in these rocks, which 
places their age as basal Tertiary. Leaves from broad-leaved trees, 
very similar to present existing species, are the most common forms 
met with. 

The number of coal beds and the total amount of coal found in this 
formation are phenomenal. In the Bull Mountain field 24 beds were 
found at as many different horizons in a total thickness of 1,650 it. 
of strata. The general habit of the beds is lenticular, although 
several of the coals are notable exceptions to this rule, and it has 
been possible to trace their outcrop for many miles. In the Eastern 
Plains region the coal beds are equally as numerous and, on the 
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average, rather thicker than in the Bull Mountain field. In Dawson 
county, on the Yellowstone river, a section across 980 ft. of this 
formation contains 11 lignite beds totaling 49 ft. in thickness, giving 
a ratio of 1 ft. of lignite for every 20 ft. of rocks. This is about double 
the amount of coal per unit of formation found in the eastern Coal 
Measures, and justly entitles the Fort Union’ to be termed a “coal 
age,” as well as a Carboniferous period in Paleozoic time. 


Tertiary Lake Beds. 


The coals in the Missoula and Drummond fields, and numerous 
smaller areas in the mountains of western Montana, occur in the Ter- 
tiary lake beds, which are the youngest coal-bearing rocks in the 
State. They have been determined to be approximately Oligocene or 
mid-Tertiary in age by means of the vertebrate fossils contained in 
them or in immediately associated rocks. They are made up mainly 
of massive slightly indurated tuff composed in part of clay, the pre- 
vailing colors being light shades of cream and gray. They also con- 
tain occasional beds of fairly pure volcanic ash, and also impure 
fresh-water limestones. The coal found in these beds seems to occur 
only at horizons near the base of the formation. 


DISTRIBUTION OF THE CoAL FIELDs. 


The widespread distribution of lands containing coal in Montana is 
strikingly shown by the map of the coal fields of the State (Pl. L.). 
Coal fields of greater or less size are found in every part of the State, 
so that there are few points in it that are more than 75 miles from an 
area containing workable coal. The largest single area present is the 
lignite and sub-bituminous coal region in the eastern part of the State, 
covering a large part of Custer, Dawson, and Valley counties, and 
extending entirely across the State in a north-south direction, with a 
maximum width of 160 miles. This immense area is estimated to 
contain 365 of the total 380 billion short tons of coal and lignite oc- 
curring in Montana. A graphic representation of the tonnage present 
in this region compared with other important fields in the State 18 
shown in the diagram on Plate I. The next important field in point 
of contained tonnage is the Bull Mountain field, with the estimated. 
total of a little over four billion tons of sub-bituminous coal. None 
of the remaining contains more than three billion tons of workable 
coal. Because of their proximity to means of transportation, the 
Bridger, Red Lodge, and Trail Creek fields, which are comparatively 
unimportant when the total coal tonnage of the State is considered, 
have, up to the present time, furnished the greater part of the coal 
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mined in Montana. The immense quantities of fuel found elsewhere 
remain practically undeveloped. 

The central part of the State, going from south to north, contains, 
first, near the southern border, a group of comparatively small fields 
including the Bridger, Red Lodge, Stillwater, Trail Creek, Electric, 
Gallatin, and Lombard fields. Farther north, in the middle part of 
the State, lie the Bull Mountain, Lewistown, and Great Falls fields, 
all-of which are much larger in area than the fields lying farther 
south, while still farther north lies the Milk River field, bordering on 
the international boundary. The Big Sandy field, and an unnamed 
area occupying the region along the Missouri river, lie between the 
Lewistown and Milk River fields. 

The western part of Montana, which lies mainly within the Rocky 
mountains, is dotted with numerous small isolated coal fields which 
have undergone little or no development and concerning which very 
little detailed information has been published. The most important 
group of these, which includes the Drummond and Missoula fields, 
covers nearly all of the southwest corner of the State, all of the coals 
present being found in the Tertiary lake beds. To the north near 
the international boundary are found the Valier, Blackfoot, and Gla- 
cier Park fields, besides several other small and unimportant areas. 


CLASSIFICATION oF Montana COALs. 
General Statements. 


On the map presented with this paper the coals found in Montana 
are classified into three grades, lignite, sub-bituminous coal, and 
bituminous coal, while a fourth type present in the Gallatin field is 

‘indicated as probably semi-anthracite or semi-bituminous coal, the 
exact determination being left in doubt because of the lack of infor- 
mation concerning the fuel found there. 

The classification of bituminous coals and the coals of lower than 
bituminous grade, which form by far the greater part of the total 
coals found in Montana, has always been a very difficult question, for 
these various types of fuels grade imperceptibly into one another, 
there being no natural line of separation between them. Chemical 
analyses alone are not adequate, for the differences between the various 
grades are physical as well as chemical, so that no scheme of classifi- 
cation based entirely on chemical analyses will be completely success- 
ful. Asa rule, the lower-grade coals contain much more moisture 
than those of the bituminous class, but the moisture content of indi- 
vidual samples varies so irregularly and depends so much upon the 
condition of the mine sampling that it is not an entirely safe criterion 
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on which to base distinctions, but if the averages of a large number 
of samples from each type of coal be compared, all the coals being 
sampled in the same manner, the moisture content of the lower-grade 
fuels is distinctly higher than that of the higher-grade coals. 

An excellent criterion for separating the high-grade coals from those 
poorer in quality, which can be depended upon more than any other, 
is the manner of weathering, especially in the fracturing developed in 
~ the coal as it gradually dries. In bituminous coals the fractures thus 
developed will correspond with the cleavage and the resulting frag- 
ments will remain prismatic in shape, even to the finest dust particles. 
On the other hand, the lower-grade coals will check and fracture 
irregularly, and the resulting fragments will be irregular in outline. 

By using the above criteria, a large group of low-grade coals which 
are very black and frequently of brilliant luster, with fairly well de- 
veloped cleavage, thus closely resembling true bituminous coals on 
casual examination, have been separated from the class of bituminous 
coals, and the term “sub-bituminous” applied to them. About 45 
per cent. of the total coal tonnage of Montana consists of this type of 
coal, which is often called “black lignite” or “lignitic” coal; but 
the term “lignite” or “lignitic” is not appropriate, for the reason 
that in no sense are these coals woody, as is implied by the term 
“lignite.” The west one-half of the Eastern Plains region, the Bull 
Mountain field, Milk River field, and Red Lodge field, all contain 
this type of coal, while the Great Falls, Lewistown, Bridger, Trail 
Creek, and Electric fields are the principal areas supplying coal 
that is truly bituminous in grade. True lignite, which is brown, lus- 
terless, and distinctly woody in texture, occurs only along the eastern 
border of the State, making up over one-half of the tonnage estimate 
to be present in the Eastern Plains region. 


Comparison of Chemical Analyses and Heating Values. 


A comparison of chemical analyses and heating values of coals 
from 11 of the more important Montana coal fields and of coals from 
six other fields lying outside of the State, which either come into 
direct competition with the Montana coals or are accepted standards 
in the coal trade, is shown in Fig. 3. Proximate analyses giving the 
ash, fixed carbon, volatile matter, and moisture content of the coals, 
together with sulphur determinations, are used for a comparison of 
the chemical character of the various fuels, Table I. The heating 
value recorded in British thermal units is given in two forms, one 
for the air-dried sample, which very closely represents the coal as re- 
ceived by the consumer, after drying during shipment and while 
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being held in stock, and the other for theoretically pure coal from 
which the ash and moisture content have been removed, obtained by 
recalculating the results of the determination on an air-dried basis. 
This second value fairly represents the relative value of the fuel con- 
stituents of each of the coals taken alone and is a true measure of the 
degree of advancement each coal has attained in the process of trans- 
formation from original vegetable matter into Goal. In every case the 
“results represent the averages obtained from a large number of analy- 
ses of coals from all parts of each field and are believed thor pto | 
represent the average of the coal that can be produced. ATT the-, < 
analyses and the procedure followed on sampling were made under 
identical standards, with the exception of the two Canadian coals, 
which were sampled and analyzed under standards slightly different 
from those used in the United States, but not different enough to 
materially affect the results. 


TasLe 1._— Heating Values, Proximate Analyses on Air-Dried Basis, 
and Sulphur Contents of Montana Coals, Compared with Coals 
From Adjacent Coal-Producing Regions in Wyoming and’ 
Canada, and with Standard Eastern Coals. 


(From analyses by the U. S. Geological Survey, U. S. Bureau of Mines, and 
Department of Mines, Canada. ) 
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The arrangement of the coals on the diagram presented in Fig. 8, 
comparing the coals from the various Montana fields, is determined 
by the relative heating values of the theoretically pure coal—ash and 
moisture free—which, as stated above, is believed to be a true meas- 
ure of the relative degree of coalification attained by the different 
fuels. Considered on this basis, the coals, as arranged, show a fairly 
equable gradation in values from 14,820 B.t.u. for the Electric field, 
which stands first on the list, to a value of 11,820 B.t.u. for the lig- 
nite from,the Eastern Plains region, which stands last, the most rapid 
g@zop in ‘the gradation being from 14,820 B.t.u. for the Electric field 
“to 14,120 for the Trail Creek coals, showing that the coal of the 
Electric field stands easily above all of the other coals of Montana in — 
the degree of coalification attained. On this basis, going from the 
highest grade downward, the bituminous coals of the State rank as 
follows: (1) Electric field, (2) Trail Creek field, (3) Bridger field, (4) 
Lewistown field, (5) Great Falls field. 

Among the coals of the sub-bituminous class, the Bull Mountain 
coal ranks first, followed in the order named by the coals from the 
Red Lodge, Drummond, and Missoula, Eastern Plains region, and 
Milk River fields, which are in turn followed by the lignite from the 
EKastern Plains region. 

On the other hand, if these coals are compared on the basis of the 
heating values of the air-dried sample, which more nearly represents 
the coal as used by the consumer, several striking exceptions to the 
above appear, which in every case seem to be explained by examining 
the ash contents of the coals in question. The ash simply occupies 
the place of combustible matter and thus exerts a purely negative 
value on the fuel. This is probably better illustrated by comparing 
the averages shown on the diagram obtained by the Cambria and 
Rock Springs coals from Wyoming than by any coals in Montana. 
On comparing the heating value of the ash and moisture free coal, 
the Cambria ranks above the Rock Springs, although its heating 
value on the air-dried basis is only 10,220 B.t.u., compared with 
12,230 for the Rock Springs coal, the difference being due to an ash 
content of 23.3 per cent., as compared with 3.8 in the Rock Springs 
coal. The first change to be made in the order of the Montana coals 
on this basis is that the coal for the Lewistown field, averaging a 
greater heating value, should be placed above the Bridger coal, be- 
cause of an ash content of 9.8 per cent. for the former, against 15.4 
per cent. for the latter. Again, the Bull Mountain and Red Lodge 
coals, both of which belong to the sub-bituminous class on the basis 
of their B.t.u. values for an air-dried sample, rank distinctly above 
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the Great Falls and Bridger coals, the difference again being due to 
the varying ash content. The last example is shown by the averages 
for the coals of the Drummond and Missoula field, which should rank 
below the sub-bituminous coal, both from the Eastern Plains region 
and the Milk River field, because of the very high ash percentage, 
- 21.2, found in them. ; 

_ On studying the moisture content of the Montana coals, it soon 
becomes evident that the arrangement of the coals inversely accord- 
ing to percentage of moisture in them, would agree in a general way 
with the arrangement as determined by the heating values of the pure 
coal—ash and moisture free. The coals of the Electric field show the 
lowest moisture content, and the lignite of the Eastern Plains region 
the highest. 

On comparing the Montana bituminous coals with those from 
nearby States, it is seen that both the Electric and Trail Creek coals 
have heating values for theoretically pure fuel in excess of either the 
Cambria or Rock Springs coal from Wyoming, but, on the other 
hand, the low percentage of ash in the Rock Springs coal gives it a 
much higher heating value on the air-dried basis than any of the 
bituminous coals in Montana. The sub-bituminous coal from the 
Bull Mountain and Red Lodge fields easily ranks with or above the 
coal from the Sheridan field in Wyoming, which is more truly com- 
parable with the sub-bituminous coals from the Montana Eastern 
Plains region. 

On comparing the Montana coals with those from adjacent fields 
in Canada, it is evident that the coals from the Belly River field 
(Lethbridge) compare favorably with the Bridger and Lethbridge 
coals, but are not equal to the Electric and Trail Creek coals. None 
of the Montana fuels can compare with the high-grade coal found in 
the Crowsnest field in British Columbia and Alberta, while on the 
other hand the standard coals from Pennsylvania and West Virginia 
are seen to excel all other coals whose averages are shown. 


DESCRIPTIONS OF THE Coal FIELDs. 
Fields Containing Bituminous and Higher-Grade Coals. 

Bridger Field, *—The Bridger field is located in Carbon county 
in the southern part of the State and occupies: a long narrow area 
extending northwest from near the State line in T. 9 8., R. 22 E., 
across the Clark fork of the Yellowstone and Rock creek for about 35 
miles. Considerable development has been accomplished in the 
northern part of the field, centering around the towns of Bridger, 
Coalville, and Joliet. It is estimated to contain about 120 sq. miles 
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of area underlain by coals of workable thickness within minable 
depth. 

The Eagle sandstone and associated formations, consisting of the 
Colorado shale below and the Claggett shale and sandy brackish- 
water beds above, outcrop across the entire length of the field. The 
geologic structure is comparatively simple, all of the rocks present 
having a general southwest dip, the inclination varying from 2° to 
10°. Faulting, generally trending nearly at right angles to the strike 
of the beds, occurs at several localities, the most prominent example 
of which is about 6 miles south of Bridger, near the center of T.7 S., 
R. 23 E., where a depressed block fault, with its longer axis lying 
across the strike and widening in the direction of the dip, offsets the — 
coal found in the Eagle about three-quarters of a mile to the east. 
There is another prominent fault about 4 miles north of Bridger that 
offsets the same coal bed for nearly 2 miles. As a rule, these faults 
will not interfere seriously with mining operations. 

All of the coal found in the Bridger field occurs in the Eagle sand- 
stone. The formation contains three coal beds separated by massive 
sandstone members about 50 ft. in thickness, only one of the coals 
being workable at any one point in the field. The south point of 
workable coal occurs in T. 9 S., R. 24 E., the bed containing 2 ft. 
6 in. of coal in two benches, separated by a 6-in. bone parting. To 
the north, in the Clark Fork valley, in the vicinity of Bridger and 
Coalville, the coal being worked varies from 4 to 6 ft. in thickness, 
usually occurring in three benches, separated by shale or bone part- 
ings. On Rock creek, near Joliet, the bed being worked is thinner, 
containing only from 2 ft. to 2 ft. 6 in. of coal, mostly broken into 
thin benches. The coals of this field are of lower grade than those 
being mined at Electric and Trail creek, but compare favorably with 
the Lewistown and Great Falls coals. 

Stillwater Field. A small coal field that has remained undescribed 
up to the present time, and here called the Stillwater field, is located 
in the valley of the Stillwater river, on the boundary line between 
Sweetwater and Carbon counties. The field lies about 35 miles 
northwest of Red Lodge, near the base of the rugged mountains 
surrounding the Yellowstone National Park. It lies almost wholly 
within T. 4 8., R. 16 E., and contains about 10 sq. miles of area 
underlain by workable coal occurring at the same horizon as that 
mined in the Bridger field. 

The Eagle sandstone, the coal-bearing formation in this field, is 
about 800 ft. thick, and is exposed on either side of the Stillwater 
valley for several miles along an irregular line of outcrop, with dips 
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varying from east to northeast and north in direction, The coal pres- 
ent occurs in a carbonaceous shale zone at the top of the Eagle, 
which, in turn, is overlain by sandy beds occupying the stratigraphic 
position of the Claggett shale. A single bed of coal is present on this 
horizon, averaging from 4 to 6 ft. in thickness, but it is much broken 
by shale and bone partings, the thickest single, bench measured being 
a little over 8 ft. in thickness. 

_ The grade of coal in this field is about identical with that of the 
Bridger coals, being a fair grade of bituminous. The heating value 
is only a few units less than that of the Bridger coal, and the chemi- 
cal analyses give practically the same percentage of ash in each of 
the coals. 

Lilectric Field,’—The area of coal-bearing rocks constituting the 
Electric field lies on the south boundary line of Montana, in Park 
county, adjacent to the Yellowstone National Park. The field covers 
about 20 sq. miles, lying in T. 9 8., Rs. 7 and 8 E., along the Yellow- 
stone river and the minor streams leading into it. 

The rocks in which the coals of this field are found occur immedi- 
ately above a mass of dark marine beds easily recognizable as the 
Colorado shale, and, therefore, occupy a position approximating that 
of the Eagle, Claggett, and Judith River formations indicated in Fig. 
2. Immediately above the Colorado shale is found a thickness of a little 
over 300 ft. of sandstone that is soft, generally massive, and contains 
a few shaly layers, and at the top a coal and carbonaceous shale bed 
6 ft. in thickness. This agrees fairly closely with the Eagle sandstone 
as developed farther east in the Stillwater and Bridger fields. Above 
this basal sandstone are found a series of alternating sandstones and 
shales containing two more coal zones, but the stratigraphic equiva- 
lents of the Claggett and Judith River formations are not distinguish- 
able. 

The structure of the field is complex. Described in a general way, 
it may be said to represent a fault block narrowing to an apex 
toward the north and depressed relatively many thousand feet. The 
block is highly folded and faulted, the faults being of both normal 
and thrust types, with great irregularity in the angles of dip of the 
fault planes. 0 SS aon 

The complexity of the structure is the chief difficulty met with in 
the mines of this field, for in all the underground workings faults of 
every type are continually being encountered. On the other hand, 
the high grade of fuel occurring in this field is almost certainly due 
to the metamorphism resulting from these structural disturbances. 
This is especially noticeable in some of the mines where anthracitiza- 
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tion of the coals is attendant upon sharp folds or occurs in the 
vicinity of faults. 

The coals of this field occur in three beds distributed through 
about 300 ft. of rocks; the uppermost of these three beds, lying a 
little more than 200 ft. above the bed next below it, is the only one 
that has been extensively developed, as it alone is prevailingly coking 
in character. These coals are easily the highest-grade coals in their 
class occurring in Montana. Their average heating value on the air- 
dried basis, 11,800 B.t.u., and their average moisture content, 2.4, 
are the best values obtained from any true bituminous coals in the 
State. The coals are coking, practically all of the output being 
coked and marketed for smelter use at Butte and Anaconda. 

Trail Creek Field, © 12 4—In all of the earlier publications dealing 
with the coal areas in the vicinity of Trail creek and Livingston the 
term “Bozeman coal field” is used. When this name was first 
adopted Bozeman was the principal town in the region, but at 
present it seems undesirable to continue the use of this name because 
the coal-bearing rocks are not exposed near Bozeman but are well 
developed along continuous outcrops in the general vicinity of Trail 
creek. The field is not a large one, although, because of its proximity 
to the main line of the Northern Pacific railroad, it was the first coal 
area to be extensively developed in Montana. The field contains a 
total area of about 15 sq. miles underlain by workable coal occupy- 
ing two straight elongated tracts which meet at Chestnut, making a 
y-shaped outline on the map. The area is partly in Gallatin and 
partly in Park county and lies midway between Bozeman and 
Livingston. 

The coal-bearing rocks of this field are very similar to those found 
in the Electric area. Overlying the marine Colorado shale are found 
from 750 to 900 ft. of sandstones occupying the stratigraphic position 
of the Eagle sandstone in other parts of Montana and containing 
several coal beds of commercial importance. Except for the greater 
thickness, which in a sandstone of its character is not unusual, the 
rocks agree closely with the Eagle sandstone occurring farther east 
in the Stillwater and Bridger fields and can be correlated with that 
formation with considerable certainty. Overlying this coal group is 
found a thickness of 5,000 ft. or more of rocks predominantly tuf- 
faceous in character, consisting of brown shales and sandstones with 
intercalated agglomerate largely andesitic throughout, occupying the 
approximate stratigraphic position of the Claggett, Judith River and 
Bearpaw formations of other parts of Montana, and being a purely 
local development in the geologic column of this part of the State. 
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The structure of the field is complex, both folds and faults being 
numerous. Along both sides of the valley of Trail creek are found 
two anticlines bringing up Paleozoic rocks and between them a 
narrow tract of the coal-bearing Cretaceous formations broken by 
prominent strike faults. 

The coals present occur in several irregular beds that are not. 

productive throughout all of the area mapped. Their variability in 
character and thickness, together with the complex structures present, 
makes successful mining in the field very difficult. In grade the | 
coals rank next after those from the Electric field in the class of 
bituminous coals in Montana, having a slightly lower heating value 
and considerably greater moisture content than the Electric coals. 

Development has continued in this field for many years and it is 
the only coal area in Montana from which a large part of the easily 
accessible coal has already been mined. 

Gallatin Field, 27:°2—-Coal has been known to be present in the group 
of mountains lying between the West Gallatin river and the Madison 
river in the southern part of Gallatin and Madison counties, Montana, 
for over 30 years, but few or no data have been published concerning 
it. Two areas are definitely known to be coal-bearing, one on the 
headwaters of Jackass creek north of Lone mountain, and the other 
on the headwaters of Dodge creek about 10 miles southeast of the 
mountain mass known as the Sphinx. The country is rugged and 
inaccessible, the nearest railroad point being more than 30 miles dis- 
tant, so that the field has remained undeveloped, in spite of the fact 
that coals approaching anthracite or semi-anthracite in grade and 
easily the highest class of fuels found in Montana are known to oceur 
there. 

The formation containing the coal in this field is probably identical 
or very similar to the coal-bearing group found in the Electric field, 
which lies only about 39 miles to the southeast. Colorado shale is 
known to be present and above it, as in the Electric field, a consider- 
able thickness of sandy and shale beds containing the coals. In the 
Dodge Creek area three beds from 4 to 6 ft. thick are known to be 
present. The main structural feature in each of these coal-bearing 
areas is a broad open syncline more or less flexed by minor undula- 
tions and breaks in the strata. The area on the headwaters of Jack- 
ass creek lies adjacent to a large igneous mass of porphyrite many. 
miles in extent and this occurrence probably accounts for the pres- 
ence of the very high-grade coals reported. A single proximate 
analysis of coal from the field has been published, * giving the follow- 
ing: Moisture, 5.3; volatile matter, 5.6; fixed carbon, 84.7; and 
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ash, 4.4. This gives a fuel ratio of 15.1, and indicates that the 
sample analyzed is either anthracite or semi-anthracite coal. 

Lombard Field,*-—Coal is known to be present probably in com- 
mercial quantities in the vicinity of Lombard in Gallatin and Broad- 
water counties. The area in which the coal occurs lies between 
Lombard and Toston and occupies about 6 sq. miles. The Kootenai 
formation is known to be present here and it probably contains the 
coal-bearing rocks found in the district. The structure is complex, 
the strata being much broken, so that some of the coal present which 
is reported to be coking has been altered to such an extent that it is 
essentially graphite. 

Great Falls Field, 415% 2—The Great Falls field as generally 
known at present comprises the large coal-bearing area extending 
east from the Missouri river in the vicinity of Great Falls for a dis- 
tance of 60 miles along the base of the Little Belt mountains to a 
point beyond Stanford. It merges into the area of the Lewistown 
field, from which it is not divided by any sharp natural boundary. 
The field lies partly in Cascade and partly in Fergus county. 

Throughout this field the coal occurs at one horizon about 60 ft. 
above the base in the Kootenai (Lower Cretaceous) formation. Coal 
of workable thickness is not contained, however, at all points on this 
horizon, but varies locally, there being three principal areas contain- 
ing minable coal in the field. The first and most important of these 
areas is in the vicinity of Belt and Sand Coulee and contains 230 sq. 
miles underlain by workable coal, from which by far the greater part 
of the production of the field has been mined. The second area, con- 
taining 38 sq. miles of workable coal, lies in the vicinity of Spion Kop 
and Geyser, and the third, with 48 sq. miles of workable coal land, is 
situated near Stanford. The Kootenai formation as developed in this 
field has a thickness of about 475 ft. and consists mainly of sandstone 
and sandy shale occurring in alternate succession. It rests conform- 
ably on variegated sandy shales and sandstone of Juriassic‘age and is 
overlain by the bluish gray shale of the Colorado formation. 

The geologic structure of the field is comparatively simple. The 
rocks dip at small angles to the northeast away from the adjoining 
mountains. In a narrow zone bordering the Little Belt range the 
rocks dip from 10° to 15°, but in passing outward under the plains 
they flatten rapidly, so that in the coal-bearing areas the dips rarely 
exceed 4°, However, there are many minor rolls and undulations in 
the strata, most of which are not perceptible to the casual observer. 
Minor faults are also more or less common throughout the coal area, 


especially in the vicinity of Belt, where they have been troublesome 
in mining operations. 
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In the vicinity of Sand Coulee the one coal-bearing bed of commer- 
cial importance present consists of coal interbedded with layers of 
bony shale and clay, the coal content ranging from 6 to 14 ft. in 
thickness ii different parts of the district. The arrangement of the 
coal is in two principal benches, the upper much thicker than the 
lower. In the vicinity of Belt the coal bed averages about 6 ft. in 
thickness, occurring in three benches separated by partings of bone. 
At the Geyser locality the bed averages from 8 to 6 ft., while near 
Stanford it ranges from 6 to 18 ft., including many partings present. 

The coals of the Great Falls field are to be regarded as medium- 
grade bituminous. They should probably rank the lowest of the 
true bituminous coals in the State, having lower heating values both 
on the air-dried basis and on the basis of theoretically pure coal than 
both the Lewistown and Bridger coals. Their ash content is high, 
averaging over 18 per cent., and, occurring in conjunction with con- 
siderable sulphur in the form of pyrite nodules, renders it necessary 
to wash these coals before placing them on the market. 

Lewistown Field? *!2—The Lewistown coal field as generally 
known comprises not only the limited district near Lewistown where 
considerable development has taken place, but also the western ex- 
tension of that district along the north slopes of the Big Snowy and 
Little Belt mountains, to where it joins the Great Falls field. It is 
situated in the center of Montana, including a part of Fergus county 
and a few square miles in the north part of Meagher county. The 
greater part of the field lies in the Judith basin, a name applied to 
the principal drainage area of the Judith river. In all there are 
about 150 sq. miles of the area in this field that are underlain by 
workable coals within minable depth. 

The rocks encountered in the Lewistown field range in age from 
Lower Paleozoic to Quaternary, but all of the workable coal in 
the region occurs at the single horizon found near the base of the 
Kootenai formation. On the whole, the Kootenai in this field is very 
similar to that of the Great Falls field except that it is slightly thicker, 
averaging a little more than 500 ft. The coal horizon, occurring 
about 90 ft. above the base of the formation, is easily traceable by 
means of the prominent pebbly and gritty sandstone member about 
50 ft. thick, lying immediately above the coal, and generally standing 
out in bold ridges timbered with pines. 

The structure in the western part of the field is relatively simple, 
the beds present dipping to the north at slight angles away from the 
Little Belt and Big Snowy mountains. In the eastern part of the 
field the principal structural features are a group of laccoliths, 
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the largest of which form the Judith and Moccasin mountains, 
while the smaller ones are merely small dome-shaped uplifts not over 
one mile across and often without topographic expression. Erosion 
has removed the softer Cretaceous rocks from these uplifts, exposing 
Paleozoic or igneous formations, and as a result the coal-bearing 
rocks encircle them, the continuity of the coal outcrop being broken 
here and there by irregular igneous masses. 

As in the Great Falls field to the west, the coals in the Lewistown 
field are not continuous throughout the’ area, but are productive only 
in limited districts with unproductive areas betweenthem. The most 
important of these districts are: (1) the Buffalo Creek district, on the 
north slope of the Little Belt mountains; (2) the Rock Creek district, 
on the north slope of the Big Snowy mountains; (3) the Lewistown 
district, on Big Spring creek just above Lewistown; and (4) the 
Macdonald Creek district, the largest of all of these, lying on the east 
edge of the field south of the Judith mountains. 

The coals where mined at present vary from 2.5 to 8 ft. in thick- 
ness, and, as in the Great Falls field, are usually broken by partings 
of clay and bone. The coal is a medium-grade bituminous in char- 
acter and very similar to the Great Falls coal except that it is 
rather more free from impurities, the ash content averaging almost 
10 per cent. lower than the Great Falls coals. It is persistently 
banded in appearance, with alternating layers of bright and dull 
coal. The sulphur content is relatively high, averaging over 4 
per cent. 

Valier Field——A small heretofore undescribed coal field occupies 
a small area near the town of Valier in Teton county in the north- 
west part of the State. The field includes about 6 sq. miles 
of area that is underlain by workable coal, and although compar- 
atively small is of considerable local importance because of the 
scarcity of coal in that region, 

The coal occurs in a single workable bed at the top of the Eagle 
sandstone, which is typically developed here, and therefore occupies 
the same stratigraphic position as the coal mined in the Bridger, 
Stillwater, and possibly Electric and Trail Creek fields in the south- 
ern part of the State. The structure is very simple, the rocks lying 
so nearly flat and undisturbed that the slight westward inclination of 
the strata is barely perceptible. 

The single coal bed present is thin, rarely being more than 30 in. 
in thickness, and averaging only about 2 ft. The coal, however, is 
of good quality, comparing favorably with that mined from the 
Bridger field and being of slightly better quality than the coal from 
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the Lewistown field. The ash content is lower and the heating value 
decidedly higher than that of the coals from the Great Falls field. 

Blackfoot Field—The Blackfoot tield is another area that has re- 
mained undescribed up to the present time. It lies within 15 miles 
of the international boundary in the northwest part of Teton county 
and should develop into considerable importance as a local source of 
fuel. The field occupies a long narrow area extending in a north- 
west-southeast direction for about 15 miles across the upper branches 
of the south fork of the Milk river and is practically undeveloped. 

The coal present lies at a single horizon occurring at the top of a 
sandstone formation locally known as the Horsethief sandstone, lying 
immediately above the Bearpaw shale, which is the same in strati- 
graphic position as that occupied by the Lennep sandstone found in 
the upper part of the Musselshell valley north of the Crazy moun- 
tains. The structure of the field is complex, for it lies in a belt of 
folded and faulted rocks lying at the base of the Rocky mountains. 
The faults are mostly of the overthrust type. This complexity of 
structure will make any extensive mining operations very difficult to 
carry out, but on the other hand the dynamic disturbances have 
served to alter the coal into a relatively high-grade fuel. The thick- 
est coal found measures 38.5 ft. in thickness, but the average thickness 
of the workable coal is not over 2.5 ft. 

The coal is of excellent quality; the heating value of the theoreti- 
cally pure coal is 13,890 B.t-u., and considered on this basis it ranks 
with the better grade bituminous coals of Montana, being slightly 
above the Bridger coal in grade. 


Fields Containing Sub-Bituminous Coal. 


Bull Mountain Field, 1: 37,5+—The Bull Mountain field is located 
in the central part of Montana, practically all of it lying in the north- 
ern part of Yellowstone county except for a few small areas that lie 
north of the Musselshell river in Fergus county. Its length from 
north to south is nearly 25 miles and from east to west 35 to 40 
miles. Its total area is about 750 sq. miles, practically all of which 
is land underlain by workable coal. An earlier statement assigns a 
total of about 55 sq. miles of coal-bearing area to this field. 

Nearly all of the workable coals found occur in the Fort Union 
formation. It forms the uppermost group of rocks exposed in the 
field and consists of a thickness of 1,650 ft. of yellowish sandstone 
and shales interstratified with coal beds. It is prolifically coal-bear- 
ing, containing at least 20 beds attaining a thickness of more than 2 
ft. of coal. The beds are most numerous in the upper part of the 
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formation, where they occur at intervals of 50 ft. or less, while in the 
lower part the intervals are 100 ft. or more. 

The geologic structure of the field is simple, the rocks lying prac- 
tically flat for the most part. The slight dips present form a shallow 
synclinal basin in the central part of the field, having a general north- 
west axial trend and a rather accentuated dip at its northwestern ex- 
tremity. The syncline merges on its northern border into an anti- 
cline whose flanks dip about 5°, while this anticline is paralleled on 
the north by a smaller but sharper syncline. The rocks are practi- 
cally undisturbed even by minor faults, which with the slight dips 
present makes the structural conditions ideal for mining. 

The coal of this field is a high-grade sub-bituminous very nearly 
approaching the grade of true bituminous coal, Its rather poor stock- 
ing quality is the chief factor that prevents it from being classed as a 
bituminous coal. It is pitch black to brownish black in color and 
has a dark brown to black streak. It shows lustrous bands alternat- 
ing with coal of a dull satiny luster, containing mineral charcoal or 
“mother ” coal. 

The average heating value of this fuel on an air-dried basis is 
greater than that of both the Bridger and Great Falls coals and is 
about the same as that of the Lewistown and Red Lodge coals, but 
on the basis of theoretically pure coal the heating value is lower than 
any of these, except the Red Lodge coal. The Bull Mountain coals 
with those from Red Lodge should rank first among the sub-bitumin- 
ous coals found in Montana. 

fed Lodge Field, 4»°':°8—The Red Lodge field was formerly called 
the Rocky Ford field, but is now better known by the designation 
given above from the town of Red Lodge, which was the place of 
original development and still continues to be the chief mining center. 
It is situated at the foot of the Beartooth mountains in Carbon 
county, between the Yellowstone river and the Clark fork, one of the 
tributaries of the Yellowstone. The field extends for a distance of 8 
miles from north to south and an equal distance from east to west. 
About one-half of this area or 32 sq. miles is underlain by workable 
coal, 

The rocks outcropping in this field belong almost entirely to the 
Fort Union formation, The sandstones and shales of this formation 
comprise a mass of rocks 8,500 ft. in thickness in which carbonaceous 
shale and coal beds are intercalated in various horizons. Workable 
coals, however, do not oceur throughout this immense thickness of 
rocks, but are confined to a productive member 825 ft. thick, lying 
between a lower barren member 5,700 ft. thick and an upper barren 
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member about 2,000 ft. thick. The sandstone and shale of the pro- 
ductive member of the formation closely resemble the rocks from the 
barren portions and do not seem to indicate any essential difference 
in the conditions of deposition, the carbonaceous shales and the work- 
able coals present alone serving to distinguish the member. A sec- 
tion of the coal-bearing portion of the rocks present in the field as 
_ exposed on the east side of Rock creek near Red Lodge gave a total 
of 81 ft. of coal distributed in 15 beds in a total thickness of 800 ft. 
of rocks. This very large amount of coal gives a fair idea of the 
prolifically coal-bearing character of the Fort Union formation. 

A peculiar feature of this field is the presence of a number of dikes 
of camptonite cutting through the sedimentary rocks and forming low, 
dark-colored ridges extending in a northwest-southeast direction 
across the field. They have had little or no metamorphic effect 
upon the surrounding rocks and where they have cut the coal beds 
little or no anthracitization has taken place, nothing but charred coal 
being found. 

Structurally, the rocks form a part of an eroded monocline dipping 
southwestward, which is abruptly terminated at the base of the Bear- 
tooth range by a fault having a throw of several thousand feet, bring- 
ing Carboniferous limestones in contact with the Fort Union rocks. 
The southwestward dip of the beds is variable, being 18° at Red 
Lodge, but gradually flattening going southwestward until they are 
nearly horizontal near the south limit of the field, there being many 
minor undulations in the strata in this distance. The Bridger field 
lying only 12 miles to the northeast occupies the same southwest- 
ward dipping monocline present in the Red Lodge field, the only 
difference being that the coals at Bridger lie at a horizon very much 
lower than those at Red Lodge. 

The coals present were apparently deposited in basins believed to 
have been shallower toward the southwest because all of the coals 
thin in that direction and merge into carbonaceous shale, but on the 
whole the beds present are very persistent and are not to be classed 
as lenticular deposits. The coals have a black color, pitchy luster 
and well developed, though irregular, joints. They are medium in 
hardness and relatively free from injurious impurities. They are 
about as bright in appearance as some of the bituminous coals of 
Pennsylvania, and, unlike some of the sub-bituminous coals, do not 
lose their luster when exposed to the air for a short time. In heat- 
ing value these coals excel the bituminous coals from the Bridger 
and Great Falls fields, but their poor stocking qualities and heating 
value on the basis of theoretically pure coal place them in the sub- 


bituminous class. 
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At the present time this field is entering a period of extensive 
development which promises a continued and steady production for 
many years. 

Missoula and Drummond Fields.—These two fields are isolated areas 
lying in the mountainous part of western Montana in Missoula and 
Granite counties. They are the only two areas which up to this time 
have produced coal in commercial quantities out of the large num- 
ber of isolated fields containing coal in the Tertiary lake beds in this 
part of the State. 

The coal occurs in the part of the Tertiary lake beds that is ap- 
proximately White River in age, being found in the lower 100 ft. of 
the rocks, which are mainly massive tuffs composed in part of clay. 
The coals are apt to be lenticular, showing considerable variability in 
thickness. Natural exposures are scarce because the coal crumbles 
rapidly in weathering. It is distinctly banded, showing alternate 
layers of dull to bright black coal, and has a conchoidal fracture, 
occasionally showing a tough woody structure. The coal is distinctly 
sub-bituminous in grade, and some of it approaches a true lignite. 

Milk River Field, —The Milk River field occupies a large portion 
of Chouteau county in north-central Montana, and practically all of it 
lies in the drainage basin of Milk river. By no means all of the 
large area included in this field is underlain by workable coal, but 
the districts containing minable fuel are so numerous and so widely 
scattered over the entire field that it is best treated as a single large 
coal field. 

The formations found in the Milk River field are almost identical 
with those found farther south in central Montana along the Missoula 
and Musselshell River valleys, which may be spoken of as the 
standard section of the Cretaceous rocks for Montana. The Eagle 
sandstone, Claggett formation, Judith River formation, and Bearpaw 
shale are present and present little variation from their development 
to the south. 

All of the coals of workable thickness in this field oceur within 150 
ft. of the top of the Judith River formation. They are lenticular in 
shape and show variable thicknesses up to a total of 9 ft. of coal on 
a single outcrop. The beds are noticeably thinner and of poorer 
grade in the eastern part of the field. Generally, there is only one 
bed at a single locality of workable thickness, but in a few places as 
many as four beds are found. 

All of these coals may he classed as a fair grade of sub-bituminous. 
They are pitch black to brownish black in color and have a brown 
streak, their luster being bright and waxy. Chemical analyses show 
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that they are comparatively low in sulphur and high in moisture and 
ash. The heating value of these coals, taken on the basis of a theo- 
retically pure coal, averages only 12,350 B.t.u., which is the lowest 
value obtained for any of the sub-bituminous coals in Montana, 
although on the basis of the air-dried sample the heating value ex- 
ceeds that of the coal from the Missoula and. Drummond fields. 


The Eastern Plains Region of Lignite and Sub-Bituminous Coal, 
1, 2, 5, 16, 17, 40. 

This very large coal and lignite bearing area covers nearly all of 
the east one-half of Montana, including practically all of Valley, 
Dawson, Custer and Rosebud counties within its boundaries. It is 
estimated to contain 365 of the total 380 billion short tons of lignite 
and coal found in Montana. About 40 per cent. of this total tonnage 
is estimated to consist of sub-bituminous coal, while the remainder is 
a true lignite. Its total tonnage and area greatly exceed that of all 
the other fields in the State taken together, but up to the present 
time it has furnished almost nothing to the annual production of 
coal in the State. 

All but a very small proportion of the coal in this region occurs in 
the Fort Union formation, which here has its typical development. 
The number and distribution of the coals present are about equal or 
slightly exceed the number of beds and the amount of coal found in 
the Bull Mountain field, which can properly be regarded as an out- 
lier of the great eastern area which has been isolated by erosion 
since the beds were first deposited. The structure over all of the 
area is very simple, the rocks for the most part lying practically hori- 
zontal or else flexed into very broad gentle undulations that are 
barely perceptible on casual examination. The only exception to this 
is an anticline whose axis, trending in a northwest-southeast direction 
almost exactly paralleled by that of the Black Hills and Bighorn 
uplifts, passes through a point a few miles southwest of Glendive in 
Dawson county and extends for over 60 miles to the southeast, to 
the North Dakota boundary. This fold is asymmetric, the steeper- 
dipping limb lying on the southwest side, where the beds are inclined 
at angles varying from 10° to 30° but flatten very rapidly in traveling 
away from the fold toward the southwest. dae Ms 

The fuel in the eastern one-half of this region is a true lignite and 
constitutes the lowest grade of fuel found in Montana. Its heating 
value for the theoretically pure coal, ash and moisture free, averages 
11,820 B.t.u., while on the air-dried basis the result is 8,505 B.t.u. 
Both of these figures are the lowest obtained for any of the coaly 
fuels found in Montana. In general, the lignite is brown, lusterless 
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and woody, showing the grain of the wood and frequently the out- 
lines of entire tree trunks from which all or a large part of the ma- 
terial was formed. Going toward the west across this region the 
lignite changes gradually into a black, shiny, sub-bituminous coal. 
The change is so gradual that probably no two observers would agree 
as to the place where the line of division should be drawn. As the 
brown color disappears the lignite loses more and more of its woody 
character. Near Glendive it is black but lusterless, at Miles City its 
color is a little more pronounced, and much of it is black and shiny, 
while on the extreme western edge of the area it has practically lost 
all traces of its woody structure and has obtained a brilliant luster 
throughout, being a true sub-bituminous coal. 
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A Note on the Occurrence and Manufacture of Refractories in Montana. 
BY W. H, GUNNISS, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


WHEN the copper smelters were built, in Montana, all of the refractory 
products which were used in their construction were shipped in from East- 
ern factories. It was apparent that if a material suitable for the manu- 
facture of these products could be found within the State, a saving of 
freight could be effected and a new industry built up. 

Prospecting for such materials was started and experiments were made 
with samples from numerous deposits. Considerable effort and funds 
were expended in an attempt to manufacture silica brick from Dillon 
quartz, a light colored sandstone that is found near Dillon, Mont., on the 
Oregon Shortline railroad. As a brick material the Dillon quartz was a 
failure, but it has proved very satisfactory as a silica cement. It is now 
being used in laying silica brick and for reverberatory furnace bottoms. 

A bed of quartzite that is particularly suited to the manufacture of 
high-grade silica brick was finally discovered at Browns Spur, 6 miles west 
of Anaconda. The material from this deposit is now being used in the 
manufacture of the Anaconda silica brick, which have gained a wide rep- 
utation for heat-resisting and lasting qualities. The analysis of an average 
sample of this quartz is: SiOz, 96.7; Fe.O3, 0.3; Al,O3, 2.5; CaO, 0.3 per 
cent. The very low percentage of fluxing ingredients makes this a most 
refractory material. 

All of the Anaconda silica brick are hand molded. Various types of 
brick machines have been tried, but the hand-mold process proved the 
best suited to the manufacture of silica brick from this material. The 
silica is first put through a jaw crusher and is then dumped into wet pans, 
where 4 per cent. of lime paste is added, to produce a bond. Without the 
lime the material would not be plastic enough to mold. After a few 
minutes’ grinding in the wet pans the material is conveyed to the molder, 
who forces it into the molds by hand. The brick are then dumped on 
pallets and placed in the drier, where they are left until dry enough to be 
set in the kilns. Some of the brick are re-pressed before being dried. 
They are burned about five days, in round down-draft kilns. It is not 
necessary to have as much heat in the kilns as the brick will be subjected 
to when in use in the furnaces. Montana refractories are used in smelters 
throughout the West. 

Prospecting for fire clays was also carried on. After experimenting 
with clays from several different deposits, it was found that a mixture of 
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40 per cent. of a flint fire clay (which is quarried on Lost creek, 4 miles 
east of Anaconda) and 60 per cent. of a plastic fire clay (which is mined 
near Armington, Mont.) made an excellent fire brick. 

The flint clay from Lost creek is unlike the typical flint clays of Penn- 
sylvania, though a very good fire clay. It is a light colored rock, analyz- 
ing: SiOs, 71.6; Fe,Os, 1.3; AlOs, 20.2; CaO, 0.4 per cent. 

The plastic fire clay mined at Armington is of a very good quality. It 
_-is found in the Kootenai formation. The deposit has a thickness of from 
4 to 5 ft., and occurs about 26 ft. above the Kootenai coal horizon. It is 
slate colored, fine grained and homogeneous, breaking with a sub-con- 
choidal fracture. The analysis of this clay is: SiOz, 55.7; AlOs, 30.8; 
Fe.O3, 1.1; CaO, 0.2; MgO, 0.5; alkalies, 2.1; loss on ignition, 10.2 per 
cent. The fire brick are manufactured at the Anaconda plant by the same 
process as is used in making the silica brick. At the Great Falls plant of 
the Anaconda Copper Mining Co., the fire brick are made by what is 
known as the dry press process. 

Comparative tests have been made by placing fire brick from Eastern 
factories beside the Montana fire brick, in the furnaces. The result has 
been that the Montana brick stood the tests as well as any of the celebrated 
refractory brick manufactured in the East. 

Refractory wares are manufactured in Butte from a clay quarried on 
Lost creek near the deposit worked by the Anaconda Copper Mining Co. 
A sample of this clay gives the following analysis: SiOz, 72.8; Fe.Os, 33: 
Al,O3, 23.7 per cent. 

Building brick are manufactured in all the largest cities of the State, 
the red surface clays being used in most cases, though shales suitable for 
the manufacture of paving brick are found in some localities and used for 
making building materials. 

That the clay resources of the State have not been further developed is 
due largely to the fact that many of the deposits are at present inacces- 
sible, but as the railroads branch out the conditions for exploitation become 
more favorable and these clays will be of commercial value. 

Discussion. 

Pror. J. W. Ricuarps, South Bethlehem, Pa. :—In regard to the 

physical nature of quartz for making silica brick, is the coarse- 


grained preferable ? 


BE. P. Matuewson, Anaconda, Mont.:—A dense quartz is prefer- 
able. The quartzite is the actual material used by the Anaconda 
Company. The sandstone referred to, the Dillon quartz, was a very 
pure sandstone and had hardly any impurities in it, and the brick 
made from that particular material, while apparently beautiful while. 
coming out of the kiln, and true, immediately on heating in the 
furnace puffed up half an inch and were cracked open. 
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Cement Materials and the Manufacture of Portland Cement in 
Montana. 


BY W. H. ANDREWS,* TRIDENT, MONT. 


(Butte Meeting, August, 1913.) 


Tue constantly increasing consumption of Portland cement in the 
State makes the above subject of particular interest at this time. The 
increasing demand is due to the rapid settling of the country and the 
fact that new uses are being found frequently for the above named 
commercial article. The industry is one that is bound to grow as the 
population increases, and this being the case it may be well at this 
time to consider briefly the matter of the chemical and physical com- 
position of proper raw materials. 

A cement mixture is one that contains approximately 75 per cent. 
carbonate of lime, 15 per cent. silica, and 5 to 7 per cent. alumina 
and iron oxides; the other elements being magnesium carbonate and 
small quantities of the rarer elements generally associated with lime- 
stone deposits. It can be readily seen from the above composition 
that it is possible to build up this mixture from a number of different 
materials. 

First.—A rock high in carbonate of lime can be mixed with clay 
or shale in such proportions as to bring about the desired composi- 
tion; the chief difficulty in the building up of such a mixture is that 
it is hard to find a clay or shale in which the silica-alumina ratio lies 
between 4 to 1 and 8 to 1 and at the same time shows physical charac- 
teristics which will make certain its adaptability to the practical 
manufacture of Portland cement. Very often clays or shales are 
found which are right chemically but contain large quantities of grit 
or free silica. Such clays or shale must be ground to extreme fine- 
ness in the mixture in order to make the silica and alumina combine 
with the lime when the mixture is burned. On the other hand, elays 
or shales are often found that have the proper physical characteris- 
tics but in which the amount of alumina is too great. 

Second.—A mixture can be built up of different limestones some of | 
which run above the 75 per cent. requirement and others below; 
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these limestones, however, must contain the right proportions of 
silica and alumina and must possess the proper physical character- 
istics, 

Third.—A large percentage of the Portland cement marketed in 
the country was formerly manufactured from marl and clay, but on 
account of the low specific gravity of the marl and the large organic 
content, this method has given way to the making of cement from 
different kinds of rock. 

Fourth—A limestone containing approximately the 75 per cent. 
carbonate of lime required is sometimes, but rarely, found. Such a 
stone is called “ cement rock.” If such a deposit contains the silica 
and alumina in the proper ratio and the corrective materials occur 
in the same quarry, the property is of value. It can be readily seen 
that a natural mixture can be handled in such a manner as to pro- 
duce the best possible product with the least trouble in the manu- 
facture. 

An example of cement rock is the Trenton rock of the Lehigh 
valley, Pennsylvania, from which large quantities of Portland cement 
are manufactured. It must be borne in mind, however, that in all 
of the above-named methods the materials used must be low in mag- 
nesia and free from sulphur. 

In regard to the process of manufacture it might be said that the 
advancement has been remarkable during the past few years. The 
tendency has been toward fewer units, with larger capacity per unit. 
One of the large rotary kilns of to-day will do the work of five of the 
kilns in common use 10 or 12 years ago. The same is true of ma- 
chinery for the preparation of the raw materials and the grinding of 
the finished product. 

Montana, up to date, has but one cement plant in operation: 
that of the Three Forks Portland Cement Co., located at Trident, 
just below the Three Forks of the Missouri river on the Northern 
Pacific Railway. This plant manufactures the “Red Devil” brand 
of cement and has been in active operation since June, 1910. This 
plant uses for its raw materials a cement rock of Devonian age. 

The mill was constructed by F. L. Smith & Co. and is an example 
of an up-to-date plant. The rock is loaded in the quarry by two 
80-ton Bucyrus steam shovels into bottom-dump steel cars. These 
cars are hauled by a steam locomotive a short distance to the crusher 
house, where they are discharged into a No. 9 crusher which has a 
much greater capacity than the mill’s regular requirement. This 
crusher reduces the rock to about 2-in. size and under ; the oversize 
is sent to a smaller crusher before going to the blending bins. 
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After being crushed, the rock is elevated to the top of what are 
known as blending bins—these are eight in number, having a capac- 
ity of 200 tons each, four being on one side of the scale hopper and 
four on the other side. The rock running higher in carbonate of 
lime than the required mix is kept on one side of the mixing scales 
and the rock lower in carbonate of lime than the required mix is kept 
on the other side. As the rock drops to the bins, it passes through 
equalizing drums and is automatically sampled. The resulting sam- 
ple is ground and removed to the laboratory for chemical analysis. 

The rock in the different bins having been carefully analyzed, the 
mixture is calculated by the chemist. The rock is then conveyed to 
the scale hoppers by belt conveyors which travel underneath the bins. 
Here, the high and low rock is weighed. off in the proper proportion. 
By the method of sampling in use, it is possible at all times to keep 
the cement mixture the same. From the scale hoppers the rock is 
elevated to a bin over the drier. The rock in passing through the 
drier is deprived of its moisture. This puts it in condition for fine 
grinding. From the rotary drier, which is fired by producer gas, 
the rock is elevated to bins over grinding mills, called “ kominuters.” 

The kominuters are large drums, revolving on horizontal shafts. 
The drums are lined with perforated steel plates and surrounded by 
screens set at such an angle as to return automatically all coarse 
material to the mill for regrinding. The grinding is accomplished 
by large steel balls which are given a tumbling action as the mill 
revolves. The raw rock is ground in these mills to a fineness of 
about 80 per cent. passing a 20-mesh screen. Samples of the pro- 
duct of these mills are taken every two hours to the laboratory for 
fineness test and chemical analysis. 

From the kominuters the partially ground material is elevated to 
bins over the tube mills, into which mills it passes for the finished 
grinding. The tube mills are 22 ft. long by 6 ft. in diameter. These 
mills are divided into two compartments’ by a perforated plate placed 
5 ft. from the discharge end. The large end of the mill is filled with 
pebbles and the small compartment with what are known as cylpebs. 
These cylpebs are small cylindrical pieces of steel. Both compart- 
ments are filled nearly half full with pebbles and eylpebs. The mills 
make about 25 rev. per min., the material being fed constantly 
through a small screw conveyor from the bin to the pebble end of the 
mill, The cylpebs increase the efficiency of the mill, making possible 
larger capacity and greater fineness. 

The raw mix, which is finished to a fineness of 90 per cent. passing 
a 100-mesh sieve, is sampled and analyzed every two hours, during 
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the 24, and passes through screw conveyors and bucket elevators to 
the bine over the rotary eS The kilns are two in number, 9.5 ft. 
in diameter by 140 ft. in length and having a combined capacity of 
1,600 to 1,800 barrels daily. 

The fuel used is powdered coal, mined at Red Lodge. This coal 
is ground to a fineness of 95 per cent. passing 100-mesh sieve and is 
, see into the front end of the kilns by an air pressure furnished by 
large fans. The coal therefore burns with a flame very much like 
gas, raising the heat in the lower part of the kilns to about 3,000° F. 

The raw material is fed into the upper end of the kiln through a 
screw conveyor and as the kiln is set on a slight angle and revolves 
slowly, the mix travels toward the discharge end. As it passes 
through the heat zone the carbonic acid is driven off and the lime 
carbonate is changed to lime silicates and aluminates. It can be 
seen that careful preparation of the raw materials is necessary to 
bring about the proper combination of the lime, silica and alumina. 
During this process, the powdered mix undergoes a physical as well 
as a chemical change. It enters the kiln a light-colored powder and 
is discharged in the form of white-hot clinkers, changing to dark 
green and black when cooled, and varying in size from that of a 
small pea to several inches in diameter. Chemically, these clinkers 
are now Portland cement, but it is necessary to grind them to a very 
tine powder in order to have commercial Portland cement. 

The clinker passing from the kilns, white hot, is caught in a large 
elevator and carried to a rotary cooler. The cooling is accomplished 
by natural draft. From the cooler, it is elevated and discharged into 
the storage yard. From the yard, the clinker is taken through 
a tunnel by belt conveyor and elevators to the final grinding room. 
The grinding of the finished product is accomplished by kominuters 
and tube mills, which have been described in the grinding of the raw 
materials. It is necessary at this stage of the manufacture to add 2 
to 3 per cent. of raw gypsum to regulate the setting time. 

As the finished cement drops from the tube mills it is sampled 
every two hours and taken to the laboratory for physical tests and 
chemical analysis. The cement then passes by means of screw and 
belt conveyors and bucket elevators to the stock house, where it is 
stored until required for shipment. 

The stock house is of reinforced concrete and has a capacity of 
40,000 barrels of cement. It is divided into five bins or compart- 
ments. From these stock-house bins, the cement is conveyed and 
elevated to eight packing hoppers, each having a capacity of about 
1,000 barrels, from which it is fed to the packers. 
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The product is shipped in duck and burlap bags, 95 lb. to the sack, 
and four sacks to the barrel. As each car is loaded, samples rep- 
resenting the contents are taken and sent to the laboratory for con- 
firming tests. From the time the raw material leaves the quarry until 
the finished product goes into the cars, it is not touched by hand. 

Cement machinery is ponderous and the wear and tear tremendous 
—competent superintendence and skilled operators are necessary in 
the manufacturing end. As has been mentioned elsewhere in this 
article, the process of cement manufacture has undergone a wonder- 
ful evolution during the past few years. Old style mills cannot keep 
pace with the more modern ones, either in the quantity of output or 
quality of the finished product. Specifications are now drawn up 
with a view to finding every possible-weakness in the cement as 
marketed. The strength required is greater, and realizing the im- 
portance of sand-carrying power, the railroads and different munici- 
palities are demanding greater fineness. The Auto Clave test has 
been invented to prove beyond question the absolute soundness of 
Portland cement. These requirements can only be met by the mills 
that are modern or have kept up-to-date and the public is guaranteed 
safety when it uses cement that has passed standard specifications, 
provided the work is properly done and the proper aggregates are 
used. 

Cement materials are rather widely scattered throughout the State, 
the difficulty being to find all the materials together and the location 
suitable with regard to market. Doubtless, in time other plants will 
be built in the State, but at present the one mill in operation is easily 
able to supply the State and in fact is obliged to market part of its. 
product in adjoining States. 
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The Metaline Plant of the Inland Portland Cement Co., 
Metaline Falls, Wash. 


BY MILO W. KREJCI, GREAT FALLS, MONT. 


(Butte Meeting, August, 1913.) 


Tue plant and quarries of the Inland Portland Cement Oo. are 
located at Metaline Falls, Wash., about 128 miles north of Spokane, 
on the Pend Oreille river, and within 10 miles of the Canadian 
border. The plant is one of a chain of cement plants controlled by 
the Lehigh Portland Cement Co., of Allentown, Pa. ' Work on this 
plant was commenced in June, 1910, and was completed in April, 
1911, but on account of some delays in the construction of the power 
plant, the works were not put into operation until August, 1911. 
Since then it has been in continuous operation and _ has furnished the 
Inland Empire with a high grade of cement. Fig. 1 is a view and 
Fig. 2 is a plan of the works. 

Water Power Development.—The source of the water supply for the 
hydro-electric plant of the Inland Portland Cement Co. is Sullivan lake, 
a body of water approximately 5.5 miles long and 0.6 mile wide, situ- 
ated in the Kaniksu Forest Reserve. A wooden crib dam was installed 
so as to raise the elevation of the lake 25 ft., and the additional stor- 
age capacity was taken up by the diversion of Sullivan creek into the 
lake by means of a wooden flume, 0.25 mile long, 6 by 8 ft. in cross- 
section, and a ditch 1,200 ft. long. 

The water from the lake follows the natural water course to an 
intermediate storage reservoir, which was created by the construction 
of an earthen dam. This pond was used in connection with the saw 
mill which was installed at this point. 

Besides the earth dam, there was also built a crib, at the point 
shown in the sketch map, Fig. 38. This crib dam is 35 ft. high. From 
this point the excess water follows the natural course of Sullivan creek 
to the Pend Oreille river. 

The water is taken from this intermediage storage by means of a 
6 by 8 ft. wooden flume approximately 13,000 ft. long. This flume 
is built up on the side hill, piling being driven most of the way on 
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account of the lack of rock foundation. From the end of the flume 
line is a ditch 850 ft. long, which leads into the head gates. The 
water at this point has a vertical drop of 41 ft. and an angle of 45° 
in a tunnel through the hill, down to the elevation of the wheels. 
The tunnel is lined with 36-in. steel pipe throughout its entire length. 
The total head is 465 ft. and the working pressure at the wheels is 
204 lb. per square inch. 

Power House.—In the power house are installed two 1,865 kv-a. 
Westinghouse generators, connected directly to Pelton water wheels 
of the double-bucket type, two nozzles to each wheel, one 3.75 in. in 
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diameter and the other a needle-valve nozzle. The generators are 
driven at a speed of 360 rev. per min. and generate 260 volts. In 
addition to the two generators, there are two 125-kw. exciters. 

The current for quarry purposes is transmitted at 2,300 volts, 500 
kw. being transformed to 550 volts at the quarry. The transmission 
from the power house to the cement plant is at 2,300 volts and is 
transformed to 550 volts with two water-cooled transformers of 
1,000 kw. capacity. There is also an oil transformer for the light- 
ing circuits. 

Quarries.—The compan 
which the cement is made: 


y has three quarries of raw materials from 
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1. A limestone quarry, about 3,700 ft. east of the plant. 

2. A low-silica shale quarry, about 2,200 it. east of the plant. 

3. A high-silica shale quarry, about 4 miles south of the plant. 

The raw materials are quarried by means of drilling with air drills 
of the Ingersoll-Rand and Jefirey types and blasted down with dyna- 
mite. 

1. The limestone quarry is a very extensive one and is operated in 
the open-quarry fashion, the rock being loaded into hopper-bottom 
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cars by means of a Marion-50 steam shovel and hauled to the crush- 
ing plant by horses. 

The crushing plant is but a short distance from the quarry. It 
is equipped with a No. 9 Gates gyratory crusher, whose product is 
delivered to two No. 5 Gates gyratory crushers, where it broken down 
to about 1.25-in. size. The crushers are all independently driven and 
have a capacity of 200 tons per hour. 
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; The broken lime rock is delivered to the loading bins, whence it 
1s transferred to the cement plant by means of a Leschen aerial 
tramway, 3,700 ft. long. The tramway is equipped with 27 buckets on 
the line, each bucket having a capacity of 1,200 lb. These buckets are 
_ automatically dumped into the lime rock storage at the cement plant. 
This tramway requires no power to operate, it, being operated by 
gravity, and in fact it develops 16 h-p. It is controlled with a triple 
brake. 

2. The low-silica (calcareous) shale quarry is located about 2,200 
ft. east of the cement works and about 300 ft. from the power house. 
This shale contains from 30 to 55 per cent. of silica and comes from 
strata about 400 ft. below the limestone. 

Open-cut quarrying is employed, the rock being loaded by hand 
into tram cars and taken to a loading bin, from which it is delivered 
into buckets on a Leschen aerial tramway, which conveys it toa No. 
5 Gates gyratory crusher at the shale storage trestle. 

The shale tramway is driven by a 30-h-p. motor. No particular 
spacing for the buckets is required. About 12 h-p. is actually 
required to operate this tram. 

The product of the crusher falls on a conveyor belt fitted with a 
tripper, which dumps it on the low-silica shale storage pile. 

3. The high-silica shale is obtained from an open cut along the 
Idaho & Washington railroad, about 4 miles south of the cement 
works, and is loaded into hopper-bottom cars by means of a Marion- 
28 steam shovel. 

The shale is broken down in a No. 5 Gates crusher, and is deliv- 
ered to the storage pile by means of a 20-in. belt conveyor. It con- 
tains from 55 to 75 per cent. of silica. 

Drying Limestone and Shale.—The high-silica and low-silica shales 
are now drawn from chutes, in tunnels underneath the storage piles, 
on to 20-in. conveyors and delivered, in the proper volumetric pro- 
portions required in the mix, to an elevator, which feeds into a bin 
preceding the driers. | 

In a like manner, the limestone is fed on to a 20-in. conveyor belt 
and elevated toa bin preceding the drier used for drying the crushed 
limestone. 

The Driers.—There are two cylindrical driers, one on limestone and 
one on shale, each being 70 ft. long and 7 ft. in diameter, set on an 
inclination of 2 in. to the foot; Z bars are riveted longitudinally on 
the inside, which turn the material into the path of the hot gases. 
They were built by the Vulcan Iron Works. : 

The dried materials are now elevated to separate bins and fed 
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therefrom to an automatic weighing machine, in the proper quantities 
required in the “mix.” The automatic weighing machine was fur- 
nished by the Automatic Weighing Machine Co., of Newark, N. J. 

Pulverizing the Miz.—From the weighing machine the mixture is 
conveyed on a 20-in. belt conveyor to a type B Jeffrey hammer mill, 
which reduces it to about 0.25 in. size. The mill is run at about 1,200 
rey. per min. and is operated by a 100-h-p. motor. 

The product of the hammer mill is elevated and then conveyed to 
bins which feed eight 40-in. Giant Griffin pulverizers, driven by 75- 
h-p. vertical type alternating current motors. The average power 
consumption is about 68 h-p. per mill on about 100 tons of mix per 
day. 

The resulting product, now ground-so that 96 per cent. will go 
through a 100-mesh sieve, discharges from the mills ae a screw 
conveyor which carries it to the kiln building. 

The Kilns.—The pulverized material fr6rn the Griffin mills is ele- 
vated to the kiln bins, which feed into two rotary kilns, 140 ft. long 
and 9 ft. 6 in. in diameter, set at an inclination of 2 in. per foot and 
lined with silica brick, the feed being automatic. The kilns are each 
driven by a 50-h-p. variable-speed motor, which regulates the speed 
of calcination of the mix, under the supervision of a skilled operator. 

Coal Drying and Pulverizing.—The drying and grinding of the coal 
used in the firing of the kilns is performed in a building adjacent 
to the kilns. The fuel used is Roundup coal from Montana and is 
an ideal coal for cement work, on account of its low ash, high vol- 
atile matter (35 to 40 per cent.) and high calorific value. When 
this coal is not available, Canadian coals are used. The coal cost is 
from $4.85 to $5 per ton. 

The coal is unloaded from railroad cars into a bin under the rail- 
road tracks, and conveyed on an inclined 20-in. conveyor belt to the 
coal storage pile. From here the coal is drawn in a tunnel, which 
runs underneath the storage pile, from chutes to a 20-in. belt con- 
veyor, which delivers it to an elevator. It is discharged from the 
elevator into a bin which feeds into a Vulcan Iron Works type of 
drier, 30 ft. long and 3 ft. 6 in. in diameter. 

The dried coal is elevated to two steel bins, which feed into two 
40-in. Giant Griffin pulverizers, which reduce the coal so that 95 
per cent. will pass through a 100-mesh sieve, after which it is ele- 
vated and then conveyed in a screw conveyor to two steel bins, imme- — 
diately in front of the kilns, from which it is automatically drawn 
and blown into the kilns with air furnished by two Sturtevant blowers. 

Operation of the Kilns.—The air, coal, and speed of the kilns are 
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under absolute control of the operator at all times. The air com- 
pressed by the blowers is drawn from the clinker pit and in conse- 
quence is slightly warmed. , 

The speed of the kilns varies; usually it is one revolution. in from 1 
to 2 min. 

The feed pipes for fuel to the kilns are to ‘one side of the center, 
“placed so that the flame does not continuously impinge on the super- 
heated “ mix,” and the mixture does not fall into the flame as the kiln 
revolves, sintering the same to the point of incipient fusion. The 
temperature of the kilns is from 2,700° to 8,000° F. 

The brick used in the fuel-feed end of the kilns, for about 50 ift., 
is a special high-grade fire prick very low in iron, in order to with- 
stand the high heat. 

The kilns each have an actual daily capacity of about 800 barrels, 
and are operated continuously with the exception of a semi-annual 
shut down, for the purpose of repairs, in July and December. 

The clinker is discharged into the clinker pit, a narrow brick cham- 
ber, below the discharge end of the kilns. 

Cooling the Clinker —The clinker from the pit is discharged into 
three chain bucket elevators, which feed into four Bear cooling towers, 
consisting of seven cones each. These towers are shown in Fig. 4. 
Water is fed into the buckets of the elevators, as they leave the pit, 
which slakes any free lime present, and partly cools and disintegrates 
the clinker. In its passage through the cooling towers, through 
which is distributed 40,000 cu. ft. of air per minute, the clinker is 
cooled down and finally discharges into asteel pan conveyor. 

In case there is a break down beyond this point, or too much clinker 
is being made, the clinker is delivered to the clinker storage pile, 
through steel chutes, where it remains until it can be put through the 
finishing process. Ba 

Addition of Gypsum and Final Grinding —The gypsum, which is 
added to the cement in order to give it the desired set, is put in with 
the clinker immediately following the coolers. 

The clinker which has been cooled, either in the cooling towers or 
at the storage pile, is delivered to an automatic revolving scale. This 
machine automatically weighs 500 1b. of clinker and then dumps. 
Each time 500 Ib. is weighed the required amount of gypsum 18 
added, varying from 1.75 to 2 per cent. ; roughly, a shovelful to each 
500 lb. The gypsum used is furnished by the U. 8. Gypsum Co.,, of 
Great Falls, Mont. It comes in a ground form 1n railroad cars, which 
unload into a bin underneath the tracks, and 1s delivered to a storage 
bin, from which it «3 drawn as required. 
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The clinker with the gypsum added is now sent to a Sturtevant 
rotary crusher by way ofa 20-in. belt conveyor. The product of the 
preliminary crusher is elevated to the top of the building and conveyed 
in a screw conveyor to bins over the final grinding machines. 

The final grinding is performed in seven-40-in. Giant Griffin mills, 
driven by 75-h-p. vertical type alternating current motors. The 
power consumption is from 72 to 78 h-p. per mill. The screens on 
the mills are 40 mesh, the resulting product (cement) being 85 per 
cent. through 200-mesh and 95 per cent. through 100-mesh screens. 


Fic. 4.—Brar Crinker Coonmrne Towers. 


The finished cement is now sent to the cement storage house by 
means of an elevator and conveyors. The cement storage is divided 
into two parts, each capable of holding 110,000 barrels of cement. 
This gives an ample capacity for holding the cement until it has been 
thoroughly analyzed and tested. 

Sacking the Cement.—The cement after having been thoroughly 
tested is drawn from the bottom of the storage bins, through chutes, 
to screw conveyors which operate in tunnels, and is delivered to one 
of two elevators, which discharge into bins over three sacking 
machines, which were furnished by the Bates Bag Valve Co., of 
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Limestone Quarry 
1 Marion Steam Shovel 
Trani Cars 
1 No.9 Gates Gyratory Crusher 
2 No.5 Gates Gyratory Crushers 
20 Conveyor 
Loading Bins 
1 3700’ Leschon Aerial Tramway — 
1 Large Receiving Bin or Storage Pile 


OF THE INLAND PORTLAND CEMENT Co. 935 


High Silica Shale Quarry 
55 to 65% Si O2 
1 Marion Stéam Shovel 


Low Silica Shale Quarry 
45 to 5d% Si O2 


Tran Cars 
a =e 
R.R.Dump Cars - Loading Bins 


Receiving Chute 12200’ Leschen Aerial Tramway 


Elevator 
1 No.5 Gates Gyratory ‘Crusher 
wil 2 7 Sas 
20 Conveyor Belt 


1 Large Reéeiver Bin 1 Large Receiving] Bin or Storage Pile 


20° Conveyor 20"Conveyor 20’Conveyor 
Elevator leVator 
Bin Bin 
2X ee a F ie, Seer 
170 x7 Vulcan’ Rotary Drier 170'x7'Vulean Rotary Drier 
Elevator Elevator 
Bin Bins 
a a 


Antomatie Weigling Machine 
20’ Belt Conveyor 
1 Jeffrey Hammer Mill 


Elevator 
20 Belt Conveyor 
Gypsum Flow Sheet Bins 
R.R.Cars 8 40’ Griffin Pulverizers 
Bin under Trestle Screw Conveyor 
Elevator Elevator 
Storage Bins Steel Bin 
Chute Automatic Feeder 


‘1 Shovelful for each 500 1b.Clinker 
Or 1.75 Per Cent 


2-140'x 9'6’ Rotary Kilns 
1Clinker Pit 

3 Stee] Chai 

‘Water added in Elevator Cups 


4 Bear 7-Cone Clinker Cooling Towers 
oe —< 


Conveyors 


Excess to Clitiker Storage 
Via chute in ‘tunnel to 


————_, 
20 Belt Conveyor 


Steel Pan Conveyor 


Cross 


onveyor 


Automatic Revolving Weighing Machine 
Weighs 500 lbs. and discharges 
20 Belt ‘Conveyor 
1 Sturtevant Rotary Crusher 
Elevator 
20 Belt onveyor 
_Clinker Bins 


or 
7 Griffin Pulverizers 
Screw Conveyors 


Elevator 


20’Belt Conveyor 
Cement a AAT Bins 


Via chute in tunnel to 
Screw Conveyor 
2 Elevators 
Steel Bins 
3 Bates BagWalve Sackers 
20 Conveyors to R.R. Cars 


Hand Truck 


EO By SN Ee 
Coal feed regulated by speed change 


Good 
Sacks 


2Sack Tying Stands-25 Sacks 


Coal Flow Sheet 
‘R.R.Dump Cars_ 
Bins under Trestle 
20" Belt’Conveyor 
Coal Storaye Pile 

Via chute in tunnel to 
20" Belt lonveyor 
Elevator 
1 Vulcan Coal Drier 
Elevator 

_Steel Bins 
2 40’ Griffin Mills 
Elevator 
Steel Screw Conveyor 
2 Sted! Bins 


Blown through pipe with air 


from Sturtevant Fans 


Sack Flow Sheet 
New Sacks 


Old Sacks Returned 


Rotary Carpet Cleaner 


Sorted 
Sacks to be Worthless 
Mended Sacks 


j 


Fig. 5.—Fiow SHEET OF THE PLANT OF THE INLAND PoRTLAND CEMENT Co. 
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Chicago. From the sackers the sacked cement is discharged on a con- 
veyor and delivered directly into railroad cars. 

The equipment includes a carpet-cleaning type revolving drum for 
cleaning returned sacks, a sack repair room, and stands for tying 
sacks before sending them to the Bates sackers. 

The output of the plant is from 1,500 to 1,600 barrels per day. The 
mill is operated in two shifts of 12 hr., labor being obtained at from 
$2.50 to $2.75 per day of 10 hr. A complete flow sheet of the oper- 
ation of the plant is given in Fig. 5. 

Analyses of Raw Materials and Cement.—The following analyses 
represent samples of the lime rock, high-silica and low-silica shale, 
and the finished cement: 


Calcareous Shale. High-Silica Shale. 
Lime- ) Inland 
stone. | | Cement. 
No. 1. No. 2 No. 3 No.1 No. 2 
Loss on ignition (CO,).., 38.98 | 19.77 21.01 | 15.2 3.73.10 5 B96 ules 
Silica (Si@,\eacc scot 7.00 32.48 31.96 40.5 74.40 71.40 22.48 
Trond Be, Os) encscsescoeas | P 5.2 | 2.2 
Alumina (AI,O,)...0.0 } 582 | 19.92 | 18.00} jg |}18.00 | 1404 |{ &7 
Mime (CaO) \eeacececcessts 47.50 20.41 | 22.61 1S ol ay 3.07 62.27 
Magnesia (MgQ)......... 1.52 3.42 | 2.97 PAL) PAs) 3.26 3.54 
Sulphur trioxide (SO,)..) ......... proces sc trecrbet teroteenas.. lace ence beaSseand 1.50 
Cementation index......| ......... (erehcerttia Lai bccd a peeoercne Wboocora iy eek 1.08 


General.—Since commencing operations the Inland Portland Cement 
Co. has supplied all the cement for the city of Spokane and vicinity, 
or the Inland Empire, as it is called. 

Practically all of the recent power installations in that vicinity have 
used this cement. The most notable of all is the Long Lake power 
dam of the Washington Power Co., in which about 275,000 barrels of 
cement will be used. 

The equipment of the Inland plant includes a well-equipped testing 
and chemical laboratory, shops, ete. 

I wish to express my thanks to the officials of the Inland Portland 
Cement Co., for their kind aid in furnishing data for this paper, particu- 
larly Dan R. Brown, Treasurer, and Irving J. Kohler, Superintendent. 
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Lead-Silver Mines of Gilmore, Lemhi County, Idaho. 


’ 
BY RALPH NICHOLS, GILMORE, IDAHO. 
(Butte Meeting, August, 1913.) 


THE mines are near the town of Gilmore, in the Texas mining dis- 
trict. This district was organized in 1880. The present producing 
mines are near the terminus of the Gilmore & Pittsburg railroad. 
This railroad connects with the main line of the Oregon Short Line 
at Armstead, Mont. The distance from Gilmore to Armstead is 
70 miles. 

The town of Gilmore is near the head of the Lemhi river at an 
elevation of 7,000 ft., while the mines are from 400 to 1,300 ft. higher. 
The range of mountains upon which the mines are situated forms the 
water shed for the Little Lost river on the west and the Lemhi river 
on the east. The winters are severe and the snow fall is heavy, but 
the mines ship right through the year. There is an abundance of 
timber suitable for all mining purposes in the immediate vicinity. 
Water is piped into the camp from a lake about 2.5 miles distant. 
This lake is about 1,400 ft. above the town of Gilmore. The water 
is exceptionally good for boiler and domestic purposes. 

The mining companies now producing are the Pittsburg Idaho Co., 
Ltd.; the Latest Out Mining & Smelting Co., Ltd.; and the Gilmore 
Mining Co., Ltd. Besides the above properties, there are a number 
of prospects in different stages of development. 

The producing mines of the district are fissures in limestone, with 
a general northeast-southwest course and a dip to the west of from 
40° to 70°. These fissures are at about right angles to the bedding 
of the limestones. The veins are regular and the ore shoots strong, 
both laterally and in depth, so far as developed. The ore shoots have 
a rake or pitch to the south. The character of the formation is shown 
in Fig. 1, a section of the Latest Out mine. 


Character of Ore. 

The ores of the district are oxidized, carrying an excess of iron 
over the silica (insoluble matter). The vein filling is a mixture of 
limonite and hematite, which is replaced by shoots of lead-silver ores. 

The lead minerals consist of carbonate of lead principally, but with 
small quantities of sulphide, sulphate, and other lead minerals. 
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One peculiar feature noticeable in these properties is that the sul- 
phides have gradually decreased with depth. For example, the ore 
from the upper workings down to 200 ft. in depth would be repre- 
sented by the following: 


Lead. Silica. Tron. Zine. Silver. Gold. Sulphur. 
Per Cent. Per Cent. Per Cent. Per Cent. Oz. per Ton. Oz. per Ton. Per Cent. 
35 20 10 7 16 0.025 0.8 


The ore below the 200-ft. level and down to 500 ft. would be repre- 
sented by the following: 


Lead. Silica. Iron. Zine. Silver. Gold. Sulphur. 
Per Cent. Per Cent. Per Cent. Per Cent. Oz. per Ton. Oz. per Ton. Per Cent. 
32 10 25 3 12 0.025 0.03 
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Fig. 1.—Srcrion or Larest Out MINE. 
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From the above comparison it will be seen that there is a slight 
falling off in lead and silver contents with depth. It will be noticed 
too that there is a smaller quantity of zine, silica, and sulphur pres- 
ent, with a decided increase in iron content, making the ore a most 
desirable smelting ore, and it naturally commands a good price in the 
Salt Lake markets, where such ores are scarce. The ore is mined in 
bulk, requiring no concentration or assorting. 
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Ore Occurrence... 

As before stated, the fissures are very regular, but the filling of the 
vein 1s a replacement of the limestone on either side of the fissure 
and sometimes reaches widths of clean ore of from 30 to 40 ft. The 
vein filling is a mixture of limonite and hematite replaced by shovis 
of lead minerals. The change from lead to iron content is gener- 
_-ally very abrupt, so that it is not difficult to break the ore very clean. 

The ore is generally shipped in barge lots of from 50 to 500 tons 
(from one to ten railroad cars) and the lead content varies from 25 to 
45 per cent. 

History. 

The first discoveries in the Texas mining district were made in the 
year 1880, and at that time little work was done, as the mines were 
then 80 miles distant from the nearest railroad shipping point 
(Caucas). 

Later, however, in 1886, the Viola Mining & Smelting Co., of 
Nicholia, Idaho, erected its smelting plant and bought the ores from 
the Texas district, which gave quite an impetus to prospecting in 
this section. This smelting plant was successfully operated for about 
four years, when the ores of the Viola mine were exhausted and the 
mines of the district shut down on their work and did little more 
than the annual assessment work. 

In the year 1908 the building of the Gilmore & Pittsburg railroad 
was assured and at that time the work of developing the leading 
mines of this section was renewed. 

Shipments were resumed in 1910, and from that time to the present 
the three properties mentioned have collectively shipped more than 
100,000 tons of ore. Of the above amount, the Pittsburg Idaho Co., 
Ltd., has shipped about 75,000 tons; the Latest Out Mining & Smelt- 
ing Co., Ltd., has shipped about 27,000 tons; and the Gilmore 
Mining Co., Ltd., has shipped about 1,200 tons of ore carrying gold 
values averaging about $12 per ton and an excess of iron over silica 
of 40 per cent. . 

The lode being worked upon the Gilmore property contains only a 
very small quantity of lead and in this respect is quite unlike the 
other lodes in this district. 

When one considers the short time that these properties have been 
worked and the small amount of development work done upon them 
the yield has been most satisfactory. 
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The Tooele Plant of the International Smelting & Refining Co. 


BY H. N. THOMSON AND L. T. SICKA, TOOELE, UTAH. 


(Butte Meeting, August, 1913.) 


GENERAL. 


Tuz Tooele plant of the International Smelting & Refining Co. is 
situated at the mouth of Pine canyon, Tooele county, Utah. It is 
connected with the main line of the San Pedro, Los Angeles & Salt 
Lake railroad by the Tooele Valley railway, and is about 7 miles from 
Tooele Junction. Fig. 1 is a general view of the plant. 


Fig. 1.—ToorLr PLANT OF THE INTERNATIONAL SMELTING & REFINING Co. 


The copper plant has been in operation since July, 1910, and the 
first blast furnace at the lead plant was blown in on Feb. 29, 1912. 

The location of the plant was selected on sloping ground with the 
idea of using gravity to the fullest extent and thus keeping labor ata 
minimum. Practically the entire plant is constructed of steel, rein- 
forced concrete, and brick. 

Bingham ores, both lead and copper, are received over the Utah 
Consolidated Aerial Tramway. The tram buckets, each containing 
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about 1,100 Ib. of ore, are dumped into wooden terminal bins of 800 
tons capacity. Ore is trammed from the terminal to receiving bins 
in a 50-ton electrically propelled steel bottom-dump car, All other 
ores, coal, and fluxes are received in railway cars, and delivered 
directly to the sample mill receiving bins, or to the lead plant charge 
bins, when material is already of suitable size for shovel sampling 
and direct sintering or smelting. 

Coke is received in railway cars and unloaded from an overhead 
trestle into a storage pit arranged with concrete tunnel underneath. 
This tunnel contains a belt conveyor, equipped with a series of receiy- 
ing hoppers and adjustable feed chutes, by means of which a uniform 
stream of coke is maintained on the conveyor. This conveyor dis- 
charges into a 750-ton cireular bin, from which coke for blast-furnace 
charge is drawn direct. This is equipped with weighing hoppers 
similar to those under the main bin system. 


Receiving Bins. 

The capacity of the sample mill receiving bins is about 4,000 tons 
of ore. These are divided into compartments for the purpose of 
classification. A portion of the same series of bins is devoted to 
coal service, and has a capacity of 2,500 tons. The ore is delivered 
to the sample mill by belt conveyors equipped with automatic feed- 
ers. The coal is delivered to the reverberatory furnaces and boiler 
plant by hopper-bottom tram cars. 


Sample Mill and Crushing Plant. 


This is situated adjacent to the receiving bins, and consists of two 
complete independent sections for crushing and sampling. The 
method of sampling is the standard Brunton system, consisting of 
four Brunton oscillating time sampling machines in each section. 
The final sample weighs 3.2 lb. for each ton of ore sampled. The 
crushing sections are arranged to supply either the copper or the lead 
plant, and are equipped with necessary crushers, rolls, elevators, 
trommels, and belt conveyors, to deliver ore of suitable size as re- 
quired by the different plants. 

Adjacent to the mill is a complete pulping and sampling room 
equipped with necessary fine-grinding machinery and electrical drier. 
A room is provided for mine representatives from which sampling 
operations can be watched. 


Resample and Converter Ore Bins. 


These consist of a series of side-discharge bins, having a capacity 
of 3,000 tons, divided into compartments for classification and stor- 
? 
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age of small lots pending acceptance of first sampling. The contents 
of the bins are drawn into railway or local tram cars and delivered 
direct to the converter plant, or switched back to the sample mill re- ~ 
ceiving bins for resample. 


Roaster Bins. 


These consist of a series of side-discharge bins with a total capacity 
of 5,500 tons of crushed ore. Each side of the bins discharges on to 
a belt conveyor by automatic feeder, thence by successive series of 
belt conveyors to the roaster charge hoppers. The distribution of 
material to these hoppers is by mechanically propelled discharge — 
trippers. 


CopPpER PLANT. 
Roaster Plant. 


This consists of 32 16-ft. MacDougall type roasters, arranged in 
four rows. Gases from each two rows combine in one elevated brick 
flue with steel hopper bottom arranged with dust pipes. These flues 
discharge the gases directly into a dust chamber, 140 by 120 ft., and 
30 ft. high above the hopper level. The dust is withdrawn from the 
chamber into tram cars, through three tunnels arranged with hop- 
pers and discharge gates for this purpose. 


Reverberatory Plant. 


This plant consists of one 19 by 90 ft. and four 19 by 102 ft. Ana- 
conda type coal-fired reverberatory furnaces. Each furnace is equipped 
with a 700 h-p. Stirling waste-heat boiler. One boiler is arranged 
with underfeed stoker and conveyor system for fuel supply, thus per- 
mitting power generation in case of furnace repairs or when any other 
reason necessitates shutting down the smelting furnace. 

Slag is skimmed into 22-ton pots arranged with electrical tipping 
apparatus, Fig. 2. Ashes are discharged into 7-ton automatic side- 
tipping cars. Matte is conveyed by clay-lined launders, slope Zin. 
per foot, to the ladle, which is poured direct into the converters by 
crane. 


Converting and Casting Plant. 


This consists of five stands of horizontal cylindrical type shells, 96 
by 150 in. These are electrically operated by individual motors. 
The converters are all lined with magnesite brick. Air pressure of 
from 10 to 11 Ib. is found to be most satisfactory. The converters 
are served by a 60-ton electric traveling crane. Siliceous ore is han- 
dled in 2-ton capacity boats. Converter slag is cast in beds, loaded 


THE TOOELE PLANT. 943 


into cars with crane, and shipped to the crushing plant to be sampled 
and prepared for blast-furnace use. Copper is cast into stationar 

steel molds, being poured by a 30-ton crane. The converter og 
are delivered to the intake of a No. 20 Sirocco fan of 180.000 cu. ft 
minimum capacity, This discharges directly into a brick oR ES leading 
to the bag house chambers. In case of sudden excessive temperature 
the gases may be by-passed and discharged directly to the stack. 


Fig. 2.—22-Ton ELEcTRICALLY TIPPED SLAG Por. 


Converter Bag House. 


This building is divided into eight lower chambers, or cellars, cov- 
ered with a steel thimble floor. The building above the thimble 
floor consists of one large chamber containing 960 woolen fabric bags, 
18 in. in diameter by 30 ft. high. The flow ofthe gases to the lower 
chambers is controlled by large externally operated disk valves situ- 
ated in the main flue. Shaking the bags is accomplished by reverse 
current system. This comprises a small auxiliary flue situated di- 
rectly over the main flue, and arranged with openings leading directly 
into the lower chambers, and controlled with disk valves. One end 
of this auxiliary flue is connected with the intake of a No. 43 Sirocco 
fan, the discharge from which passes directly into the main flue. The 


bag-shaking system is shown in Fig. 3. 
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Fic. 3.—REVERSE CURRENT Bac-SHAKING SysTeEM FOR Bac HovssEs. 
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Fig. 4.—AvxtLiaAry BaGg-SHakine Device ror Bac Hovsgs. 
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The bags can also be shaken by hand in case of necessity. This is 
accomplished by means of a small chain fastened to the upper bag 
connection, and extending through the side walls of the building. A. 
handle is provided at each end. A long spiral steel spring is located 


centrally on each of the above chains which gives a Vibratory shaking. 
The device is shown i in Fig. 4 


Fig. 5.—GENERAL VIEW OF LEAD PLANT. 


Dust accumulation in the lower chambers is removed by a system 
of screw and belt conveyors discharging directly into railway cars. 
Gases from the bag house pass through a brick downtake into a brick 
stack, 15 by 150 fet. 


946 THE TOOELE PLANT. 


Stack and Flues. 


Gases from the reverberatory plant pass to the main copper plant 
stack by a 20 by 18 ft. brick flue, 1,360 ft. long, with flat arched roof, 
and gases from the roaster dust chamber through a flue 16 by 16 ft. 
by 225 ft. long. 

The stack is of wire-cut brick construction, 25 ft. in diameter inside, 
and 350 ft. high. The stack and the flues are shown in Fig. 1. 


Leap PLANT. 


Sinter-Plant and Blast-Furnace Charge Bins. 


These bins are arranged in two adjacent rows; are 260 ft. long, 
32 ft. wide, and divided into 52 compartments. Hach compartment 
is 10 ft. long and 16 ft. wide, with a maximum depth of 24 ft. The 
bins are hopper bottomed and arranged with independent chutes and 
circular type hand-operated gates. Each compartment has a capacity 
of 250 tons of lead ore. The adjacent compartments converge to 
central discharge chutes. 

Both series of compartments are supplied directly by railway cars 
or overhead conveyors with automatic traveling trippers. Thus, ore 
or concentrates already fine enough for treatment can be unloaded 
direct from railroad cars, while all other material comes direct from 
the crushing plant by a system of 20-in. belt conveyors, 820 ft. long. 
The entire structure is inclosed. Each pair of compartments is 
provided with a suspended weighing hopper in conjunction with 
special Fairbanks suspended-type scales having independent beams, 
shown in Fig. 6. This arrangement permits material from each com- 
partment to be weighed separately. All scale hoppers have circular 
type hand-operated gates by which the hopper contents are discharged 
directly into sinter or blast-furnace charge cars. One end of the 
installation is reserved for material for sinter-plant charge, while the 
other is reserved for blast-furnace charge. This makes an extremely 
flexible system, as material in all 52 compartments is available on 
short notice. All material being available for either sinter or blast- 
furnace charge car permits of immediate charge alterations and elimi- 
nates possible: trouble caused by irregularities in bedded ore. All 
material for the lead plant can be classified in the 52 compartments, 
and the material is uniformly spread in the charge cars by running 
the car slowly forward and back while ore or coke is being discharged 
from the weighing hopper. 

The charge cars are hopper-bottom type with two drop doors. They 
have pivoted four-wheel trucks at each end, arranged with railway 


THE TOOELE PLANT. 947 


type motor, geared direct to axle. Each car is thus equipped with 
two motors, which are operated through a street railway type control- 
ler at one end of the car. The drop doors and brake mechanism can 
be operated from either end of the car. The sinter-plant charge-car 
body is 12 ft. long and 4 ft. wide, and holds from 8 to 5 tons, depend- 
ing on the material. The blast-furnace charge-car body is 14 ft. long 
and 65 ft. wide, and holds from 5 to 8 tons. 


Fic. 6.—SusPENDED WEIGHING HOPPER AND SCALES. 


Sintering Plant. 

This is housed in a building 56 ft. wide, 160 ft. long, and 42 ft. 
high, arranged with ground floor, two main working aoe nana 
distributing floor. The plant consists of 10 standard 42 by in. 

ight- achines. 
SO ee thed sinter charge is dropped from the car into a pe hop- 
per located at the extreme end of the main charge bins. eas pete: 
is divided into two sections, each fitted with a small belt feeder dis- 
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charging to one central chute, thence to the main inclined 18-in. belt 
conveyor. This delivers to a system of cross conveyors aranged with 
tripper stations located directly opposite each machine feeder hopper. 

Each machine is arranged with a special adjustable feed and dis- 
tributing apparatus. The feed hopper consists of a cylinder with 
conical bottom holding from 4 to 5 tons of charge. The discharge 
nozzle is fitted with an adjustable sleeve for regulating. the. flow of 
the material on to a horizontal rotating feeder table 3 ft. in diameter. 
The material is discharged from this table by an adjustable plow and 
falls directly into a segment of an adjustable inverted cone. . This 
directs the feed to the apex of a raised conical formation in an inclined 
adjustable chute. The material by this device is distributed uni- 
formly across the entire width of the sintering machine, and falls into 
a leveling hopper, which is directly over the traveling grates of the 
sintering machine, as shown in Fig. 7. 

The rotating feed table is operated by bevel gears and sprocket 
chain drive from the sinter-machine drive gear. The charge is ig- 
nited by oil burners inclosed in a steel housing. Oil is supplied from 
four 100-gal. service tanks, which in turn are intermittently supplied 
by gravity from a 14,000-gal. cylindrical storage tank. This is lo- 
cated in an underground concrete building. 

The product of the machines discharges into inclined chutes ar- 
ranged with movable gates, thence into railway cars. Each machine is 
driven by an individual 3-h-p. variable speed back-geared motor, 
which is controlled on the main operating floor. Each machine has 
two 10-ft. wind boxes. The suction draft system of the plant consists 
of five special fans of modified Sirocco type, single intake, with im- 
peller 5 ft. 6 in. in diameter, mounted on a shaft and direct coupled 
to a 75-h-p. motor running at a speed of 850 rev. per minute. The 
capacity is from 8,000 to 16,000 cu. ft. per minute. The draft varies 
from 5 to 12 in., depending on the porosity of the material on the 
machine grates. Hach fan is connected to the wind boxes of two 
machines by a 30-in. steel pipe. The gases are discharged from the 
fan into a modified form of balloon-type steel flue having a continu- 
ous hopper bottom fitted with small dust-discharging gates. This 
flue is 440 ft. long, and leads directly to the chimney. 


Blast-Furnace Plant. 


The blast-furnace building is 66 ft. wide, 188 ft. long, and 44 ft, 
high. The plant consists of four furnaces, with a fifth under con- 
struction. Two of the furnaces are 45 by 180 in. at the tuyeres, and 
two are 60 by 180 in. All furnaces are the same height. From the 
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base of the crucible to the charge floor level is 30 ft., and from the 
center of the tuyeres to the charge floor level is 24 ft. 8 in. All the 
crucibles are elliptical in shape and are constructed of heavy steel 
plate and angle shapes, the lower portion being imbedded in 18 in. of 
concrete. The interior is lined with special fire brick and arranged 
with the crucible 32 in. deep and the full length and width of the 
furnace. The water jackets are of heavy steel plate, all joints welded 
on the outside. They are 6 ft. high, three on each side and one on 
each end. Each side jacket has four tuyere openings tapered from 
4.5 in. outside to 4 in. inside the face of the jacket. The jackets are 
held in place by bolted angle connections and binder beams with ad- 
justable tie rods. Furnaces Nos. 1 and 2 have brick shafts from the 
top of the jackets to the feed floor. This is supported on cast-iron 
columns with necessary binder rods. Furnaces Nos. 3 and 4 have a 
tier of upper water jackets 9 ft. in height. From the top of the upper 
jackets the furnace shafts of Nos, 3 and 4 are constructed of brick, 
supported on structural steel frame and columns. These shafts are 
lined with cast-iron plates. The tops of the furnaces are equipped 
with hinged drop doors operated by geared winches. The blast-furnace 
charge is made up in the car from several different weighing hoppers 
which contain the predetermined amount of each material. The 
charges can be weighed in the hoppers and thus be ready for imme- 
diate use on the arrival of the charge car. The charge car is run di- 
rectly over the furnace and dumped by simple release of a latch. 

The gases from each furnace pass into an elevated steel dust 
catcher through a downtake under the charge floor. This dust 
catcher is 20 ft. in diameter by 18 ft. high, with self-supporting 
conical roof. The gases enter at a tangent and are drawn into the 
main flue through an uptake 6 ft. in diameter. The main flue is 
similar in construction to the sinter-plant flue, and is about 500 ft. in 
length from the furnaces to the bag-house fan intake. The dust col- 
lected in the dust catchers is withdraws directly on to a belt conveyor 
system, which delivers into railway cars. 

Lead is tapped into conical pots of 8 cu. ft. capacity, and trammed 
direct to the drossing plant. Slag and matte are tapped either into 
extra large movable settlers, or into 7-ton pots to be transferred to the 
settling furnace. In a case of a shut down of the settling furnace the 
matte is tapped from the settler into large pans of about 1.5 tons 
capacity. On cooling, it is removed from the pan by a crane and 
subsequently shipped to the converter plant for treatment. 
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Settling Furnace. 


This is a coal-fired reverberatory furnace 12 by 86 ft. with a grate 
area of 64 sq. ft. Its total capacity is 125 tons of slag and matte. 
The entire bottom of the furnace is inclosed in a steel plate crucible 
box to prevent the escape of lead. 

The stack for this furnace is of self-supporting steel type, 6 ft. in 
diameter by 110 ft. high, and lined for 40 ft. with fire-clay brick. 
The flue and stack are so designed as to permit the installation of a 
waste-heat boiler, should this prove advisable. 

Slag and matte are tapped into the furnace from pots, two openings 
in the roof being provided for this purpose so that two pots can be 
handled at the same time. Slag is skimmed from the front end into 
a 22-ton pot, thence to the dump. Matte is tapped at the side of the 
furnace into 8-ton cast steel ladles mounted on transfer cars. These 
ears are trammed to the converter building, where the ladles are 
picked up and poured direct into the converters by the converter 
crane. 


Drossing Plant. 


This is inclosed in a building 40 ft. wide, 80 ft. long, and 16 ft. 
high. The equipment consists of four coal-fired cast-iron kettles 
having a content capacity of 33 tons of lead. The kettles are sur- 
_ rounded by necessary steel working floors. The lead is drossed by 
means of a Howard press operated entirely by compressed air. The 
dross is returned to the charge floor of the blast-furnace plant by a 
mono-rail tram and elevator system. The drossing and casting 
operations are controlled by an electric pyrometer, which insures 
regularity of operation. The bullion is siphoned into cast-iron indi- 
vidual molds mounted on a radial supporting frame. The bars weigh 
approximately 100 lb. each. They are transferred to trucks, a load 
consisting of 30 bars. This is trammed directly over bullion scales 
into railway cars for direct shipment to the International Lead Re- 


finery at East Chicago, Indiana. 


Bag House. 

This is of similar design and construction to the converter bag 
house, with the following exceptions: ; 

There are 10 compartments with 144 bags each. The main gas 
and reverse current fans are of the same capacity as those at the con- 
verter bag house. Seven compartments are equipped with special 
cotton fabric bags and three with woolen bags. The burning floors 
have small cooling flues underneath, which are connected to one 


952 THE TOOELE PLANT. 


common flue through a small chimney. The gases from the bag 
house pass through a downtake to the base of the lead-plant chimney. 
A by-pass flue is provided so that the gases may by discharged direct 
to the chimney in case of too high temperature or a shut down of the 
bag house for repairs, ete. 
Chimney. 

This is of 12 ft. inside diameter at the top, and 18.5 ft. inside diam- 
eter at the base, and 200 ft. high. It is constructed of pressed brick, 
and handles both the sinter-plant and blast-furnace gases. 


Power PLAnNt. 


All power used by both the copper and the lead plants is generated 
in the main power house,which contains the following units: 

Two 750-kv-a. electric A. C. generators, 2,200 volt, direct coupled 
to vertical triple-expansion marine type steam engines. ‘ 

One 750-kv-a. electric A. C. generator, 2,200 volt, direct coupled to 
Parsons type steam turbine. 

One 50-kw. electric D. C. exciter generator, 110 volt, direct cou- 
pled to A. C. motor. 

One 50-kw. electric D. C. exciter generator, 110 volt, direct cou- 
pled to horizontal high-speed steam engine. 

Two 250-kw. electric D. C. exciter generators, 500 volt, direct cou- 
pled to horizontal tandem-compound Corliss steam engines. 

Two blast-furnace blowers, rotary type, top charge, nominal capac- 
ity 30,000 cu. ft. free air per minute, compressed to 38 oz. gauge- 
pressure. Impellers are single-end gear driven, and direct coupled 
to horizontal tandem-compound Corliss engines. 

One converter blowing engine, duplex air cylinders, direct driven 
by horizontal cross-compound Corliss steam engine. Capacity 9,500 
cu. ft. free air compressed to 12 lb. gauge pressure. 

One converter blowing engine, duplex air cylinders, direct driven 
by horizontal cross-compound Corliss steam engine. Capacity 13,500 
cu. ft. free air per minute compressed to 12 lb. gauge pressure. . 

One 90-lb. compressor, two-stage air cylinders, direct driven by 
horizontal cross-compound Corliss steam engine. Capacity 4,000 cu. 
ft. free air per minute compressed to 90 lb. gauge pressure. 

One 90-lb. compressor, two-stage air cylinders, belt driven by a 175- 
h-p. electric motor. Capacity 2,000 cu. ft. free air per minute com- 
pressed to 90 lb. gauge pressure. 

One Leblanc type condenser, direct coupled to A. OC. electric motor, 
for the accommodation of A. C. generator, converter blowing, and 
90-lb. compressor engines. 
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One Leblanc type condenser, direct coupled to non-condensing steam 
turbine, for direct accommodation of steam turbine of 750-kv-a. gen- 
erator set. Condenser turbine exhausts into open filter type feed- , 
water heater. 

One direct-acting jet condenser, steam driven, for the accommoda- 
tion of steam engines of the D. ©. generators and blast-furnace 
blowers. 

All condenser circulating water is delivered to natural-draft type 
cooling towers. 

Three direct-acting, duplex, tandem-compound boiler-feed pumps, 
outside-packed plungers. Steam cylinders exhaust into feed-water 
heater. 

One direct-acting duplex steam fire pump. 

Ashes from the boilers are handled by reverberatory furnace ash 
cars. 

All A. C. electric power generated is distributed to the various 
departments of both copper and lead plants at 2,200 volts. All motor 
units of 75 h-p. and over use power at 2,200 volts; units of 50 h-p. 
and less at 440 volts; lighting power at 110 volts. Independent 
electric motor drives are used to advantage on belt conveyors, fans, 
pumps, ete. 

All D. C. power generated is used for electric locomotives, sinter 
and blast-furnace charge cars, 50-ton tram cars, converter stands, all 
traveling cranes in converter plant, power house and shops; also 
variable speed motor drives in sintering plant, conveyor feeders, and 
some belt conveyors. 


Steam Boiler Plant. 


Steam for the power plant and general plant service is generated 
by the following Stirling water-tube boilers: 

Four 700 boiler horse-power reverberatory waste-heat boilers. 

One 700 boiler horse-power underfeed stoker fired boiler, using 


slack coal fuel. 
Three 350 boiler horse-power hand fired boilers, using slack coal 


fuel. . 
Feed water is supplied to the boilers at a temperature of approxi- 


mately 200° F. Gases from the boilers pass directly into the main 
reverberatory furnace flue. 
MISCELLANEOUS. 
Water Supply. 


This is obtained from springs in Pine canyon and stored in a res- 
ervoir of about 2,500,000 gal. capacity, from which the water is con- 
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veyed and distributed to the various departments of the copper and 
lead plants by gravity pipe lines. The water is of excellent quality 
for both culinary and boiler-feed purposes. Scale in boiler tubes is 
of a soft, muddy nature and can be readily cleaned out. 

The cooling water for the blast-furnace jackets is supplied from an 
independent natural-draft type cooling tower and is kept in circula- 
tion by means of turbine pumps direct coupled to electric motors. 

Gravity supply fire tanks are located at an elevation considerably 
above the plants in general and connected to an independent fire line 
system having hydrant and hose stations with hose and car equipment 
distributed about the plants. 


Industrial System. 


The entire industrial tramming systems about the plant consist of 
several miles of standard 4 ft. 8.5 in. gauge tracks, with 60-lb. steel 
rails and substantial fastenings. . All tracks on which electric loco- 
motives and charge cars operate are equipped with overhead trolley 
wire system. D.C. power is used at 500 volts. The locomotives 
used range from 8 to 18 tons in weight, and are equipped with ade- 
quate motor power and controllers. 


Laboratory, Shops, and Offices. 


The laboratory consists of complete equipment necessary for all 
analytical and assay work required for both plants, and all control 
work on smelter settlements. Electricity is used exclusively for hot 
plates and water stills. 

The shops consist of machine, boiler, blacksmith, electric, and car- 
penter repair shops, adequately equipped with machine tools and elec- 
tric crane service to accommodate general machinery and locomotive 
repairs and fabrication of improved plant equipment. 

Complete warehouse and office accommodations are maintained, 
the offices accommodating superintendent and assistants, engineering 
department, time keepers, and clerical force. 


METALLURGY. 


Metallurgy at the copper plant presents a few novel features. Sul- 
phur in the charge to the MacDougall roasters averages only 22 per 
cent. This low sulphur necessitates the use of from 1 to 2 per cent, 
of coal to produce a satisfactory calcine. Several of the roasters are 
equipped with pipe hoppers from the charge floor, which pass through 
the side wall and discharge on to the fifth hearth of the furnace. 
Siliceous ore necessary to adjust the charge to give a 41 per cent. 
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Si0, slag at the reverberatories is fed through these pipes. This ore 
becomes mixed with the hot calcine coming down through the fur- 
nace, as it crosses the fifth and sixth hearths before dropping into the 
calcine hoppers. 

The charge to the reverberatories is low in copper, averaging less 
than 2.5 per cent. The matte produced runs about 20 per cent. of 
copper and is converted direct. No particular difficulties have been 
experienced in this operation, and two tons of ore running 70 per 
cent. of SiO, are smelted in the converter for every ton of copper 
produced. 

At the lead plant some departures from accepted standard practice 
have been made. No ore-bedding system, either manual or mechani- 
cal, is in use, the material being handled as already described. No 
roasting equipment other than Dwight-Lloyd machines is provided. 
No matte crushing or roasting equipment is required. 

In case of a shut down of the settling furnace the cold matte is 
taken to the converter plant and melted direct in the converters with 
about 3 per cent. of coke and 1 per cent. of coal. About 50 per cent. 
of the lead in the matte is recovered in the bag-house fume and 50 
per cent. in the converter slag. 

The sinter charge will average 16 per cent. of S, and the sinter 5 
per cent. The blast-furnace slag will run from 32 to 36 per cent. of 
SiO,, this being varied as the zinc percentage on the charge is high 
or low. 

The lead plant is still in the throes of construction, and the general 
metallurgy has not as yet reached a state sufficiently settled to make 
a detailed description possible at this time. 
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Acid copper-converting practice, 562. 
Acid waters: protecting pumps from, 191. 
Air-compressor plant of the Anaconda Copper Mining Co., Butte, 842. 
Air-lift pump, 722. 
Air reheaters at Butte mines, 857. 
Allen process of Bessemerizing copper in the blast furnace: results of test, 426, 440. 
Alloys: 
copper-cuprous oxide: freezing-point curve, 752. 
experiments on corrosion by acid waters, 195. 
phosphor bronze to resist acid, 191. 
AMMON, RoBERT: The Anaconda Classifier, x, 277-325. 
American Institute of Mining Engineers: Proceedings of the Butte meeting, vii. 
Anaconda Classifier (AMMON), x, 277-325. 
Anaconda Copper Mining Co. (see also Boston & Montana Reduction Department; Washoe 
Reduction Works): 
assay methods for copper-bullion, 762-786. 
blast furnace development at Boston & Montana smelter, 423-444, 
compressed-air system, Butte, 826-888. 
converting practice, Great Falls, 486-561. 
early tilting copper furnaces, 470. 
electrolytic copper-refining plant, Great Falls, 703-741. 
MacDougall furnace plant, Great Falls: history, 384. 
map of shafts and power plant, Butte district, 826. 
mining cost aecounts, 201-208. 
precipitation of copper from mine waters, Butte, 177-194. 
shaft-sinking methods, Butte, 151-176. 
timbering methods, Butte, 140, 
Anaconda fracture system, Butte, 14. 
Analyses (see also Assays) : 
cement and cement materials, Washington, 936. 
cement copper, 186. 
coal : Montana compared with Eastern and Canadian, 902. 
copper anodes, 712, 719, 723. 
copper cathodes, 723. 
copper electrolyte, 712, 719, 723. 
copper flue dust, 587, 624, 685, 656. 
copper-furnace gases, 663. 
copper ores, Butte, 568. 
copper slag, Great Falls, 196, 
copper slime: Anaconda, 243. 
colloidal portion, 247. 
electrolytic, 199, 712, 726. 
copper wire bar: electrolytic, 712. 
ferric hydrate (“‘ocher”) in copper precipitate, 189. 
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Analyses.—Continued. 

granite, Boulder batholith, Montana, 7. 

lead-silver ore, Gilmore, Idaho, 938. 

mill tailings, Washoe Reduction Works, 375. 

mine waters: Butte, 178, 185, 194. 

Great Falls, 190. 

precipitates from mine waters, Butte district, 182, 183, 190. 

quartz-monzonite, Butte district, 568. 
Analysis of furnace gases, 648-666. 
ANDREWS, W. H.: Cement Materials and the Manufacture of Portland Cement in Montana, xi, 

922-926. 

Annealing: effect on the conductivity of copper, 740. 
Anodes: electrolytic refining of copper precipitate, 196-200. 
Antimony and arsenic: see Arsenic and antimony. 
ApaG@ar, F, W.: The Use of the Microscope in Mining Engineering, [ix]. 
Application of Hindered Settling to Hydraulic Classifiers (BARDWELL), x, 266-276. 
Applied Geology in the Butte Mines (LINFORTH), x, 110-122; Discussion (DUNSHEB), 122. 
Arsenic and antimony : 

content of electrolytic copper, 197. 

determination in converter and electrolytic copper, 757-763. 

ores: roasting, 695, 

separation from copper solutions, 770. 
Arsenic content of water, Leonard copper mine, Butte, 189. 
Arsenic trioxide: 

production, consumption, and prices, U. S. (1907-1912), 690, 

vapor-pressure curve, 697. 
Arsenic Trioxide from Flue Dust (ELTON), x, 690-702. 
Arsenic vapors: determining, in furnace gases, 663. 
Assay apparatus: stand for electrolytic deposition of copper, 767. 
Assay for Corundum by Mechanical Analysis (HUTCHINSON), [ix]. 
Assay for Gold and Silver by the Iron-Nail Method (HALL and Drury), [ix]. 
Assaying : 

copper-bullion, 764-788. 

copper ores; silver losses, 781. 
Assays (see also Analyses) : 

copper anodes, Great Falls, 197. 

copper cathodes, Great Falls, 198, 199. 

gold and silver in copper-bullion: results by various methods, 774, 780. 


Back-filling system of mining, 147. 
Badger copper mine, Butte: temperature of mine water, 47. 
Bag-shaking devices, reverse-current system, 944, 
BAaGGALEY, RALPH: Discussion on Development of the Basic-Lined Converter for Copper Mattes, 
480-485, 
BANcrort, HOWLAND: The Tin Situation in Bolivia, [xi]. 
Barp, D.C., and GipEL, M. H.: Mineral Associations at Butte, Mont., viii, 123-127. 
BARDWELL, EARL S.: Application of Hindered Settling to Hydraulic Classifiers, x, 266-276. 
Notes on the Metallography of Refined Copper, xi, 742-754. 
Barite. Butte district, 56. 
Bartsch round table, 356. 
Basic copper converting: 
monolithic magnetite linings, 562-566, 
Great Falls practice, 486-561. 
Bear cooling tower for cement clinker, 933. 
Bibliography; Montana coal fields, 918, 
Big Fork River hydro-electric development, Montana, 802. 
Big Hole River hydro-electric plant, Montana, 792. 
BILLINGSLEY, PAUL: The Southern Cross Mine, Georgetown, Mont., x, 128-136. 
Biographical Notice of John Fritz (RAYMOND and DRINKER), [ix]. 
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Bismuth and tellurium: removal from copper solutions, 771. 
Bituminous coal fields, Montana, 905. 
Black Eagle Falls hydro-electric plant, Missouri river, Montana, 795. 
Blackfoot coal field, Montana, 913. 
Blast-furnace gases : dust-arresting tests, 591. 
Blast furnaces (copper) : 
development at Boston & Montana smelter, 423-444, 
thermal effect of jackets, 445-468. 
Blasting : 
in shaft sinking: practice in the Butte district, 165. 
protecting mine timbers, 163. 
Blue system of fissures, Butte district, 18. 
Bornite, Butte district, 52. 
Boston & Montana Reduction Department, Great Falls: 
analytical methods for arsenic and antimony in copper, 757-763. 
blast-furnace construction: development, 423-444, 
copper-converting practice, 486-561. 
early history, 210. 
flue system and chimney, 389, 567-647. 
MacDougall furnace plant, 383-422. 
ore-concentrating system, 209-238. 
Boulder batholith, Montana, 6. 
Bozeman (Trail Creek) coal field, Montana, 908. 
BRALY, NORMAN B.: Shaft-Sinking Methods of Butte, viii, 151-176. 
BRETHERTON, S. E.: Preparation of Ore Containing Zine for the Recovery of Other Metals such as 
Silver, Gold, Copper, and Lead by the Elimination and Subsequent Recovery of the Zinc 
as a Chemically Pure Zinc Product, [viii]. 

Bridger coal field, Montana, 905. 

Brownson, E. E.: Determination of Arsenic and Antimony in Converter and Electrolytic Copper, 
viii, 757-763. 

Buddles: early forms, 341. 

Bull Mountain coal field, Montana, 913. 

Borns, WILLIS T.: Notes on the Electrolytic Refining of Copper Precipitate Anodes, xi, 196-200. 
Notes on the Great Falls Electrolytic Plant, viii, 703-741. 

Discussion on The Precipitation of Copper from the Mine Waters of the Butte District, 192-194. 

Butte, Anaconda & Pacific Railroad: electrification, 808, 819, 820-825. 

Butte district, Montana: 
composition of vein matter, 123. 
genesis of the ore deposits, 79. 
geologic structure, 10. 
ground water, 41. 
mineral associations, 123-127. 
mineral production, 4. 
mineralogy of the veins, 48, 210. 
rock alteration, 30. 
rocks, 8. 
source of vein minerals, 125. 
vein systems, 61. 
zonal arrangement of ore deposits, 58. 

Butte meeting of the Institute, August, 1913, vii. 


Calcite, Butte district, 57. 

Callow tanks: operation under different feed conditions, 253. 

CANBY, R. C.; Discussion on Roasting and Leaching Tailings at Anaconda, Mont., 382. 
Canyon Ferry hydro-electric plant, Missouri river, Montana, 793. 

Carbon dioxide: Pettenkofer’s method of determining in furnace gases, 658. 

Cement: plant and process of Inland Portland Cement Co., Metaline Falls, Wash., 927-936. 


Cement copper: analysis, 186. hed 
precipitation from mine waters, Butte district, 177-194. 
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Cement Materials and the Manufacture of Portland Cement in Montana (ANDREWS), xi, 922-926. 


Chaleocite, Butte district, 48. 
Chaleopyrite, Butte district, 52. 
CHANCE, H. M.; Vuluation of Coal Land, [xi]. 
Chicago. Milwaukee & St. Paul Railroad: use of electric power in Montana, 809. 
CuugcH, Joun A., JR., The Development of Blast-Furnace Construction at the Boston & Montana 
Smelter, ix, 423-444. 
tests on MacDougall roasting furnaces, 395. 
Classifiers ; 
Anaconda, 277-325. 
application of hindered settling, 266-276. 
comparison of three-pocket and twelve-pocket, 27. 
constriction opening: ratio to sorting column, 272, 335. 
constriction plate, 281. 
desliming, 286. 
free vs. hindered settling, 333. 
inner feed cone, 322. 
method of designing, 273. , 
permissible density, 270. 
Richards pulsator: tests at Boston & Montana mill, 218. 
single pocket, 268. 
table-feed, 293. 
tests on three-pocket, 279. 
Woodbury: tests at Boston & Montana mill, 222. 
Clay deposits and manufactures, Montana, 920. 
Coal : 
Montana: analyses and heating value, compared with Eastern and Canadian coals, 901. 
classification, 900. 
Coal fields of Montana (STEBINGER), xi, 889-919. 
Compressed air: 
consumption in hoisting (estimated), 849. 
use in mines, Butte, 807, 817. 
Compressed-air hoisting engines: 
advantages, 887. 
indicator cards, 881-886. 
Compressed Air System of the Anaconda Copper Mining Co., Butte, Mont. (NORDBERG), xi, 
826-888. 
Compressed-air reheaters at Butte mines, 857. 
Concentrating mills: 
Boston & Montana, Great Falls: early history, 210. 
Washoe, Anaconda, 209-238. 
Concentration of Slimes at Anaconda, Mont. (HAYDEN), x, 239-263; Discussion (Dorp), 263-265 
Concrete hearths for MacDougall roasting furnaces, 419. 
Continental fault, Butte district, 29. 
Converters : see Copper converters. 
Cooling tower for cement clinker; Bear, 933. 
Copper : 
bullion: assaying, 764-788. 
converter: determination of arsenic and antimony, 758. 
effect of annealing on conductivity, 740. 
effect of impurities on mechanical properties, 755. 
electrolytic: determination of arsenic and antimony, 761. 
effect of density of current on purity of product, 197. 
electrolytic wire-bar ; analysis, 712. 
precipitation from mine waters, 177-194. 
production, Butte district, 4. 
recovery from mine water by electrolysis, 192. 
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Copper.—Continued, 
refined : estimation of oxygen content, 746. 
effect of oxygen on conductivity, 750. 
metallography, 742-756, 
solubility of silver in, 753. 
_ Copper anodes : 
9 analyses and assays, 197, 712, 719, 723. 
Morrow clip type, 714. 
Copper assay : electrolytic, 764. 
- Copper cathodes: analyses and assays, 198, 199, 723. 
Copper-cuprous oxide alloys: freezing-point curve, 752. 
Copper converter reactions, 561. 
Copper converters : 
basie-lined : development, 469-435, 
experience at Gatico, Chile, 478. 
monolithic magnetite linings, 562-566, 
wear of linings, 576. . 
Haas bottom-blown, 536. 
Copper converting: 
Great Falls practice, 486-561. 
with acid linings, 562. 
with basic linings, 563. 
Copper electrolyte : 
analyses, 712, 719, 723. 
purifying, 724. 
Copper fiue dust: analyses, 587, 624. 
Copper mines (see also name of mine or mining company): Butte district, 3-122, 
Copper ores : 
analyses (Butte), 38, 210, 568. 
concentrating: Great Falls system, 209-238. 
slime concentration at Anaconda, 239-265. 
silver losses in assaying, 781. 
Copper-precipitate furnace charge, Great Falls: composition, 196. 
Copper-refining plant, Great Falls, 703-741. 
Copper slag: analysis, 196. 
Copper slimes : ' 
analyses, 243, 247. 
chemical and physical constitution, 243. 
electrolytic: analysis, 726. 
Corwin, Frank R., and Ropaers, SELDEN S.: Increasing the Efficiency of MacDougall Roasters 
at the Great Falls Smelter of the Anaconda Copper Mining Co., xi, 333-422. 
Cost accounts : 
mining: Anaconda Copper Mining Co., 201-208. 
Costs : 
* precipitating copper from mine water, Butte, 190. 
roasting and leaching mill tailings, Anaconda, 377. 
Covellite, Butte district, 53. 
CROASDALE, STUART: Discussion on Roasting and Leaching Tailings at Anaconda, Mont., 378-380 


Crouse roasting furnace, 413. 
Crowfoot, Arthur: tests of MacDougall roasting furnaces, Great Falls, 391. 


Deidesheimer, Philip: originator of square-set timbering, [137]. 
DEMOND, C. D.: Discussions : on Development of the Busic-Lined Converter for Copper Mattes, 474. 


on Ore-Dressing Improvements, 331. 


Demuth round table, 360. ay 
Determination of Arsenic and Antimony in Converter and Electrolytic Copper (BROWNSON), Viii, 


757-763. 
Determination of Gases in Smelter Flues; and Notes on the Determination of Dust Losses at the 


Washoe Reduction Works, Anaconda, Mont. (DUNN), x, 648-689. 
voL. XLVI.—36 
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Development of Blast-Furnace Construction at the Boston & Montana Smelter (CHURCH), ix, 423-444, 

Development of the Basic-Lined Converter for Copper Mattes (MATHEWSON), ix, 469-473 ; Discus- 
sion (BAGGALEY), 480-485; (DEMOND), 474: (GoRE), 478-480; (HAMILTON), 475; 
(HowarD), 476-478; (KELLER), 474: (RICHARDS), 473. 

Dick, J. C.: Discussion on Roasting and Leaching Tailings at Anaconda, Mont., 378. 

Discovery and Opening of a New Phosphate Field in the United States (JONES), [x]. 

Dorr, JOHN V. N.: Discussion on Concentration of Slimes at Anaconda, Mont., 263-265. 

DRINKER, HENRY S., and RayMoND, R. W.: Biographical Notice of John Fritz, [ix]. 

Drury, C. W., and Hatt, E. J.: Assay for Gold and Silver by the Iron- Nail Method, [ix]. 

Donn, Epaar M.: Determination of Gases in Smelter Flues; and Notes on the Determination of 
Dust Losses at the Washoe Reduction Works, Anaconda, Mont., x, 648-689. 

DunsHeEE, B. H.: Timbering in the Butte Mines, viii, 137-147. 

Dust in smelter gases: apparatus for determining, 671. 

Dust losses at the Washoe Reduction Works, Anaconda, 666-689. 


Eagle sandstone, Montana, 896. 

EAVENSON, Howarp N.: Discussion on the Great Falls Flue System and Chimney, 644. 

EILERS, ANTON: Notes on the Occurrence of Some of the Rarer Metals in Blister Copper, [ix]. 

Electric coal field, Montana, 907. 

Electric power plants, Montana, 789-816, 841. 

Electric transmission systems, Montana, 802. 

Electricity : use in mining in Montana, 804, 817-819. 

Electrification of the Butte, Anaconda & Pacific Railway (WADE), xi, 820-825. 

Electrolysis : recovery of copper from mine water by, 192. 

Electrolyte; purifying, 724. 

Electrolytic assay of copper bullion, 764-788, 

Electrolytic copper: see Copper. 

Electrolytic copper-refining plant, Great Falls, 703-741. 

Electrolytic refining of copper, 196-200. 

Electrolytic slime from copper precipitate: analysis, 199. 

Ellison differential draft gauge, 670. 

ELTON, JAMES O.; Arsenic Trioxide from Flue Dust, x, 690-702. 

Enargite, Butte district, 51. 

Evans round table, 351. 

Eyans and Great Falls systems of concentration : comparative data of operation at Anaconda, 
237. 

Evolution of the Round Table for the Treatment of Metalliferous Slimes (Smmons), ix, 338-361. 


Faulting: horizontal displacement of veins by, 120. 
FEBLES, J. C.: The Precipitation of Copper from the Mine Waters of the Butte District, xi, 177-192. 
Feed distributor for slimes, 262. 
Ferric hydrate (“ocher’’) in copper precipitate : analysis, 189. 
Filters (slime): Garred, 256, 
Fire-clay deposits and manufactures, Montana, 920. : 2 
Flue dust : 
analyses, 685, 686. 
decreasing the production in roasting furnaces, 408. 
recovery of arsenic trioxide from, 690-702. 
settling: efficiency of various methods, 589. 
settling tests, 575, 637. 
weight (average), 597, 647. 
Flue gases: sampling and testing apparatus, 576. 
Fluorite, Butte district, 57. 
Flywheels: energy delivered by, 855. 
Fort Union formation, Montana, 898. 
FRANKE, Rospert: Hardinge Mills vs. Chilean Mills, [ix]. 
Freudenberg plates for settling flue dust, 583. 
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Furnaces : 


copper : early tilting furnaces of the Anaconda Copper Mining Co., 470. 
copper blast furnaces: development at Boston & Montana smelter, 423-444 
roasting : concrete hearths for, 419, 
Crouse, 413. 
MacDougall : advantages of high speed, 398, 
decreasing amount of flue dust made, 408. ‘ 
effect of increased draft on capacity, 386. 
effect of rate of feeding on capacity, 393. 
maximum percentage of ore Screenings in feed, 403. 
Repath-Marcy, 408. 
20-ft. six-hearth at Anaconda, 363. 


Gagnon copper mine, Butte: 
analysis of mine water, 178. 
temperature of mine water, 47. 
timbering methods, 138. 
Galena, Butte district, 55. 
Gallatin coal field, Montana, 909. 
Garred slime filter at Anaconda, 256, 
Gases : 
blast furnace: dust-arresting tests, 591. 
copper furnace ; precipitation of arsenic, 701. 
flue: calculation of velocities and volume, 675. 
furnace: analyzing, 648-666, 
apparatus for dust determination, 671. 
sampling and testing methods and apparatus, 576, 632, 638, 644, 655, 660, 678, 
automatic averaging manometer, 582. 
Pitot tubes, 578, 633, 644. 
in smelter flues: determination of, 648-666. 
Gates canvas concentration table, 335. 
Geologic maps: see Maps. 
Geology: 
applied, in the Butte mines, 110-122. 
Montana : Butte district, 3-109. 
coal-bearing formations, 891. 
Georgetown district, 128. 
Georgetown district, Montana: geology, 128. 
GIDEL, M. H., and BARD, D. C.: Mincral Associations at Butte, Mont., viii, 123-127. 
GILLIE, JOHN: Use of Electricity in Mining in the Butte District, ix, 817-819. 
Gilmore Mining Co., Ltd., Gilmore, Idaho: lead-silver mine, 937. 
Gold: 
production, Butte district, 4. 
solubility in copper nitrate solution with cane sugar, 774. 
Gold and silver in copper-bullion : assay methods, 772. 
Gold mines: Southern Cross, Georgetown, Mont., 128-136. 
Goodale, C, W.: portrait, frontispiece. 
GoopALE, C. W., and KiLEepinGER, J. H.: The Great Falls Flue System and Chimney, viii, 


567-643. 
GoRE, BANCROFT: Discussion on Development of the Basic-Lined Converter for Copper Mattes, 


478-480. 

Granite Mountain copper mine, Butte: shaft-framing methods, 154. 

GRATON, L. C.: Discussion on Ore Deposits at Butte, Mont., 106-108. 

Great Falls coal field, Montana, 910. 

Great Falls Converter Practice (WHEELER and KREJC1), viii, 486-535; Discussion (HAAS), 536- 
558; (KREJCI), 535, 536; (Lui FEVRE), 536; (MooRE), 558-561 ; (RICHARDS), 535; 
(STOUGHTON), 535. iy : ; 

Great Falls Flue System and Chimney (GooDALE and KLEPINGER), viii, 567-643 ; Discussion 
(EAVENSON), 644; (KLEPINGER), 644-647: (RICHARDS), 644, 
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Great Falls hydro-electric development, 797, 814. 

Great Falls smelter: see Boston & Montana Reduction Department. 

Great Falls System of Concentration (WIGGIN), x, 209-238. 

Ground water, Butte district, 41. 

Gunniss, W. H.: A Note on the Occurrence and Manufacture of Refractories in Montana, x, 920- 
921% 


Haas, HERBERT: Discussion on Great Falls Converter Practice, 536-558. 
Haas bottom-blown copper converter, 536. 
Hatt, E.J.,and Drury, C. W.: Assay for Gold and Silver by the Iron-Nail Method, [ix]. 
Hamiuton, E. H.: Discussion on Development of the Basic-Lined Converter for Copper Mattes, 475. 
Hancock jig: description, 213. 
Hardinge Mills vs. Chilean Mills (FRANKE), [ix]. 
Harz round table, 349. 
Hauser Lake hydro-electric plant, Montana, 797. 
Hawley, F.G.; determination of sulphur oxides in furnace gases, 652. 
HAYDEN, RALPH: Concentration of Slimes at Anaconda, Mont., x, 239-263. 
HEATH, GEORGE L,: Discussion on Some Recent American Progress in the Assay of Copper-Bullion, 
787-788. 
HEBGEN, Max: Hydro-Electric Development in Montana, viii, 789-815. 
Hempel: determination of sulphur oxides in furnace gases, 653. 
Herzig, C. S.: Discussion on The Precipitation of Copper from the Mine Waters of the Butte 
District, 194-195. 
High Ore copper mine, Butte: 
analysis of mine water, 194. 
geologic map, 118. 
shaft framing, 158. 
timbering methods, 140. 
High Ore precipitation plant, Butte, 183. 
Hillebrand, W. F.: analysis of water, Gagnon mine, Butte, 178. 
Horan, H. O.: Discussion on Notes on the Metallography of Refined Copper, 755-756. 
Hoisting by compressed air: estimated consumption of air, 849. 
Hoisting engines at Butte mines, 860. 
Horsethief or Lennep sandstone, Montana, 897. 
Howarp, L. O.: Discussion on The Development of the Basic-Lined Converter Sor Copper Mattes, 
476-478. 
Hibnerite, Butte district, 56. 
HUTCHINSON, W. SPENCER: An Assay for Corundum by Mechanical Analysis, [ix]. 
Hydro-Electric Development in Montana (HEBGEN), viii, 7 789-815 ; Discussion (RICHARDS), 816; 
(ScoTTEN), 816. 
Hydrostatic power storage for compressed-air hoisting plant, 854. 


Idaho; lead-silver mines, 937-939. 

Increasing the Efficiency of MacDougall Roasters at the Great Falls Smelter of the Anaconda Crem 
Mining Co. (CoRWIN and Rop@Ers), xi, 383-422. 

Inland Portland Cement Co.. Metaline Falls, Wash. : plant and process, 927-936. 

International Smelting & Refining Co.: Tooele, Utah, plant, 940-955. 

Iron; precipitating copper from mine waters on, 177-194. 


Jacket timber sets for mine shafts, 174. 
Jackets: blast-furnace: thermal effect, 445-468, 
Jigs: 
Evans: tests at Boston & Montana mill, 216. 
Hancock: description, 213. 
tests at Boston & Montana mill, 213. 
Woodbury : tests at Boston & Montana mill, 222, 
A OHNSON, W.McA,: The Reducibility of Metallic Oxides as A fected by Heat Treatment, [x] 
Discussion on Roasting and Leaching Tailings at Anaconda, Mont., 380-382. ) 


Jongs, C. Cotcock: The Discovery and Opening of a New Phosphate Field i i 
: th 
Judith River formation, Montana, 896. : wineries 
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KEENEY, R. M., and Lyon, D. A.: The Smelting of Copper Ores in the Electric Furnace, [viii]. 

KELLER, EDWARD: Some Recent American Progress in the Assay of Copper-Bullion, viii, 764-786. 

KELLER, HERMANN A.: Discussion on Development of the Basic-Lined Converter for Copper 
Mattes, 474. 

Klepinger, J. H.: experiments on MacDougall furnaces, Great Falls, 385. 

KLEPINGER, J. H., and GoopALE, C. W.: The Great Falls Flue System and Chimney, viii, 567- 
647. 

Kootenai formation, Montana, 895. 5 

KREJCI, MILo W.: The Metaline Plant of the Inland Portland Cement Co., Metaline Falls, Wash., 

2 xi, 927-936. ; 

- Kresct, MILo W., and WHEELER, ARCHER E.: Great Falls Converter Practice, viii, 486-535. 

Monolithic Magnetite Linings for Basic Copper Converters, xi, 562-566. 
Kuchs-Laist centrifugal separator: analysis of products, 256. 
KUNZ, GEORGE F.: The New International Diamond Carat of 200 Milligrams, [ix]. 


LAIsT, FREDERICK: Roasting and Leaching Tailings at Anaconda, Mont., ix, 362-378. 
Lance formation, Montana, 897. 
Latest Out Mining & Smelting Co., Ltd., Gilmore, Idaho: lead-silver mine, 937. 
Laws of Jointing (STEVENS), [ix]. 
Leaching of tailings at Anaconda, 362-382. 
_ Lead: separation from copper solutions, 770. 
Lead-Silver Mines of Gilmore, Lemhi County, Idaho (N1IcHOLS), xi, 937-939. 
LE FevreE, Sotomon: Discussion on Great Falls Converter Practice, 536. 
Lehigh Portland Cement Co., Allentown, Pa.: Metaline Falls, Wash., plant, 927-936. 
Leunep or Horsethief sandstone, Montana, 897. 
Leonard copper mine, Butte: 
analysis of mine water, 192. 
copper and arsenic content of water, 189. 
compressor plant, 806. 
geologic map, 16. 
precipitating plant, 188. 
shaft framing, 155. 
underground pumping station, 805. 
vein structure, 16. 
Lewistown coal field, Montana, 911. 
Lignite deposits, Montana, 917. 
LInFortH, FRANK A.: Applied Geology in the Butte Mines, x, 110-122. 
Linkenbach round table, 352. 
Lombard coal field, Montana, 910. 
Lorenz’s formula for flow of air through pipes, 549. Kal! ‘ 
Lunge-Reich method of determining sulphur dioxide and trioxite in furnace gases, 650. 
Lyon, D. A., and KEENEY, R. M.: The Smelting of Copper Ores in the Electric Furnace, [viii]. 


MacDougall furnace: see Furnaces. 
Madison River hydro-electric plants, Montana, 793. 
Magnesite lining for copper converters : development, 469-485. 
Magnetite: melting point, 564. 
Magnetite linings for copper converters, 562-566. 
Manganese minerals, Butte district, 56. 
Manganese-silver veins, Butte, 39. 
Manometer : automatic averaging, 582. thes 
Mapping: methods of the Anaconda Copper Mining Co., 110-122. 
Maps: 
Montana: 
Butte district : 

areas of rock alteration, 30. 

distribution of ore types, 55. 

High Ore mine, 118. 

Leonard mine, 16. 
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Maps, Montana,—Continued. 
Butte district : 
Mountain Con mine, 115. 
Mountain View mine, 28, 119. 
Pennsylvania mine, 26. 
shafts and power plant of the Anaconda Copper Mining Co., 826. 
vein and fault systems, 12. 
West Gray Rock mine, 112, 116. 
coal and lignite fields, 892. 
Georgetown district, 130. 
relief, 790. 
river systems and power developments, 791. 
MATHEWSON, E. P.: Development of the Basic-Lined Converter for Copper Mattes, ix, 469-473. 
Discussion on A Note on the Occurrence and Manufacture of Refractories in Montana, 921. 
Metaline Plant of the Inland Portland Cement Co., Metaline Falls, Wash. (KREJCI), xi, 927-936. 
Metallography ; 
apparatus for study, 742. 
copper, 742-756. 
Metals: loss by volatilization in roasting ores, 378. 
Method of Testing Draeger Oxygen Helmets at the Copper Queen Mine (MITKEs), [ix]. 
Micrography: preparation of specimens, 743. 
Middle fault, Butte district, 27. 
Midvale arsenic plant, 698. 
Milk River coal field, Montana, 916. 
Mine-timber framing machine, 144. 
Mine-timbering methods, Butte district, 137-150. 
Mine water: see Water. 
Mineral Associations at Butte, Mont. (BARD and GIDEL), viii, 123-127. 
Mineralogy: veins of the Butte district, 48. 
Mining Cost Accounts of the Anaconda Copper Mining Co. (VAN ELLs), ix, 201-208. 
Mining methods: 
back-filling system, 147. 
handling shaft water, 167. 
jacket timbering, 174. 
protecting pumps from acid water, 191. 
protecting timbers against blasting, 163. 
rock handling in sinking shafts, 172. 
shaft sinking: Butte practice, 151-176. 
supporting buckets, 173. 
timbering : Butte practice, 137-176. 
use of electricity in Butte mines, 817-819. 
Missouli coal field, Montana, 916. 
Missouli River hydro-electric development, Montana, 797. 
Missouri River power developments, Montana, 797. 
MIrkKk, CHARLES E.: Method of Testing Draeger Oxygen Helmets at the Copper Queen Mine, [ix]. 
Monolithic Magnetite Linings for Basic Copper Converters (WHEELER and KREJCI), xi, 562-566. 
Montana : 
cement materials and manufacture of Portland cement, 922-926, 
clay deposits and manufactures, 920. 
coal-bearing formations, 891. 
coal fields, 889-919, 
bibliography, 918. 
geology: Butte district, 3-127. 
coal-bearing formations, 891. 
Georgetown district, 128-136. 
hydro-electric development, 789-816, 
maps: see Maps. 
refractories : occurrence and manufacture, 920, 
Moork, ReprcK R.: Discussion on Gveai Falls Converter Practice, 558-561. 
Morrow-clip anodes, 714. 
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MovuLtTHROoP, GEORGE E.: Discussion on Timbering in the Butte Mines, 148-150. 
Mountain Con copper mine, Butte: geologic map, 115. 
Mountain View breccia fault system, Butte district, 20. 
Mountain View copper mine, Butte: 
geologic maps, 28, 119. 
relation of ore shoot and faults, 28. 


New International Diamond Carat of 200 Milligrams (Kunz), [ix]. 

NicHots, RALPH: Lead-Silver Mines of Gilmore, Lemhi County, Idaho, xi, 937-939. 

» NorpDBERG, Bruno V.: The Compressed Air System of the Anaconda Copper Mining Co., Butte, 

Mont., xi, 826-888. 

North Butte Mining Co., Butte: shaft-framing methods, 151-176. 

Note on the Occurrence and Manufacture of Refractories in Montana (GUNNISss), x, 920-921; Dis- 
cussion (MATHEWSON), 921: (RICHARDS), 921. 

Notes on the Electrolytic Refining of Copper Precipitate Anodes (BURNS), xi, 196-200. 

Notes on the Great Falls Electrolytic Plant (BURNS), viii, 703-741; Discussion (RICHARDS), 741. 

Notes on the Metallography of Refined Copper (BARDWELL), xi, 742-754; Discussion (HoFMAN), 
755-756. 

Notes on the Occurrence of Some of the Rarer Metals in Blister Copper (EtLERs), [ix]. 


“Ocher” (ferric hydrate) in copper precipitate: analysis, 189. 
Ore Deposits at Butte, Mont. (SALES), viii, 3-106; Discussion (GRATON), 106-108; (RALSTON), 
108; (RicHARDs), 109; (SALEs), 108. . 
Ore Dressing [RICHARDS), 332-337. 
Ore-Dressing Improvements (RICHARDS), x, 326-330; Discussion (DEMOND), 331. 
Ore genesis, Butte district, 79. 
Ore treatment: 
classification : application of hindered settling, 266-276. 
distribution of products on Wilfley table, 300, 303. 
concentration: comparative data on Evans and Great Falls systems, 236. 
Great Falls system, 209-238. 
round table, 338-361. 
roasting: arsenic and antimony ores, 695. 
loss of metals by volatilization, 378. 
oxy-chloride, for mill tailings, 367. 
Ores: see names of metals. 
Original copper mine, Butte: temperature of mine water, 47. 
Oxy-chloride roasting for mill tailings, 367. 
Oxygen: 
content of refined copper: estimation of, 746. 
effect on conductivity of copper, 750. 


Peck centrifugal concentrator, 259. 
Peirce-Smith copper-converting process, 469-485. 
Pennsylvania copper mine, Butte: 
geologic map, 26. 
temperature of mine water, 47, 
vein system, 26. 
Pettenkofer’s method of determining carbon dioxide in furnace gases, 658. 
Photomicrography : preparation of specimens, 743. 
Pitot tubes, 578, 633, 644, 670. 
Pittsburg Idaho Co., Gilmore, Idaho: lead-silver mine, 937. 
Portland cement: 
manufacture in Montana, 922-926. 
plant and process of Inland Portland Cement Co., Metaline Falls, Wash., 927-936. 
ipi d copper: electrolytic refining, 196-200. 
Es elsion of Cope from be Mine Waters of the Butte District (FEBLES), xi, 177-192 ; Discus- 
sion (BURNS), 192-194; (HERzIG), 194-195 ; (RICHARDS), 192. 
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Preparation of Ore Containing Zine for the Recovery of Other Metals such as Silver, Gold, Copper, 
and Lead by the Elimination and Subsequent Recovery of the Zinc as a Chemically Pure 
Zine Product (BRETHERTON), [viii]. 
Proceedings of the Butte meeting, August, 1913, vii. 
Pumping: exhausting air into water column, 168, 176. 
Pumps: 
air lift, 722. 
protecting from acid waters, 191. 
Pyrite, Butte district, 56. 


Quartz, Butte district, 55. 
Quartz-monzonite, Butte: analyses, 568. 


Railroads : 
Butte, Anaconda & Pacific: electrification of, 808, 819, 820-825. 
Chicago, Milwaukee & St. Paul : use of electric power in Montana, 809. 
Rainbow Falls hydro-electric plant, Missouri river, Mont., 797. 
Rainbow copper mine, Butte: shaft-framing methods, 158. 
Rarus fault, Butte district, 24. 
RAYMOND, R. W., and DRINKER, HENRY S.: Biographical Notice of John Fritz, [ix]. 
Red Lodge coal field, Montana, 914. 
Reducibility of Metallic Oxides as Affected by Heat Treatment (JOHNSON), [x]. 
Refractories: occurrence and manufacture in Montana, 920-921. 
Repath-Marcy roasting furnace, 408. 
RICHARDS, JOSEPH W.: Discussions: on Development of the Basic-Lined Converter for Copper 
Mattes, 473. 
on Great Falls Converter Practice, 535. 
on The Great Falls Flue System and Chimney, 644. 
on Hydro-Electric Development in Montana, 816. 
on A Note on the Occurrence and Manufacture of Refractories in Montana, 921. 
on Notes on the Great Falls Electrolytic Plant, 741. 
on Ore Deposits at Butte, Mont., 109. 
on The Precipitation of Copper from the Mine Waters of the Butte District, 192. 
Richards pulsator classifier: tests at Boston & Montana mill, 218. 
RIcHARDS, ROBERT H.: Ore Dressing, 332-337. 
Ore- Dressing Improvements, x, 326-330. 
Richter, E.: improvement on Lunge-Reich method of determining sulphur oxides in furnace 
gases, 651. 
Rittinger’s formula for settling velocity of mineral grains, 267. 
Roasting and Leaching Tailings at Anaconda, Mont. (Latst), ix, 362-377; Discussion (CANBY), 
382; (CROASDALE), 378-380; (Dick), 378: (JoHNSON), 380-382 ; (LaIst), 378. 
Roasting furnaces: see Furnaces. 
Roserts, ROBERT P.: Thermal Effect of Blast-Furnace Jackets, x, 445-468. 
Rock alteration ; Butte district, 30. 
Rock-Drilling Economics (SAUNDERS), [x]. 
Rocks: Butte district, 8, 123. 
RopexErs, SELDEN S., and CoRWIN, FRANK R.: Increasing the Efficiency of MacDougall Roasters 
at the Great Falls Smelter of the Anaconda Copper Mining Co., xi, 383-422. 
Round tables: 
Bartsch, 356. 
buddles, 258, 340. 
coneave deck, 345. 
convex deck, 343. 
Demuth, 360. 
Evans, 351. 
Harz double deck, 349. 
Linkenbach, 352. 
Richards, 336, 
tests at Anaconda, 260. 
20-deck, Anaconda, 260. 
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SALEs, RENO H.: Ore Deposits at Butte, Mont., viii, 3-106, 108. 
SaunpDERs, W. L.: Rock-Drilling Economies, [x]. 
ScoTTEn, FRANK 5 Discussion on Hydro-Electric Development in Montana, 816. 
Selenium : separation (with silver) from copper solutions, 769, 788, 
Shaft-Sinking Methods of Butte (BRALY), viii, 151-176; Discussion (PACKARD), 176. 
Sroka, L. T. and THomson, H. N.: The Tooele Plant of the International Smelting & Refining Co., 
ix, 940-965, 
Silver: 
deposits, Butte district, 55. 
losses in assaying copper ores, 781. 
production, Butte district, 4. 
solubility in copper, 753. 
Silver and gold in copper-bullion : assay methods, 772. 
Silver Bow copper mine, Butte: precipitating plant, 188. 
Silver-lead mines: Gilmore, Idaho, 937-939. 
Silver minerals, Butte district, 48. 
Srmons, THEODORE: The Evolution of the Round Table for the Treatment of Metalliferous Slimes, 
ix, 338-361. 
Slime; 
chemical and physical constitution, 243. 
concentration at Anaconda, 239-265. 
settling: tests at Anaconda, 244. 
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